Google 


This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  Hbrary  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 

publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  this  resource,  we  liave  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 
We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  fivm  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  informing  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.   Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at|http  :  //books  .  google  .  com/| 


f^        *       txL.^^--'"-*^-^'"'-^ 


THE    PULSE-SENSATIONS: 


A  STUDT  m  TACTILE  SPHYGMOLOQT. 


Works  by  the  same  Author, 

THE  BRONCHI  AND  PULMONARY  BLOOD- 
VESSELS :  their  Anatomy  and  Nomenclature.  With  ao 
lUiMtrations.    Small  4to,  a  is. 

London  :  J.  &  A  CHURCHILL. 

SYMPTOMS  AND  PHYSICAL  SIGNS:  a  For- 
mulary for  Clinical  Note-Taking,  with  Examples.  Small 
Ivoait. 

London  :  BAILLIfiRE,  TINDALL,  AND  COX. 

HOW  TO  FEEL  THE  PULSE,  and  what  to 
Feel  in  it.    With  la  Illustrations,  post  8vo,  3s.  6d. 

London  :  BAILLIfiRE,  TINDALL,  AND  COX. 
New  York  :  Wm.  Wood  and  Co. 

CARDIAC  OUTLINES,  for  Clinical  Clerks  and 

Practitioners.    Post  8vo,  5s.  6d. 
London  :  BAILLIfiRE,    TINDALL,  AND  COX. 
New  York  :  G.  P.  Putnam's  Sons. 


IN  PREPARATION, 
PULMONARY  OUTLINES,  for  CUnical  Clerks 

and  Practitioners. 

HEART  STUDIES,  CHIEFLY  CLINICAL. 
IL  THE  PERICARDIUM  AND  ITS 
DISEASES. 

All  rights  rturvtd. 


[EART    STUDIES. 

CHIEFLV  CLINICAL. 


tHE  PULSE-SENSATIONS: 
asUT 
I 


[.'DV  IS  TACmLE  SPUYGHOUlOT 


WM    EWART. 


WITH  HBASLY  xa  ILLVSTSATIOXS. 


I.OHIIONt 

UAU.l.lLKi.,   TINDAIU   AND   CO-t. 

mSO  WIUJAM  STBEKT,  aTBASD. 
1«IM. 


1. 


1 

1 

1 

HEART   STUDIES, 

CHIEFLY  CLINICAL. 


L 


THE  PULSE-SENSATIONS: 


A  STUDY  IN  TACTILE  SPHYGMOLOGY. 


•      •     ••••       •        »•■■■«         « 

•  ••••••  •        -     -- 

•  ••••••  •        ..--,     -.- 


BT 

WM.   fiWART, 

M.D.  Cantab,  F.R.C.K  Lond.,  M.R.C.S.  Eng., 

PHYSICIAN  TO  ST.   GEORGE'S  HOSPITAL.   AND  TO  THE  BELGRAVE  HOSPITAL 

FOR  CHILDREN  ;  FORMERLY  ASSISTANT  PHYSICIAN  AND  PATHOLOGIST 

TO  THE  BROMPTON  HOSPITAL  FOR  CONSUMPTION  ;   EXAMINER 

IN  MEDICINE  AT  THE  ROYAL  COLLEGE  OP  PHYSICIANS 

OF  LONDON  ;  LATE  ADDITIONAL  EXAMINER  AT 

THE  UNIVERSITY  OF  CAMBRIDGE,   ETC. 


WITH  NEARLY  200  ILLUSTRATIONS, 


LONDON: 
BAILLIERE,   TINDALL,   AND    COX, 

KING  WILLIAM  STREET,  STRAND. 

1894. 

1- 


IN  PIAM   MEMORIAM 

ANDREili:  CLARK,  Babonetti,  M.D., 

COLLEOII   BEQALIS   MEDICOBUM    L0NDINEN8IS 

ANKOS  SEX   BT   USQUE  AD    FINEM 

YITM  BT  LABOBIS 

PBiBSIDENTIS, 

OPUBCULUM   IPSO   APPBOBANTE   IKCBPTUM 

'  DEDICO. 


PREFACE. 


The  contrast  between  the  mechanical  accuracy  and 
elaborate  detail  of  the  sphygmogram,  and  the  vague 
and  inconclusive  character  of  the  pulse  impreaBions 
hitherto  gained  by  palpation,  is  sufficient  to  explain, 
tliough  it  hardly  justifies,  the  relative  neglect  of  a 
valuable  cHnical  method.  Instead  of  being  made  t<» 
share  in  the  general  advance,  palpation  of  the  pulse 
has  been  almost  ignored  in  modem  investigations. 
Indeed,  this  obvious  disproportion  in  the  amount 
of  attention  bestowed  on  the  instrumental  to  the 
exclusion  of  the  digital  method,  v/as  the  sign  which 
told  of  something  left  undone,  and  which  pointed  to 
the  tactile  pulse  phenomena  as  to  a  mine  to  be 
explored. 

It  might  seem  almost  superfluous  to  dwell  upon 
the  essentially  clinical  nature  of  this  investigation. 
Every  digital  examination  of  the  pulse  is,  in  its 
procedure,  clinical.  But  this  character  belongs  in  a 
more  special  sense  to  the  present  inquiry,  since  its 
original  idea  and  its  ultimate  object  have  been  to 
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widen  the  clinical  scope  of  pulse  observations,  by 
rendering  the  tactile  pulse  available  for  the  more 
accurate  study  of  disease.  It  is  necessary,  however, 
to  explain  why  the  results  which  are  now  to  be 
submitted,  should  comprise  only  those  which  may  be 
claimed  as  part  of  the  sphere  of  physiology. 

In  the  endeavour  to  bring  the  tactile  method  "  up 
to  date,"  and  to  compare  and,  if  possible,  harmonize 
its  indications  with  the  sphygmographic  data,  in 
connection  with  the  various  morbid  pulses,  the 
normal  tactile  pulse  called  for  the  first  and,  at  the 
same  time,  for  the  most  searching  scrutiny.  A  large 
proportion  of  these  pages  had  thus  to  be  devoted  to 
a  study  of  the  latest  advances  made  in  instru- 
mental sphygmology,  and  of  the  works  of  Marey, 
Fick,  von  Kries,  von  Frey,  Roy  and  Adami,  Ozanam 
and  others. 

As  to  the  author's  special  observations  and  practical 
results,  for  which  his  responsibility  is  undivided, 
they  are  put  forward  as  containing  the  germ  of  a 
practical  method  which,  by  reason  of  its  simplicity, 
should  develop  into  one  of  general  clinical  utility. 
Even  the  practitioner  of  medicine,  debarred  from 
using  the  sphygmograph,  might,  with  its  help,  not 
only  add  greater  value  and  interest  to  his  everyday 


Ise  observations,  but  gain  ready  access  to  fresh 
avenues  of  research.  Crude  and  unfinished  as  the 
method  still  remains  at  this  stage,  to  have  longer 
withheld  it  from  so  many  hands  capable  of  improving 
it  and  of  working  out  its  clinical  applications,  until 
some  adequate  show  of  results  had  slowly  accrued 
from  the  author's  unassisted  labour,  would  have 
served  rather  the  literary  credit  of  his  performance 
than  the  best  interests  of  clinical  medicine. 

Even  should  these  hopes  of  clinical  usefulness  prove 
delusive,  some  good  service  may  yet  have  been  done 
by  the  comparative  study,  undertaken  in  Part  IV., 
of  the  work  and  theories  of  eminent  authorities. 
To  each  of  them,  and  to  their  publishers,  grateful 
acknowledgment  is  due  for  the  ample  references 
which  they  have  sanctioned ;  but  towards  Professor 
von  Kri&s  and  Professor  von  Frey  the  obligation 
incurred  is  specially  great. 

In  the  arrangement  of  these  pages  the  chief  care 
has  been  to  provide  facilities  for  the  reader,  even  at 
the  expense  of  some  repetition,  and  to  multiply 
headings  and  diagrams  for  the  better  elucidation  of 
new  facta  and  ideas.  The  concluding  summary  of 
the  results  obtained  may  be  of  service  to  those 
lacking  time  for  a  study  of  the  theory  of  the  pulse, 
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whilst   it    places  in  a  dear  light  the  distinction 
between  mere  inferences  and  facts. 

The  author  is  indebted  to  his  nephews,  Mr.  K 
Billecocq  and  Mr.  P.  de  Yaumas,  for  their  valuable 
assistance  in  the  preparation  of  some  of  the  draw- 
ings, and  to  Messrs.  Fargues  for  much  care  and 
success  in  their  reproduction.  He  also  records  with 
special  pleasure  his  obligation  to  Mr.  Springer,  of 
Berlin,  for  his  courtesy  in  connection  with  the 
illustrations  reproduced  from  Professor  von  Prey's 
"  Die  Untersuchung  des  Pulses." 

W.  E. 

33  CUBZON  Stbest, 

Mayfaib. 
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CHAPTER  I. 

TACTILE   SPHYGMOLOGY  AND   INSTRU- 
MENTAL  SPHYGMOLOGY. 

A  RETROSPECT. 

Tactile  Sphygmology,  probably  the  most  ancient 
among  the  branches  of  medical  science,  is  now  far 
behind  some  of  its  younger  sisters. 

What  is  the  pulse  ?  Is  it  round  or  oval  ?  Does 
the  artery  expand  or  not  at  each  beat  ?  These  are 
some  of  the  problems  which,  without  levity  and 
without  despair,  we  are  still  discussing  at  this  end 
of  the  nineteenth  century. 

Instrumental  Sphygmology — i.e.,  Sphygmography , 
after  claiming  for  nearly  half  a  century  the  almost 
undivided  attention  of  students  of  the  pulse,  and 
supplying  valuable  fragments  of  information,  cannot 
yet  answer  some  of  the  more  simple  questions  con- 
nected with  the  pulse- wave. 

The  great  want  seems  to  have  been  a  systematic 
co-operation  between  the  two  methods,  hardly 
attainable  so  long  as  a  special  study  of  the  Pulse- 
Sensations  was  neglected.  To  this  we  should  now 
turn,  in  the  hope  that,  having  learnt  much  from  the 
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sphygmograph  that  has  led  to  a  better  understanding 
of  the  tactile  pulse,  we  may  likewise,  after  puzzling 
in  vain  over  the  sphygmogram,  find  help  in  the 
simpler  method. 

I. 

Bbfore  the  Sphygmograph. 

It  may  be  doubted  whether  unaided  tactile  in- 
vestigation could  ever  have  unravelled  the  mystery 
of  the  pulse,  without  the  help  of  the  sphygmograph  ; 
so  difficult  is  it  to  concentrate  sufficient  attention  on 
the  sensations  of  the  finger. 

Concerning  tactile  analysis  of  the  pulse  few  writers 
have  anything  to  say.  Galen's  unrivalled  industry 
led  him  some  part  of  the  way  in  this  direction.  For 
instance,  he  knew  so  well  how  to  recognise  the  pulse- 
wave  in  the  intervals  between  the  beats,  that  he 
warns  younger  students  not  to  take  notice  of  this 
phase  of  the  pulse,  '*  Moreover,  I  think  that  begin- 
ners should  practise  themselves  as  though  the  systole 
could  not  be  felt. "  *  And  elsewhere  he  expressly  de- 
scribes a  "pause  in  systole"  (by  systole  meaning  the 
period  of  contracted  or  reduced  volume  of  the  pulse). 
But  these  accurate  observations  of  fact  did  not  sur- 
vive as  long  as  some  of  his  errors. 

We  have  no  reason  to  imagine,  and  it  is  in  itself 
unlikely,  that  Galen's  analytical  knowledge  of  the 
pulse  had  ever  been  surpassed  or  even  equalled  by 
physicians  in  a  more  remote  antiquity.  After  him, 
it  cannot  even  be  said  that  sphygmology  remained  at 

*  Ad  Tirones,  cap.  iii. 
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a  standstill.  Some  of  the  old  gi-ound  was  lost ;  and 
in  spite  of  collateral  advances  in  science,  no  fresh 
ground  was  won  in  the  direction  of  pnlse-analysis, 
down  to  the  time  of  Fouquet.  Even  Harvey's  dis- 
covery made  remarkably  little  impression  on  the  pro- 
gress of  sphygmology. 

The  following  lines  by  Sir  John  Floyer/  written  in 
an  age  of  comparative  enlightenment,  long  after  the 
experimental  method  had  been  applied  by  Harvey  to 
the  circulation,  are  a  striking  instance,  among  many 
earlier  ones,  of  failure  of  the  best  intentions  in  this 
direction. 

"Wo  were  taught  by  Galen  'That  wemust  admit  nothing  relating 
to  the  Pulse  but  what  we  evidently  feel ;  but  I  cannot  but  believe 
Lis  Pftncy  imposed  on  him  when  he  asserts,  that  he  felt  the  con- 
traction of  the  Arteiy,  which  he  endeavour'd  to  prove,  because 
the  Art«ry  makes  an  Impression  in  the  Pulp  of  the  Fingers,  and 
he  thought  he  felt  the  receeding  of  the  Artery  from  that  Impres- 
sion ;  but  it  is  plain  that  we  can  discern  no  more  in  a  natural 
Pulsation  than  the  Stroke  given  to  the  Finger,  and  the  interval 
betwiit  each  stroke  by  the  numbering  of  the  Pulse  in  a  minute, 
whereby  we  discern  when  the  Intervals  are  longer  or  shorter. 
The  distinction  of  two  Intervals  was  too  curious,  and  not  useftd. 
The  interior  quiet  betwixt  the  contraction  and  distention  of  the 
Artery  is  sensible,  but  the  exterior  betwist  the  distention  and 
contraction  is  insensible;  and  'tis  allowed  that  we  cannot  discern 
the  beginning  of  the  distention  nor  the  end  of  the  contraction, 
'tia  enough  to  consider  the  Intervals  hetwi.rt  the  Pulsations.'" 

To  fail  to  observe  new  facts  is  a  misfortune  with 
which  we  are  all  more  or  less  familiar.  To  refuse  to 
notice  old  facts,  pointed   out  by  the  greatest  ob- 

•  "TUe  Phjsicifln'B  PnlgeWatch  ;  or,  an  Essay  to  Eiplain  the  Old  Art 
of  Fseling  the  Poise;  and  to  Improve  it  by  the  Help  o(  a  Pulse-Walch." 
By  Sir  John  Floyer,  Knight.  LandoD  :  Printed  for  Sam.  Smith  and  Bcnj. 
Walforf,  at  the  Prince's  Anna  in  St.  Panl's-Chuccb-Yard,  1707  (p.  6.) 
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servers,  is  something  worse.  We  should  feel  less 
sympathy  with  Floyer  s  mistake  in  rejecting  Galen's 
testimony  and  in  failing,  in  spite  of  that  testimony, 
to  recognise  the  living  facts  enacted  under  his  own 
fingers  many  hundred  times  each  day,  had  this  our 
own  time  been  free  from  the  same  reproach. 

The  Xiimitatioiis  of  the  Sense  of  Tonoh. 

The  strange  fact  that  for  thousands  of  years  the 
self-same  things,  now  familiar  to  us,  were  under  the 
touch  of  sensitive  fingers,  yet  not  felt,  is  probably 
best  explained  in  connection  with  the  natural  limita- 
tions of  the  sense  of  touch,*  and  with  its  supreme 
conceit.  The  sense  of  sight,  its  superior  in  accuracy 
and  in  activity,  deprives  it  of  much  of  its  employ- 
ment. Except  by  the  blind,  and  in  some  of  the 
arts,  it  is  rarely  used  for  analytical  purposes.  For 
scientific  work  the  sense  of  touch  wants  a  special 
education  ;  and  we  need  to  be  told  even  more  what 
to  feel,  than  what  to  see. 

Anatomy  and  Physiology  are  our  real  teachers  of 
clinical  sphygmology.  Its  evolution  has  been  de- 
layed until  the  dawn  of  clearer  notions  concerning 
heart,  artery,  and  pulse-wave.  In  a  word,  pulse- 
analysis  belongs  less  to  art  and  more  to  science — ^it 
is  less  a  matter  of  intuition,  and  more  a  matter  of 
instruction,  than  has  been  generally  supposed. 

Btrathlns  and  Fonqnet.— The  Qraphio  Method 
in  Oonneotion  with  the  Tactile  Pulse. 

Had  we  inherited,  fi:om  the  great  teachers  of  the 
past,  drawings  of  the  things  felt  by  them,  as  well  as 

*  Cf.  p.  13 ;  and  chap.  iii.  p.  70. 
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"written  descriptiona  of  the  pulse,  the  history  of 
I  sphygraology  would  have  been  much  more  complete. 
\  What  the  multitude  of  our  predecessors  may 
I  individually  have  felt  in  the  pulse  is  to  us,  now- 
I  adays,  mere  conjecture.  The  precision  of  a  Galen 
I  in  minutely  describing  the  details  of  his  sensations ; 
1  the  freedom  of  a  Floyer  in  disclosing  the  limited 

scope  of  his    own — are  almost  solitary  landmarks. 

Systematic  representations  of  pulse-sensations  do  not 
I  occur  in  the  entire  history  of  Medicine  down  to 
I  Fouquet,  at  least  in  the  Western  world.  Centuries, 
I  however,  before  that  date  the  Chinese  had  carried 
[  out  the  graphic  method,  in  their  own  thoughtful, 

though  ever  imaginative  and  grotesque  way.  They 
'  were,    so    far   as   we    know,    the    first   to    attempt 

delineations  of  the  pulse — apparently  intended  for 

didactic  purposes. 

The  important  treatise  of  Struthius  contains  a  few 
I  graphic  symbols  illustrating  some  of  the  sensations 
I  conveyed  by  the  pulse  to  the  finger.  The  interest 
T  which  attaches  to  them  is  purely  historical.  Their 
I  author  probably  never  conceived  the  thought  of  the 
I  system  of  which  they  may  be  regarded  as  the  germ. 
The  analytical  study  of  the  pulse  began  in  earnest 
ivdth  Fouquet's  work  ;  but  neither  his  method  nor  his 
■observations  have  obtained  due  recognition  ;  and 
■they  have  long  been  buried  in  oblivion.  A  second 
l^and   inferior  edition  of  his  book  was  published  in 

Paris  in  1821  ;  and  in  this  country  Rucco's  •  treatise, 

I  feeble  reproduction  of  Fouquet's  views  and  nomen- 


*  Bncco  (Jnlins),  "  Introdnotion  to  the  Science  of  the  PuUe,  tts  applied  to 
nPlmoticeof  Mediolne."    2  voI>.  8to,    tendon,  1827, 
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clature,  without  any  addition  whether  in  the  shape 
of  fresh  advances,  or  even  of  intelligent  criticism, 
served  to  prove  that  forty  years  had  not  sufficed  to 
make  the  work  bear  its  fruit,  which  was  to  be 
reserved  for  a  more  distant  future. 

Since  Galen,  Fouquet  was  the  earliest  teacher  of 
an  accurate  and  thoughtful  palpation  of  the  pulse, 
and  in  that  sense  the  father  of  modem  tactile 
sphygmology.  He  was  the  first,  and  he  remains  the 
only,  observer  who  has  bequeathed  to  us  the  picture 
of  his  own  personal  tactile  judgments.  Although  he 
did  not  rise  to  the  conception  of  Watt's  approaching 
discovery  of  a  method  of  automatic  registration,*  nor 
of  its  application  to  the  registration  of  physiological 
events,  still  his  claims  to  be  regarded  as  an  early 
pioneer,  if  not  the  founder,  of  the  graphic  method, 
in  the  broader  sense,  that  of  delineating  the  internal 
phenomena  of  life,  are  of  no  trivial  order  as  may  be 
gathered  from  the  following  extract :  t 

'*  Quant  a  TinstitutioD  ou  emploi  des  signes  m^chaniques,  tels 
que  les  figures  dont  nous  avons  parlc,  c*est  ici,  comme  on  voit,  un 
instrument  nouveau,  un  surcroit  de  moyens  pour  avancer  dans  la 
doctrine  du  Fouls ;  c'est  en  meme  terns  la  preuve  demonstrative 
des  v^rit^s,  que  les  anciens  k  les  modemes  ont  enseign^es  sur  oette 
mati^re :  ces  signes  devroient,  par  toutes  ces  raisons,  dtre 
pr^cieux  .... 


*  Ch.  Ozanam  ("La  Circulation  et  le  Pouls,"  Paris,  1886,  p.  397)  points 
ont  that  automatic  registration  was  first  employed  by  Ons-en-Braj  ("  M^m. 
de  I'Acad.  des  Sciences/'  Paris,  1734)  who  used  a  revolving  cylinder  in  con- 
nection with  an  anemometer ;  and  that  Rutherford,  in  1734,  obtained 
thermometer  tracings  on  blackened  paper ;  whilst  Thomas  Young  invented 
the  method  of  continuous  spiral  tracings. 

t  Henri  Fouquet,  '*  Essai  sur  le  Pouls,  par  rapport  aux  affections  des 
principaux  organes,  avec  des  figures  qui  reprdsentent  les  caract^res  du 
Pouls,  dans  ces  affections,"  p.  xii.     Montpcllier,  1707. 
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DiiremeDt,  j'ai  trouv£  eu  parcourant  lea  auteiira,  que  cette 
moui^re  de  tigurer  lea  caracWrea  du  Poula,  que  j'avois  d'abord 
iniagiii6e  de  moi-meme,  avciit  d^ja  ete  employee  par  les  Chiiiois  ou 
ceux  qui  lea  out  ti'aduits,  &  par  quelques  Europeens  comme 
Struthiua  .... 

Ecfin,  a  I'cgard  de  Strutbius,  il  est  ais^  de  voir  que  les  figures 
geom^triquea  que  cet  Auteur  a  dounees  daoB  sou  livre,  ne  se 
rapporteut  qu'^  dea  mouvemenB  ou  oscillationa  purticulii.'res  de 
toute  I'art^re,  dans  quelques  Poula  ii-regultera,  tela  que  le  VilnvtU 
&  le  ConrnUif,  ifc  ne  sont-lii  que  pour  renforcer  la  demonstration. 

Les  figures  expoafies  dans  cet  ouvrage,  peuvent  done  passer 
pour  une  invention  ii  une  invention  utile  ;  olles  sont  une  repre- 
sentation fidile,  une  image  sensible  &  constante  des  difftrentea 
impressions,  qu'un  cotu-t  trajet  de  Tartire  fait  sous  les  doigts,  par 
diverse^  modifications  de  sa  surface  &  de  son  diam^tre;  elles 
sp^ifient  la  forme  de  chactine  de  ces  modifications,  telle  qu'elle 
eet  appei-^ue  par  le  tact ;  en  nn  mot,  nous  lea  donnons  comme 
autant  de  petits  tableaux  d'apris  nature,  &  nous  nous  fluttons 
qu'ils  ne  seront  point  d^savoiiiSs  dans  robservatiou." 

The  grapliic  method  has  the  great  advantage  of 
giving  dimensions,  and  therefore  accuracy,  to  im- 
pressions. To  its  practice  Fouquet  doubtless  owed 
his  closer  tactile  analysis  and  his  keener  perception  of 
the  palpable  features  of  the  pulse,  so  far  in  advance 
of  anything  that  has  preceded  or  followed  him,  before 
the  date  of  Vierordt's  discovery  of  the  sphygmograph. 


II. 

Since  the  Dlscovehy  of  the  SrHYGMOGRAPii. 

The  Xffects  of  the  SlscoTery  on  the  Prevloas 
Clinical  Methods. 

In  looking  back  upon  the  history  of  the  pulse 
during  the  last  forty  years,  two  things  strike  us 
as  remarkable.     Partly  owing  to  the  extreme  sirapli- 
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city  of  the  tactile,  and  to  the  relative  complexity  of 
the  instrumental  method,  the  former  has  never  been 
given  up  as  a  mere  traditional  rite,  or  regarded  as  a 
placebo  rather  than  a  source  of  definite  information. 
In  medical  practice  there  may  have  been  some  loss 
of  confidence  in  the  value  of  pulse  observations  as 
compared  with  the  instrumental  ones,  from  a  feeling 
that  the  hand  was  outmatched  by  the  sphygmograph. 
Nevertheless,  the  old  lines  have  still  been  followed, 
and  feeling  the  pulse  goes  on  much  in  the  same  way 
as  before. 

In  the  second  place,  the  sphygmograph,  which 
might  have  been  expected  to  have  revolutionised 
our  traditional  methods,  has  not  done  so.  It  has 
not  hitherto  been  developed  into  a  practical  sub- 
stitute for  the  finger.  And,  although  the  services 
which  it  has  rendered  are  manifest,  it  cannot  be  said 
to  have  done  as  much  for  clinical  medicine  as  was  at 
first  anticipated. 

Temporary  Dlsooaragroinent  of  tlie  Tactile  Method. 

On  the  older  method  of  feeUng  the  pulse,  the  earliest 
effect  was  bound  to  be  one  of  temporary  depreciation 
and  discouragement.  In  presence  of  the  pulse- 
tracings  the  finger  seemed  to  be  at  once  disqualified 
as  an  instrument  of  research,  as  nothing  analogous 
to  the  tracing  seemed  to  be  within  its  ken.  In  that 
direction  the  touch  was  plainly  incompetent ;  and 
it  appeared  as  though,  whilst  tactile  sphygmology 
might  be  entitled  to  respect  as  an  ancient,  empirical 
method,  the  dignity  of  an  experimental  science  might 
be  claimed  for  sphygmography  alone. 

Indeed,  belief  in  the  new  invention  almost  implied 
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I  of  the  old  belief  in  the  finger.  Thatj  in  thiSj 
tactile  sphjgmologj  had  been  wronged,  we  shall 
endeavour  to  show. 


Slow  Advance  made  bjr  SptayKmo^raphy. 

It  must  be  acknowledged  that,  important  as  are 
the  theories  and  facts  for  which  we  are  indebted  to 
it,  the  sphygmogi-aph  has  been  very  slow  to  extend 
our  practical  knowledge  of  the  subject,  and  has 
furnished  the  clinical  method  with  relatively  small 
practical  assistance,  hardly  comparable  with  the 
advances  effected  by  the  stethoscope,  indeed,  not 
raising  tactile  sphygmology  much  above  the  level  it 
previously  occupied.  This  lack  of  helpfulness  has  its 
significance.  There  has  been  but  a  scanty  supply  of 
facts  clinically  available,  in  spite  of  a  more  abundant 
harvest  in  tbe  field  of  physiology. 

Here  again  the  sphygmograph  has  been  rather 
disappointing,  and  we  have  cause  to  wonder  that 
so  short  a  curve  as  that  of  a  pulae-wave  should  have 
puzzled  men  of  science  for  fully  forty  years ;  and 
that  after  miles  of  sphygmograph  ic  tracings  we  should 
still  be  engaged  in  the  work  of  analysing  and  of 
interpreting  the  elementary  features  of  the  sphygmo- 
gram.  The  conclusion  is  unavoidable  that  many  a 
good  tliinker  may  have  been  delayed  by  sphygmo- 
graphic  riddles  ;  and  that  we  may  have  been  kept 
from  investing  in  the  study  of  the  tactile  pulse  some 
of  that  attention  which  may  have  been  less  profitably 
bestowed. 


CHAPTER  II. 
THE  SPHYGMOGRAPH  AND  THE  FINGER 

CAUSES   OF   THE   LACK   OF   CO-OPERATION 
BETWEEN   THE   TWO   METHODS. 

We  shall  find  two  sets  of  explanations  for  this 
slow  advance  of  sphygmography,  and  for  the  want  of 
a  working  sympathy  between  it  and  the  tactile 
method : 

JLm  Differenoes  in  the  Prooedure  and  Ciroumstanoes. 

(1)  In  their  performance  the  two  procedures  are 
totally  dissimilar,  the  one  being  so  easy  as  to  be 
almost  at  times  unconscious,  the  other  needing  time, 
skill,  and  much  care. 

(2)  In  the  nature  of  the  observations,  there  is 
nothing  in  common:  on  the  one  hand  we  have  a 
tracing;  on  the  other  a  feeling;  and  tactile  sen- 
sations are  difficult  to  express  in  lines. 

(3)  The  attendant  circumstances  are  also  dissi- 
milar. It  is  the  natural  function  of  the  hand  to  feel ; 
but  the  tracing  obtained  is  instrumental,  automatic. 

(4)  Lastly  as  regards  results,  the  sphygmogram  is 
something  entirely  different  from  that  which  the 
finger  feels ;  it  needs  interpretation,  and  it  also  needs 
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correction  :  indeed,  as  we  shall  see,  the  pulse  tracing 
requires  mental  education  and  mental  activities  of 
a  high  order  to  re-establish  a  parallel  between  the 
perception  and  the  tracing. 

B.  Sftsential  Differenoe  between  tlie  Sphjgmogrram 

and  the  Pulse- Wave  as  Felt. 

The  sphygmograph  cannot  trace  the  feeling  of  the 
pulse  ;  neither  can  the  finger  feel  the  pulse-wave  such 
as  the  sphygmograph  describes  it. 

In  truth  the  two  things  .are  of  diflferent  order.  The 
tracing  has  but  two  dimensions  ;  the  pulse-wave  has 
three,  though  two  of  these  only  can  be  felt  com- 
pletel}^  The  tracing  has  a  surface  in  the  vertical 
plane;  it  is  a  vertical  section,  or  elevation;  whereas 
the  pulse  has  for  its  surface  the  cylindrical  surface 
of  the  artery,  the  variations  of  which  afe  in  part  felt, 
and  in  part  estimated  by  comparing  the  stages  of 
arterial  contraction  and  relaxation.  The  cylindrical 
surface  remains  under  the  finger  throughout — as  a 
background  for  the  modulations  of  tactile  impres- 
sions due  to  the  secondary  oscillations  in  the  down- 
stroke. 

Even  this  is  only  an  approach  to  feeling  things  as 
they  are.  The  pulse-wave  is  only  felt  completely 
after  dissection  in  a  living  artery,  which  can  then  be 
encircled  by  the  fingers. 

Although  we  shall  probably  never  revert  to  Fou- 
quet's  graphic  method,  which  represents  the  artery  in 
its  three  dimensions,  there  can  be  no  doubt  thiit  the 
touch  provides  us  with  a  much  more  substantial  and 
"  solid ''  idea  of  the  pulse-wave  than  does  the  sphyg- 
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mograph.  Some  means  may  yet  be  devised  of  trans- 
mitting to  paper  some  of  the  "  solid  "  tactile  im- 
pressions which  the  finger  perceives. 

The  Unreal  Features  of  the  Sphygmogram. 

The  sphygmographic  "  wave  "  is  avowedly,  though 
we  are  in  danger  of  overlooking  the.  fact,  an  artificial 
product.  At  best  sphygmographic  tracings  are  but 
conventional  records  of  the  arterial  events  conveni- 
ently abbreviated.  Like  most  abbreviations,  they 
need  to  be  interpreted. 

When,  in  drawing  a  likeness,  we  diminish  or  in- 
crease certain  features  out  of  proportion  to  others, 
the  product  is  a  caricature.  The  sphygmogram  is 
obtained  somewhat  after  that  process. 

A  single  pulse-wave  occupies  a  length  of  about  30 
feet :  we  devote  to  its  representation  about  half  an 
inch.  Instead  of  diminishing  its  height  in  proportion, 
we  magnify  it,  more  or  less,  according  to  the  length 
of  the  lever,  some  fifty  times.  The  mind  can  hardly 
follow  the  corrections  which  so  extreme  a  distortion 
would  necessitate  to  make  the  tracing  resemble  the 
natural  pulse-wave.  Never  having  seen  the  pulse- 
wave  itself,  we  are  spared  all  sense  of  the  ridiculous. 
Nay,  the  sphygmogram  has  usurped  in  our  minds 
the  place  of  the  pulse-wave :  to  us  it  is  the  more 
familiar  of  the  two. 

The  sphygmogram  is  indeed  the  only  graphic 
representation  of  the  arterial-pulse  in  clinical  use, 
and  from  it  is  at  present  evolved  our  visual,  and  in 
most  cases  probably  also  our  mental  ideation  in  con- 
nection with  the  pulse-wave. 
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Failure  of  the  Flng^er  to  Xtealise  them. 

Meanwhile  the  touch  is  tied  down  to  unadulterated 
facts.  Though  we  may  try,  we  fail,  with  the  finger, 
to  identify  things  as  they  are  displayed  in  the  tracing. 
The  mental  product  of  the  attempted  equation  could 
only  be  a  tertium  quid,  itself  artificial,  uncertain  and 
indefinable  ;  and  in  what  proportions  each  individual 
observer  may  combine  the  two  types  in  this 
shadowy  compromise,  is  as  insciiitable  as  his  con- 
sciousness. 

By  the  great  majority,  if  not  by  all  of  us,  much  of 
the  tactile  detail  of  the  pulse  has  been  overlooked  in 
the  endeavour  to  express  the  pulse  as  a  whole  in 
some  adequate  formula — too  often  figurative.  So  at 
least  we  interpret  the  singular  neglect  in  which  the 
pulse-sensations  have  remained. 

The  Relative  Value  ot  the  Finger  and  of  the 

Sphyennograph  in  the  Reception 

of  Pulse-Impressions . 

As  a  recordiug  instrument  the  finger  has  not 
hitherto  been  utilised  for  the  graphic  method.  It 
does  not  enter  into  competition  with  the  sphymo- 
graph  in  that  capacity ;  but  can  only  be  compared 
with  it  as  a  receiving  instrument.  The  sphygmo- 
graph  works  against  varying  pressures  with  a  constant 
energy — the  finger,  with  vca-yinr/  energies.  In  this 
the  finger  enjoys  theoretically  a  great  advantage. 
Any  given  pressure  of  the  sphygmograph  which  is 
most  perfectly  adapted  for  some  one  of  the  events  of 
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the  pulse  wave,  will  be  much  less  adapted  for  all 
others ;  whereas  the  touch  is  not  limited  by  any  rigid 
scale  of  pressures.  Yet  there  are  special  circum- 
stances which  lessen  this  theoretical  facility. 

(1)  The  range  of  pressure  suitable  for  fine  feeling 
is  a  limited  one,  varying  with  individuals,  varying 
with  the  state  of  the  skin,  its  temperature,  moisture, 
etc.,  and  varying  also  with  education, — but  essen- 
tially limited.  Thus,  a  pressure  which  might,  in  the 
sphygmograph,  bring  out  a  certain  event  of  the  pulse 
may,  if  applied  by  the  finger,  be  just  great  enough  to 
impair  finer  perception. 

(2)  Even  with  the  advantage  of  experience,  the 
rapid  adjustment  of  the  finger  to  that  degree  of 
pressure  which,  whilst  bringing  out  the  event  to  be 
felt,  also  favours  perception,  is  extremely  difficult. 
It  will  be  convenient  to  refer  to  this  operation  under 
the  name  *'  accommodation  for  touch.'* 

(3)  Although  the  discriminating  power  of  the 
finger-tip  for  points  of  contact  is  delicate,  its  discri- 
mination for  pressures  is  of  a  coarser  kind,  and  needs 
the'  employment  of  a  larger  tactile  surface  than  the 
surface  required  for  the  instrumental  determination 
of  variations  in  pressure. 

(4)  It  will  be  seen  later  on  that  the  unavoidable 
employment  of  a  large  surface  of  the  pulp  leads  to  a 
multiplicity  of  impressions  which  may  confuse. 

(5)  In  feeling  the  pulse  the  accommodation  for 
touch  is  probably  directed  in  all  of  us  to  the  ictus. 
The  very  fact  of  this  being  successfully  felt  means 
loss  of  accommodation  for  the  perception  of  the 
events  which  follow,  and  which  are  carried  out  at  a 
much  lower  level  of  pressure.     Not  only  ancient 
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writers,  bat  even  the  latest  aathoritT,  von  Frey/ 
deny  the  possibility  of  the  contraction  of  the  arteiy 
being  fidt.  The  truth  is  that  the  power  exists,  but 
we  have  not  known  how  to  employ  it. 

The  disadvantages  of  the  sphygmograph  as  an 
instaument  of  reception  are  foreshadowed  in  what  has 
just  been  stated : 

(1)  The  accommodation  is  a  fixed  one ;  and  as  we 
all  know,  according  to  the  degree  of  pressore  selected, 
very  different  tracings  can  be  obtained  finom  one  and 
the  same  subject. 

(2)  The  sphygmograph  suffers,  even  more  than 
the  finger,  finom  the  difficulties  connected  with  the 
local  conditions  of  the  artery.  This  is  so  surrounded 
with  soft  parts,  and  therefore  liable  to  transmit 
pressures  to  them,  that  pressure  applied  to  it  over 
a  very  limited  surface,  for  instance  by  the  point  or 
the  edge  of  a  knife,  would  not  convey  to  the  lever 
the  entire  effect.  The  broad  button  which  has  to 
be  used  in  consequence,  conveys  more  than  belongs 
to  the  thin  vertical  section  of  the  artery  sup- 
posed in  strictness  to  be  aloue  under  observation. 
This  circumstance  seriously  interferes  with  the 
efficiency  of  the  sphygmograph  as  an  instrument 
of  analysis.  At  this  early  stage  it  is  almost  prema- 
ture to  state,  although  we  hope  in  the  sequel  to 
prove,  that,  at  least  in  some  directions,  the  finger 
possesses  finer  discrimination  than  the  sphygmo- 
graph. 

For  the  present  we  possess  a  partial  explanation 

♦  -Die  Unterrochung  des  Pulses,"  Berlin,  1892,  p.  40,  "Ueber  die  Art 
der  Zasammenziehiing  der  Arterie  sagt  das  Gefiihl  Nichts  aas,  nor  die 
Nachflchlaege,  wenn  solche  Torbanden  sind,  werden  gespttrt.** 
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for  the  relative  failure  of  the  latter  in  the  imper- 
fections which  have  already  been  pointed  out,  in- 
cluding those  £iults  which  lend  artificial  features  to 
the  sphygmogram,  viz.  : 

(1)  A  diminution  of  the  velocity  in  an  arbitrary 
£ishion — in  other  words,  the  shortening  of  the  pulse 
trace; 

(2)  An  increase,  entirely  arbitrary,  of  the  vertical 
dimension ; 

(3)  The  rigid  nature  of  the  force  or  weight  applied  - 
this  tells  nearly  equally  on  the  pulse  at  every  stage, 
whereas  digital  pressure  is  accommodative  ; 

(4)  The  linear  conversion  of  any  forces  bearing  on 
the  surface  of  the  lever,  whatever  be  their  actual 
mode  of  application.  From  this  point  of  view  no 
form  of  button  can  beat  the  finger  as  a  collector  of 
impulses. 


PART  I. 

GENERAL  NOTIONS  ON  PULSE,  ARTERY, 
AND  ARTERIAL  TENSION. 

CHAPTER  L 

WHAT  IS  MEANT  BY   "THE  PULSE "  ? 

The  Visible  Pulse,  the  Tactile  Pulse,  and  the 

Modified  Pulse. 

By  "Pulse"  we  mean:  (1)  The  throbbing  of  arte- 
ries which  may  often  be  seen  and  is  then  manifestly 
objective.  (2)  We  also  mean  the  throbbing  ^eZ^  by 
the  finger  when  placed  on  an  artery :  *  this  is  the 
objective  pulse-sensation,  less  objective  than  the 
first  only  in  that  the  sensations  cannot  be  identical 
in  all  observers.  (3)  The  pulse-tracing,  or  sphygmo- 
gram,  is  another  aspect  of  the  pulse,  purely  objective, 
but  modified  by  the  instrument.  It  is  the  best 
exponent  of  a  third  idea  included  under  the  general 
term  "  pulse  " — ^viz.,  the  modified  or  partly  factitious 
pulse ;  to  us  the  most  important,  since  in  the  act  of 
feeling  the  pulse,  we  are  inevitably  modifying  it. 
In  discussions  relating  to  the  pulse,  the  mind  is  too 


t(< 


The  pulse  is  that  sensible  motion  which  is  given  to  the  artery  bj  the 
blood,  which  the  heart  injects  into  it "  (Sir  John  Flojer,  loc.  cit.,  p.  14). 
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apt  to  wander  from  one  to  the  other  of  these  accepta- 
tions ;  but  in  common  language,  the  word  "  pulse  " 
conveys  the  least  definite  of  these  ideas — viz.,  that 
of  the  tactile  pulse  sensation. 

The  Pulse  as  an  Zntra-Arterial  Bveat, 

or  Pulse-Wave. 

(4)  Lastly,  we  have  no  diflficulty  in  forming  a  clear 
conception  of  the  pulse  as  an  intra-arterial  event, 
independent  of  the  observer.  The  heart  contracts  : 
thereby  a  wave  of  increased  pressure  is  set  up  in  the 
arterial  stream  ;  this  we  call  the  pulse-wave.  It  is 
the  pure  or  non-modified  arterial  pulse ;  but  as  soon 
as  it  is  approached,  whether  with  the  sphygmograph 
or  with  the  finger,  our  uncertainty  begins.  Is  their 
report  trustworthy  ?  To  what  extent  have  they 
modified  the  pulse  ?  These  questions  are  almost 
unanswerable.  Some  distrust  the  finger  more, 
others  the  sphygmograph.  Both  are  really  trust- 
worthy, each  in  its  own  province;  but  the  larger 
province  belongs  to  the  finger. 

THE  TACTILE   PULSE.      WHAT   IS   IT  ? 

In  its  simplest  form  the  tactile  pulse  may  be  re- 
garded as  the  sensation .  communicated  to  the  finger 
(applied  with  suflBcient  pressure  to  steady,  but  not 
to  deform  the  artery)  by  the  combination  of  a  slight 
expansion  and  of  a  considerable  tension  (hardening) 
of  the  arterial  wall  by  the  wave  of  blood  pressure.* 

*  Distinct  from  this  elementary  sense  of  pulsation  are  the  varioua  modified 
pulses  brought  aboat  bj  varying  the  degree  of  pressure  of  the  finger.  These 
will  be  studied  in  the  anal^-tical  section,  p.  96.  They  will  be  found  to 
differ  among  themselves  almost  as  much  as  from  the  elementary  non- 
modified  pulse. 
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A  view  has  been  ably  supported  by  Sir  WilUara 
Broadbent  (-'The  Pulse?'  p.  19)"  that  the  t'wling 
of  pulsation  is  the  result  of  pressure  by  the  linger ; 
and  that,  apart  from  this  pressure,  there  is  no  ex- 
cursion. According  to  this,  pulsation  would  consist 
in  a  return  to  the  normal  cyiindiical  condition,  from 
the  state  of  flattening  induced,  during  the  interval 
between  systoles,  t  by  extra  arterial  pressure. 

Sir  William  Eroadbent's  theory  is  not  only  in- 
genious, but  in  great  measure  borne  out  by  facta. 
The  pulse  cannot  be  felt  with  efficiency  without 
putting  upon  the  artery  a  degree  of  pressure  sufficient 
to  partly  flatten  it.  The  tactile  pulse  is,  more  often 
than  not,  a  modified,  and,  in  that  sense,  a  manufac- 
tured  pulse  ;  and  it  is  the  special  object  of  this  work 
to  enter  a  little  more  closely  into  the  study  of  these 
modifications.  It  cannot  be  doubted  that  tlie  linger 
is  capable  of  obtaining  much  stronger  pulsations  by 
partly  compressing  the  artery,  and  then  allowing 
itself  to  be  lifted  by  the  systolic  pulse  wave,  than 
imder  any  other  circumstances. 

Compreatilon  not  Ssacntlal  to  a  Peroeptlon  of 
the  PulMO. 

Beyond  this,  however,  most  observers  would  not 

be  prepared  to  go ;    and    they  will    be  inclined    to 

regard  the  pulse  as  produced  within  the  artery,  and 

as  merely  intensified  by  manipulation.     Deformation 

I   of  ^e  artery  is  not  essential  for  the  perception  of  its 

*  "The  PnUe,"  b;  W.  H.  Bmulbeot,  H.D.  C«m«U  uuI  Conip&iij, 
London.  I8»0. 

t  A  Btinilar  new  wu  suggested  b;  Huej  ("  I*  CtrcolUlon  in  Snag  k 
r«Ut  pbjciokigiqae  «l  daoi  Im  Maladiea,"  Q.  Utmuoa.  Paila,  1881,  p.  IDi). 
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beat.  All  that  is  needed  is  contact  with  the  finger, 
and  counter-pressure  by  bone  (or  better  still,  by  soft 
parts),  suflScient  to  prevent  the  artery  from  jerking 
away  from  the  finger. 

Marey  compares  the  pulse  to  the  sensation  of  the 
cardiac  apex-beat,  conveyed  by  the  hardening  of  the 
heart's  muscle,  to  the  finger  which  is  depressing  its 
sur&ce.  One  may  suggest,  however,  that  the  per- 
ception of  the  apex-beat  is  not  necessarily  bound  up 
with  any  dimpling  of  the  cardiac  surface  by  pressure* 
The  hand  may  be  laid  flat  across  the  ribs,  and  in  a 
lean  subject  the  visible  cardiac  beat  will  rise  up  to 
it,  as  the  visible  arterial  pulse  rises  to  the  flat  ofthe 
finger  laid  across  the  wrist,  and  resting  upon  the  bone 
and  the  tendon. 

Marey's  other  simile — that  of  the  hardening  of  the 
abdominal  parietes  during  straining  (loc.  ciL,  p.  141) — 
likewise  supports  our  own  view.  If  the  flat  of  the 
hand  be  steadied  on  the  anterior  superior  iliac  spine, 
in  such  a  way  that  it  touches  the  abdominal  surface 
without  causing  appreciable  pressure,  the  act  of 
strain  will  be  felt  to  raise  as  well  as  to  harden  the 
abdominal  surface. 

More  direct,  perhaps,  than  any  other  form  of 
proof,  is  the  simple  method  of  grasping,  from  the 
dorsal  aspect,  with  the  left  hand,  one's  own  right 
arm  two-and-a-half  inches  above  the  wrist,  in  such  a 
way  that  the  base  of  each  terminal  phalanx  rests  flat 
on  the  outer  edge  of  the  radius.  If  the  finger-tips 
be  gently  advanced  till  they  touch  the  side  of  the 
artery,  the  latter  will  be  pushed  out  of  its  position, 
but,  at  the  same  time,  its  pulsation  will  be  felt, 
although   obviously  no   flattening  is   induced,  and 
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■ 

^V  although  counter-pressure  is  made  hy  soft  parts  only, 

H  and  not  by  bone. 

^  In  elastic  arteries,  though  not  in  those  which  have 
become  rigid,*  all  that  is  needed  for  the  perception  of 
the  tactile  pulse  is,  that  the  arteiy  shall  be  fixed, 
and  maintained  in  due  contact  with  the  finger  by 
some  firm  support  such  as  that  of  the  tendons  in  the 
last  experiment. 

Proofs  of  the  Xndo  pen  dent  Pulsation  of  Arteries. 

The  following  are  reasons  for  adhering  to  the  view 
that  the  pulsation  of  arteries  is  an  active  expansion, 
not  one  indirectly  brought  about  : 

(1)  Aneurysms  which  become  superficial  give  a 
more  or  less  extensive,  distensUe  pulse. 

(2)  Large  arteries,  and  esijecially  the  abdominal 
aorta,  may  give  an  expansile  pulse,  perceptible  on 
applying  the  hand  without  pressure,  and  often  per- 
ceived by  the  patients  themselves  as  an  internal 
sensation. 

(3)  Capillaries  in  certain  conditions  dilate  with 
the  pulse  ; — so  at  least  we  are  bound  to  conclude  from 
the  considerable  increase  in  the  redness  of  the  part, 
which  mere  rise  in  pressure  could  not  effect ;  we 
miwt  admit  that,  in  this  case,  the  colour  deepens 
because  a  larger  surface  of  blood  is  exposed  owing  to 
^e  pulsatile  widening  of  the  calibre  of  each  capillary. 
Therefore,  our  touch  is  probably  not  deceived  in  its 
impression  that  the  radial  artery,  inteimediate  in 
size  between  the  aorta  and  the  capillaries,  dilates  as 
they  do,  during  pulsation. 

•  In  ihii  cciimcctioD,  aee  y.  2(. 
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(4)  If  the  finger  be  very  lightly  applied,  so  as  not 
visibly  to  dimple  the  skin,  the  alleged  flattening  is 
out  of  the  question,  and  yet,  in  an  ordinary  lean 
subject,  a  distinct  pulsation  will  be  felt. 

(5)  Further  proof  is  obtained  by  watching  closely 
the  skin  over  the  wrist,  the  latter  being  placed  in 
moderate  flexion,  or,  in  the  case  of  the  ulnar  artery, 
in  extension.  In  thin  subjects,  the  skin  will  be 
visibly  raised  by  the  artery  at  each  systole  of  the 
heart,  even  when  it  has  been  ascertained  that  the 
artery  is  not  the  subject  of  locomotion,  as  is  apt  to 
be  the  case  in  disease  and  as  the  result  of  age. 

(6)  Dr.  Sansom  and  myself  have  independently 
obtained  experimental  proof  that  arteries  undergo 
systolic  increase  in  their  diameter.  This  can  be 
demonstrated  by  applying  very  fine  callipers  to  any 
accessible  artery.*  For  this  purpose  the  brachial  is 
convenient ;  by  flexing  the  elbow  it  can  be  made  to 
stand  out  as  a  loose  pulsating  loop.  This  evidence 
serves,  too,  as  a  confirmation  of  the  testimony  of 
touch  which  gives  us  the  impression  as  though  the 
arteries  swelled  up  under  the  finger  at  each  beat. 

We  may,  therefore,  regard  the  commonly  accepted 
view  to  be  the  coirect  one,  whilst  recognising  that  a 
greater  excursion  of  the  feeling  finger  can  be  obtained 
by  depressing  the  arterial  surface  during  diastole,  and 
allowing   its  full   recoil   during  the   systolic    beat. 


*  The  transverse  expansion  of  arteries  had  been  demonstrated  by 
Spallanzani,  by  slipping  round  the  artery  a  loose  ring  jast  large  enough  to 
fit  the  yessel  during  its  distension,  but  visibly  too  wide  for  it  daring  its 
contraction.  Flourens  used  a  small  circular  spring  the  two  ends  of  which 
were  forced  apart  by  the  expanding  artery.  Foiseuille's  method  consisted 
in  watching  the  movements  of  a  column  of  fluid  in  which  the  beating 
artery  was  immersed  (see  Marey,  loc.  cit.^  p.  197). 
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These  are  also  the  conditions  realised,  though  im- 
perfectly, by  the  button  of  the  sphygmograph. 

Spontaneous  Pnlaatlon  SnppreBsed  in  aiffid  Tubes. 

In  iitheromatous  or  ciilcitied  arteries,  the  conditions 
are  dillerent ;  there  may  be  considerable  volume  of 
the  artery,  and  yet  feeble  pulse,  whilst  arteries  of 
more  moderate  size  may  yield  extensive  pulsation. 
This  difference  is  capable  of  being  explained. 

In  rigid  tubes,  a  glass  tube  for  instance,  no 
pulsation  could  be  seen,  although  the  pumping  force 
might  be  equal  to  that  of  the  heart.  The  rhythmic 
expansion  of  the  arterial  wall  is  the  result  and  the 
expression  of  the  elasticity  of  the  tube  ;  and  we  may 
speak  of  this  visible  expansion  as  the  objective  pulsa- 
tion referred  to  in  previous  remarks. 

Conversely,  a  membranous  tube,  originally  elastic, 
if  sufficiently  thickened  by  overgrowth,  or  if  suffi- 
ciently stretched  by  its  own  contents,  may  lose  so 
much  of  its  elasticity  as  to  pulsate  feebly  or  not  at 
all.  This  same  tube  will  yield  a  throbbing  if  any 
part  of  its  outer  surface  be  dimpled  in  by  the  pressure 
of  a  rod,  with  just  enough  force  to  overcome  the 
pressure  stretching  its  walls.  The  rod  will  then 
perform  movements  analogous  to  those  obtained 
when  the  finger  is  applied  to  an  elastic  artery.  In 
this  case  the  pulsation  is  not  spontaneous.  It 
depends  upon  interference  on  the  part  of  the  observer, 
and  in  that  sense  may  be  regarded  as  manufactured. 

This  experiment  lies  at  the  root  of  Sir  William 
Broadbent's  explanation.  Some  arteries  are  so 
tense,  that  their  pulse  is  only  obtained  by  the  apph- 
cation  of  full  pressure.     The  object  of  this  pressure 
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is  not  so  much  to  flatten  the  artery,  as  to  eliminate 
its  wall-tension,  and  thus  to  give  scope  to  the  con- 
tained waves  of  blood  pressure.  As  soon  as  the 
wall  is  relaxed,  pulsation  becomes  manifest. 

The  Spontaneous,  and  the  Faotltlons  or  Artlfleiallj 

aiaflrnlfied  Pnlsatlon. 

Thus,  there  exists  a  pulse  which  is  factitious,  as 
well  as  a  genuine  spontaneous  objective  pulse.  The 
term  subjective  pulse  must  of  course  be  reserved  for 
the  sensations  of  inward  throbbing  of  which  patients 
often  complain. 

Intermittent  pressure  applied  to  an  elastic  tube 
would  supply  us,  even  although  no  spontaneous 
pulsation  was  occurring  within  it,  in  turn  with  two 
alternating  sensations  :  that  of  the  flattened,  and  that 
of  the  fully  expanded  tube.  These  variations  in  size, 
merely  factitious  in  the  preceding  cases,  may  also  be 
obtained  in  the  pulsating  artery  by  varying  our 
pressure  with  each  succeeding  phase,  so  as  to 
obliterate  it  when  at  its  lowest.  In  this  way  we 
magnify  the  beat  at  the  expense  of  the  diameter  of 
the  artery  itself;  part  of  the  upstroke  and  down- 
stroke  obtained  is  then  due  to  the  passive  excursion 
of  the  arterial  wall  under  intermittent  pressure  from 
the  finger. 

May  we  not  conclude  that,  whether  consciously  or 
not,  each  observer  so  carefully  adjusts  his  pressure, 
that  it  suffices  to  depress  the  artery  during  the 
intervals  between  waves,  but  not  during  their 
passage  ?     We  shall  revert  to  this  point  later  on. 


CHAPTER  II. 

THE  ARTERIAL  WALLS.     THEIR  ELASTIC 
AND   MUSCULAR  FUNCTIONS. 

Tactile  Oharaoters  of  the  Arterial  SnrflEtoe: 

Smoothness  or  &ougrhness. 

The  outward  smoothness  special  to  arteries  is  not 
readily  appreciated  by  the  finger  except  as  part  of  a 
smoothne^  and  softness  of  the  entire  wall,  and  any 
unwonted  roughness,  hardness,  or  irregularity  within 
the  wall  is  felt  as  though  it  were  superficial.  The 
thickness  of  the  wall  may  be  ascertained  by  alter- 
nating digital  pressure  with  relaxation ;  but,  unless 
thickened,  the  artery  when  compressed  will  be  lost 
to  the  touch  among  the  other  soft  parts.  Rolling 
the  artery  from  side  to  side,  or  sliding  the  finger  up 
and  down  its  course,  are  the  usual  modes  of  testing 
the  thickness  of  the  wall.  When  considerably 
thickened,  the  artery  not  only  can  be  felt,  but  can 
be  rolled  under  the  finger  like  a  cord;  and,  if 
calcified,  it  will  continue  to  yield  the  impression  of  a 
cylindrical  body,  even  between  beats. 

Oonslstenoe. 

By  a  combination  of  the  impressions  derived  from 
testing  the  surface  of  the  artery  and  its  thickness. 
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some  estimate  can  often  be  formed  of  the  structure 
of  the  wall.  Firmness  ivithout  hardness,  analogous 
to  the  feeling  conveyed  to  the  touch  by  an  india- 
rubber  tube,  suggests  muscular  and  fibrous  thicken- 
ing. Hardness  of  surface  coupled  with  a  cylindrical 
and  cord-like  feel  indicates  atheromatous  thickening, 
or  calcareous  infiltration.  The  latter  change  is  cer- 
tainly present  if,  in  addition,  the  artery  be  uneven 
and  ribbed  like  ipecacuanha-root. 

Oompressibillty  and  Softness  i  or  Znoompressibllltj 

and  Hardness. 

Hardness  *  and  incompressibiUty  are  always  asso- 
ciated. 

An  excised  artery,  forcibly  injected,  and  tied  at 
both  ends,  could  not  be  readily  flattened  by  pressure, 
the  fluid  confined  within  it  being  practically  incom- 
pressible. 

If  the  excised  artery  be  allowed  to  remain  empty, 
very  slight  pressure  will  suffice  to  collapse  it.  This 
shows  that,  in  compressing  a  pulsating  artery  with 
the  finger,  very  little  pressui'e  is  expended  in  flatten- 
ing the  walls,  the  bulk  of  it  being  used  in  damming 
up  the  blood  current. 

Absolute  incompressihility,  as  well  as  absolute 
hardness,  belongs  to  rigid  (i.e.,  calcified)  arteries.  In 
them  the  blood-pressure  may  be,  and  usually  is  high, 
but  local  arterial  contraction  has  no  share  in  its  pro- 
duction. The  hardness  and  incompressibility  reside 
in  the  coats,  and  persist  after  death. 

Relative  iyicompressibility  may  be  due  to  arterial 

•   Cf.  p.  46 
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tension.  In  simple  cases  of  so-called  high  tension  the 
arterial  wall  possesses  no  hardness  of  its  own.  The 
excessive  blood-pressure  alone  renders  it  hard.  The 
feeling  of  hardness  varies  with  the  pressure,  just  as 
any  yielding  tube  feels  lax,  firm,  or  hard  according 
as  the  water  it  may  contain  nearly  fills  it,  quite  fills 
it,  or  fills  it  to  distension.  Thus,  when  very  tense,  a 
pulse  resists  compression  and  feels  hard :  yet  after 
death  the  arterial  wall  may  be  found  normal  or  only 
a  little  thickened  :  its  hardness  and  incompressibility 
belonged  for  the  greater  part  to  the  contained  blood, 
and  have  disappeared  with  its  escape. 

The  Elastic  Coatj  and  the  Elastic  Fnnotion 
of  Arteries. 

The  elastic  force  can  only  be  called  forth  by  a 
pre\-iou8  distension  or  by  a  previous  constriction 
beyond  the  position  of  rest,  or  normal  cahbre.  Any 
reduction  in  size  below  the  normal  calibre  must  be 
the  unaided  result  of  muscular  contraction  ;  the 
elastic  coat  could  only  oppose  it.  In  the  aorta, 
where  the  elastic  element  vastly  preponderates,  the 
power  of  stretch  and  of  resilience  can  be  readily 
tested.  We  owe  to  Professor  Roy  some  important 
data  in  this  direction  (Jour,  of  PJiyfiiology,  vol.  ii.). 

Very  little  is  known  concerning  the  various  in- 
fluences which  probably  modify  the  properties  of  the 
elastic  membrane,  beyond  those  which  Roy  has 
pointed  out. 

It  should  be  borne  in  mind  that  the  muscular  coat, 
besides  its  contractile  power  or  tone,  also  possesses 
an  elasticity  of  its  own  varying  with  the  degree  of 
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its  contraction,  and  capable  of  bearing  some  share  in 
the  elastic  reaction. 

The  Mnscular  Ooat  and  the  Musoiilar 
Vtmctlon  of  Arteries. 

Compared  with  those  of  the  elastic  coat  the  pro- 
perties of  the  muscular  coat  are  complex : 

(1)  It  is  elastic  ;  but  its  coefficient  of  elasticity 
varies  with  each  stage  of  its  contraction. 

(2)  Its  higher  function,  that  of  contractility,  if  less 
rapid  in  its  response,  is  much  more  adaptive  than  the 
passive  function  belonging  to  the  elastic  coat.  It  is 
ultimately  under  the  control  of  the  nervous  system, 
at  least  as  far  as  "  muscular  tone "  is  concerned. 
This  is  proved  by  the  results  of  section  and  of  stimu- 
lation of  the  spinal  cord. 

We  may  assume  that  the  properties  of  the  un- 
striped  fibres  of  blood-vessels  are,  in  a  general  way, 
analogous  to  those  of  other  smooth  elastic  fibres. 

The  KuBoular  Irritability  and  Contractility  of 

the  Kascalaria. 

The  effects  of  direct  stimuli  of  every  description 
in  producing  contraction  of  the  arterial  wall  and 
of  the  arterial  lumen  have  been  demonstrated  by  a 
variety  of  observers.  Verschuir*  was  one  of  the  first 
to  trace  the  efiects  of  mechanical  stimulation,  by 
rubbing  the  femoral  artery  of  a  dog  with  the  handle 
of  a  scalpel. 

We  shall  have  occasion  {vide  wfra  Experiment  xxv. 


•  Verschuir,  "  De  arteriarum  et  venamm  vi  irritabili/'  p.  89  (quoted  by 
Ozaoaxu,  he.  ciV.,  p.  3U9). 
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p.  164)  to  refer  to  Marey's*  observation  on  the  de- 
pression or  loss  of  excitability  which  quickly  follows 
upon  severe  stimulation ;  the  tendency  of  moderate 
stimulation  being  to  produce  arterial  contraction,  that 
of  excessive  stimulation  to  produce  dilatation. 

The  predominance  of  the  muscular  coat  and  of 
muscular  contractility  in  the  smaller  arteries  was 
pointed  out  by  J.  Hunter,  who  also  demonstrated  in 
the  umbilical  artery  the  long  persistence  of  con- 
tractility after  separation  of  the  vessel. 

It  can  easily  be  demonstrated  on  the  radial  artery 
that  some  delay  occurs  between  the  stimulation  and 
the  arterial  contraction. 

The  PreMinre-&eirnlatliiir  Ftmotlon  of  the 

KusoQlar  Coat. 

The  muscular  coat  is  certainly  not  concerned  in  the 
production  or  regulation  of  arterial  pulsation.  The 
following  passage  from  Sir  John  Floyer's  workt 
would  correctly  express  its  relations  to  pulsation,  if 
the  words  "  retracted  "  and  "  retracts  "  were  to  be 
substituted  for  "  contracted  "  and  "  contracts  "  : 

"  The  artery,  after  its  dilatation  by  the  blood  in- 
jected, is  again  contracted  by  its  own  annular  fibres  ; 
but  the  artery  contracts  no  farther  than  the  impulse 
of  the  blood  had  distended  it,  which  is  only  a  restitu- 
tion of  the  distended  fibres  to  their  natural  tone, 
rather  than  an  entire  contraction.*' 

On  the  other  hand,  we  may  look  upon  the  muscular 
coat  as  to  a  large  extent  regulating  the  calibre  of 


•  Marer,  •*  Mem.  surla  ContrBCtilite  Va»c.''  {Ann.  de$  Sr.  Xat.,  Ifm,  4"« 
s^rie,  t.  ix.  p.  69). 
t  Loc  eit.,  p.  17. 
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arteries.  We  know  enough  to  recognise  its  great 
importance  ;  but  the  precise  mechanism,  the  circum- 
stances, and  the  time-relations  of  its  work  are  matters 
of  which  we  are  still  profoundly  ignorant. 

Arteries  may  contract  merely  to  adapt  themselves 
to  the  lessened  bulk  of  their  contents.  In  this  case 
blood-pressure  is  not  raised.  A  demonstration  of  the 
fact  that  arterial  contraction  is  capable  of  raising 
the  blood-pressure  was  long  since  supplied  by 
Poiseuille*s  *  determinations  of  the  relative  forces 
of  contractility  and  of  arterial  elasticity.  In  the 
horse,  the  former  was  found  to  surpass  the  latter  by 
24  mm.  Hg. 

The  vasomotor  nervous  mechanisms  take  a  large 
share  in  the  pressure-regulating  function.  At  the 
same  time  it  is  no  longer  doubted  that,  even  without 
reckoning  such  exceptional  instances  of  independent 
pulsatile  rhythm  and  vascular  contractility  as  those 
presented  by  the  bat's  wing  and  the  rabbit's  ear,  etc., 
local  mechanisms  exist  for  the  regulation  of  the  calibre 
of  arteries ;  and  that  the  muscular  coat  itself  may  be 
regarded  as  possessing  the  power  of  self-regulation. 

Kasonlar  Contraction  and  Knsonlar  Tone  9  and  their 

Selatlon  to  Blood-Pressare. 

Analogy  bids  us  look  in  the  arterial  membrane  for 
the  two  forms  of  muscular  contractility  with  which  we 
are  familiar  in  other  muscles,  viz.,  muscular  tone  and 
muscular  contraction,  for  we  recognise  two  varieties  of 
arterial  contraction,  very  different  in  degree,  and  differ- 


*  PoiseuiUc,  '*  Recherches  sur  raction  des  arU^res  dans  la  circulation 
arterielle,"  Journal  de  Physioloffie,  par  F.  Magendie,  1829,  t.  iz.  p.  44  (quoted 
by  Ozanam). 
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ing  also  in  their  perraanence.  In  extreme  instoDces 
their  relative  peculiarities  and  effects  are  in  striking 
contrast.  The  lesser  degree,  which  we  may  call 
"arterial  tone,"  is  mainly  adaptive,  beeping  up  a 
due  proportion  between  blood-volume  and  arterial 
calibre,  and  persisting.  The  other  degree  is  "  arterial 
spasm,"  which  disturbs  this  harmony  ;  raises  blood- 
pressure  ;  and  is  ajit  to  appear  and  disappear,  with 
comparative  rapidity. 

Whilst,  however,  like  that  of  other  smooth  fibres, 
the  contraction  of  the  arterial  muscle  is  slow  to 
develop  and  slowly  accomplished,  such  is  the  rapidity 
of  the  heart's  contraction,  that,  as  regai-ds  time,  the 
occasional  arterial  contraction  and  the  permanent 
one  are  both  in  the  same  relation  to  the  pulse- 
wave  :  they  both  outlive  the  duration  of  any  single 
pulsation  ;  their  action  on  the  pulse  would  be  in  both 
cases  precisely  similar,  the  difference  being  chiefly 
manifest  in  the  degree  of  the  constriction,  and  in  its 
effect  on  blood- pressure. 

Just  as  in  other  muscles,  whether  visceral  or  skele- 
tal, the  arterial  muscular  condition  may  be  (1)  of 
normal  tone  ;  (2)  of  abnormal  tone  ;  or  (3)  of  spasm. 

A  norynrd  (niw  would  maintain  a  moderate  mus- 
cular resistance  to  internal  pressure. 

A  tlimmished  tone  woidd  imply  low  intra-arterial 
pressure,  giving  rise  to  little  cardiac  stimulation  and 
to  feeble  resistance  of  the  muscular  coat 

Any  increase  in  tone  beyond  the  normal  would 
entail  an  increase  in  the  muscular  resistance,  and 
would  necessitate  greater  driving  power.  Thus,  pro- 
portionately with  the  increase  in  vascular  tension, 
the  blood- pressure  would  rise. 
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Lastly,  arterial  tetanic  spasm,  such  as  to  cause  con- 
siderable diminution  in  calibre,  whilst  raising  the 
tension  of  the  arterial  wall  and  the  blood-pressure, 
would  reduce  considerably  the  internal  arterial  sur- 
face exposed  to  pressure,  and  the  oscillations  of 
calibre  due  to  pressure. 

Suminary  of  the  Fonotlonal  Helatlons  of  the  Blastie 
and  of  the  Musealar  Coat  of  Arteries. 

In  conclusion,  we  conceive  that  to  each  artery 
belongs  a  normal  calibre  (seen  after  rigor  mortis  has 
passed  away),  which  it  is  the  office  of  the  muscular 
coat  to  modify,  and  of  the  elastic  coat  to  restore. 
Any  contraction  of  the  calibre  below  the  normal 
size  involves  antagonism  between  the  two  coats. 
On  the  contrary,  any  distension  of  the  artery  cai^ses 
the  two  coats  jointly  to  suffer  dilatation,  and  jointly 
to  resist  it. 

The  elastic  coat  prevents  over-distension,  and,  on 
the  cessation  of  tension,  reduces  the  artery  to  its 
average  size ;  but,  by  means  of  its  muscular  coat, 
the  artery  can  also  assume  smaller  sizes  and  main- 
tain any  given  calibre,  so  long  as  the  muscular  tone  is 
kept  up.  Thus,  within  a  certain  range  of  movement, 
the  muscular  work  overlaps  that  performed  by  the 
elastic  fibres.  The  muscular  coat,  even  apart  from 
any  contraction,  passively  reinforces  the  latter.  On 
the  other  hand,  it  is  capable  of  actively  constricting 
them,  in  spite  of  their  tendency  to  re-expand. 
Besides  co-operating  in  the  work  of  the  elastic 
coat,  the  muscularis  may  thus  have  for  its  duty  to 
save  it  from  the  strain  of  excessive  stretching; 
and,  by  constricting  the  artery,  to  allow  the  over- 
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stretched  fibre  to  rest  at  times  and  to  regain  its 
spring.  This  would  be,  'm  current  language,  a  kind 
of  maxsngi',  practised  on  one  coat  by  the  other  for 
the  purposes  of  nutrition. 

With  an  elastic  coat  tending  to  recoil  from  states 
either  of  distension  or  of  constriction  to  the  position 
of  rest;  and  with  a  muscular  coat  capable  of  allowing 
distension  of  the  elastic  fibres  by  blood-pressure,  or 
of  reducing  the  arterial  diameter  to  such  an  extent 
that  the  elastic  fibres  undergci  constrictive  tension, 
or  lastly,  of  adapting  itself  to  any  of  the  sizes  which 
are  within  the  range  of  the  elastic  function,  the 
artery  becomes  capable  of  assuming  a  variety  of  dia- 
meters without  ceasing  to  resist  pressure.  Having 
been  set  by  these  mechanisms  to  any  given  size,  the 
arterial  wall  may  or  may  not  be  made  tense  by  the 
greater  or  less  volume  of  blood,  or  strength  of  the 
heart  beat. 


The  Influence  of  Agre  c 


t  the  Arterial  Function. 


Since,  in  advancing  age,  the  rauscularis  frequently 
becomes  the  seat  of  calcification,  we  must  regard 
the  muscular  function  as  tending  to  become  obsolete 
and  its  elasticity  to  vanish,  as  a  senile  result.  There 
are  reasons  for  regarding  early  adult  life  as  the 
period  of  highest  muscular  contractility,  and  child- 
hood as  that  of  highest  elasticity  of  arteries.  The 
latter  conclusion  is  established  by  Prof.  Roy's  in- 
vestigations. 


CHAPTER  HI. 

THE  ARTERIAL  CHANNEL  —  ARTERIES 
VIEWED  IN  THEIR  CONTINUITY- 
PRESSURE  CHANGES  AND  PULSA- 
TILE SYSTOLIC  CHANGES  IN  AR- 
TERIES. 

Arterial  Falness.— Hhythmlo  Variations  in  Arterial 
Diameter,  and  in  ThlckneMi  of  Arterial  Walla. 

"  Fulness  and  emptiness  "  of  the  pulse  axe  figura- 
tive expressions.  Arteries  during  life  are  always 
full,  though  not  always  full-sized.  The  size  of  the 
artery  varies  with  the  bulk  of  its  contents ;  and 
this  adjustment  is  brought  about  by  two  forces — the 
elastic,  and  the  more  elaborate  muscular,  mechan- 
isms of  its  coats. 

A  voluminous  pulse  is  usually  found  in  perfectly 
collapsible  and  elastic  vessels.  A  non-collapsing 
pulse  may  be  moderately  large ;  more  often  it  is  of 
rather  small  size,  neither  expanding  much  with  the 
pulse- waves,  nor  materially  contracting  during  their 
intervals.  This  condition  will  be  again  refen-ed  to 
(see  p.  47).  Should  any  ordinary  pressure  from  the 
finger  fail  to  flatten  the  tensely  filled  artery,  the 
latter  is  then   described  as  cylindrical   and   **non- 
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ooUapsing,"  since  it  continues  to  be  felt  after  the 
pulse-wave  has  ceased. 

Thus,  an  artery  may  be  large  and  tense,  or  it  may 
be  small  and  tense.  In  the  first  case  the  wall  would 
be  more  or  less  stretched,  and  relatively  thin ;  in 
the  second  it  is  contracted,  and  thicker  by  so  much. 
In  the  first  instance  the  tension  is  due  chiefly  to  an 
increase  of  the  contained  blood ;  in  the  latter,  also 
in  part  to  the  contraction  of  the  muscular  coat  and 
(if  the  contraction  be  habitual)  to  its  hypertrophy. 
The  share  taken  by  muscular  contraction  in  the 
prodtiction  of  high  tension  explains  the  frequent 
association  of  the  latter  with  a  small  diameter  and 
with  thick  walls. 

Mean  Arterial  Calibre— and  Mean  Arterial 
Tension. 

An  artery  thickened  almost  to  obliteration,  hard, 
and  incompressible,  and  another  artery  thiu-waUed 
and  readily  compressed,  may  both  possess  after  death 
the  same  external  diameter.  Any  estimation  of  their 
cabbre  during  life  would  largely  therefore  have  been 
based  on  inference. 

The  mean  calibre  of  rigid  arteries  is  more  easily 
guessed  at  tlian  that  of  elastic  arteries.  The  biggest 
■waves  are  apt  to  occur  in  the  most  elastic  arteries, 
which  readily  collapse  during  the  intervals  between 
beats.  Since  their  phase  of  enlargement  alone  is 
fully  perceived,  it  is  difficult  for  the  finger  to  form 
an  estimate  of  their  "  mean  calibre." 

If  a  very  large  wave  be  propelled  with  great 
suddenness  into  a  relaxed  artery,  the  feeling  will  be 
one  of  hardness  in  spite  of  the  elasticity  of  the 
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vessel.  A  heart-wave  of  this  kind  occurs  in  the  so- 
called  water-hammer  pulse,  which  presents  moments 
of  tension  alternating  with  longer  periods  of  great 
laxity.  This  is  the  typical  pulse  of  ilUsustained 
high  arterial  tension.  The  typical  pulse  of  sustained 
arterial  tension  is  met  with  in  interstitial  nephritis. 
In  this  instance,  if  there  should  be  continued  spasm 
of  the  muscular  coat,  the  pulse-wave  will  yield  very 
limited  oscillations. 

The  Adaptation,  by  Keans  of  the  Musoular  Goat,  of 
the  Calibre  of  the  Artery  to  Its  Contents. 

Automatic  stimulation  to  contraction  is  probably 
exerted  on  the  muscular  coat  by  the  blood-pressure, 
somewhat  as  skeletal  muscles  are  mutually  kept  tense 
by  their  antagonists.  At  any  rate,  we  observe  that 
the  artery  adapts  itself  to  its  contents  and  keeps  in 
touch  with  them,  even  when  their  volume  is  much 
reduced.  By  this  means  some  remnant  of  blood- 
pressure  is  preserved  at  all  times  within  living 
arteries,  and  the  blood-flow  is  kept  up.  Had  this 
adaptation  failed,  the  blood-pressure  might  at  times 
have  become  negative;  but  any  suctional  effect  of 
this  sort  is  entirely  obviated  by  the  active  con- 
traction of  the  muscularis,  which,  however  much  the 
blood-stream  should  lessen,  keeps,  as  it  were,  a  grip 
upon  it. 

It  is  also  possible  for  arterial  contraction  to  occa- 
sion a  rise  in  the  blood-pressure.  The  muscular 
activities  would  then  exceed  the  function  of  adapta- 
tion and  partake  of  the  nature  of  spasm.  Their 
cause  would  no  longer  bo  intrinsic  and  local,  but  of 
distant  and  often  reflex  origin.     In  those  cases  the 
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lessened  arterial  lumen  is  not  an  indication  of  a 
lessening  bulk  of  the  aggregate  arterial  contents; 
the  artery  contracts  upon  an  abundant  blood-stream, 
thus  not  only  directly  raising  blood-pressure,  but 
indirectly  stimulating  the  heart  to  an  increased 
systolic  energy. 

In  a  word,  the  lumen  of  an  artery  bears  no  fixed 
relation  to  the  blood-pressure  within  it ;  and  a  small 
pulse  may  be  associated  with  opposite  cardiac  con- 
ditions. Thus  smallness  of  calibre,  which  may 
be  an  indication  of  cardiac  weakness  (with  too  little 
blood),  may  also,  and  often  does,  coincide  with  excess 
of  blood-pressure  and  of  arterial  tension.  This  is 
illustrated  in  Fig.  1. 

But  a  puke  is  often  large  as  well  as  tense,  when 
the  heart  is  hypertrophied ;  and  when  a  narrowing  of 
the  capillaries  and  arterioles  rather  than  of  the 
arteries  is  the  cause  of  the  heightened  pressure. 
Assuming  that  the  blood-volimie  was  normal,  it  is 
plain  that  free  elastic  oscillation  and  a  relatively  low 
blood-pressure  and  arterial  tension  would  coincide 
with  a  large  arterial  calibre ;  and  that  set  contraction 
of  the  caUbre  would  be  associated  with  lessened 
manifestation  of  elasticity,  and  often  with  a  rise  in 
blood-pressure  and  in  arterial  tension. 

■longation  and  Tortnosttgr. 

The  course  of  an  artery  may  be  straight  or  tor- 
tuous. Normally  present  in  the  arteries  of  parts 
apt  to  vary  in  length,  bulk,  or  position  (limbs  and 
viscera) — or  as  a  safeguard  against  too  forcible  and 
direct  a  systolic  impact  (brain  and  organs  of  sense. 
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etc.),  tortuosity  in  other  situations  is  an  indication 
of  senile  change.  It  is  much  more  marked  in  cases 
combining  with  the  senile  changes  those  resulting 
from  kidney  disease  and  atheroma.  So  long  as 
arteries  are  young  and  elastic,  and  habitually  free 
from  distension,  their  transverse  expansibility  will 
be  such  as  to  absorb  much  of  the  recurring  systolic 
charge,  leaving  under  ordinary  cii-cumstances  little 
occasion  for  elongation.  With  the  progi'ess  of  years 
arterial  elasticity  will  lessen,  but  the  loss  will  be 
greater  in  the  transverse  than  in  the  longitudinal 
direction ;  and  the  increasing  systolic  force  of  the 
heart  will  produce  more  and  more  pulsatile  elongct^ 
tion,  in  addition  to  the  pei-manent  elongation  kept 
up  by  the  mean  blood-pressure. 

X.  The  AUeged  SystoUo  Gloneratlon  of  tbe  Aorta- 
It  is  still  a  question  whether  the  aorta  may 
undergo  elongation,  or  the  arch  of  the  aorta  any 
alteration  in  its  curvature,  during  the  cardiac 
systole,  as  a  result  of  the  ventricular  contraction. 
The  systolic  rise  felt  in  the  episternal  notch  of 
subjects  with  a  short  thorax  is  regarded  by  some 
as  an  instance  of  the  pulsatile  locomotion  of 
the  arch.  An  argument  in  support  of  the  theory 
of  systolic  elongation  of  the  aorta  has  also  been 
based  on  the  fact  that,  in  spite  of  the  systolic 
change  in  its  diameters,  the  heart  remains  perma- 
nently in  contact  with  the  same  spot  of  the  chest 
wall.  Ceradini,  a  strong  advocate  of  this  view, 
which  presupposes  a  neat  compensation  between 
the  aortic  elongation    and    the    cardiac   shortening, 
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owns  that  it  is  not  shared  by  all  observers,  and 
that  some  of  their  experimental  results  oppose  it. 

Considerable  dilatation  of  the  first  portion  of  the 
aorta  is  common,  but  any  independent  elongation  of 
the  arch  such  as  to  materially  modify  anatomical 
relations  is  practically  unknown  to  patholo^ts. 
Again,  irregular  thinning  occurs  in  the  coats  of 
the  descending  aorta,  with  resulting  local  bulgings 
or  aneurysms ;  but  the  vessel  is  never  so  much 
elongated  as  to  become  sinuous. 

Tlie  author  has  elsewhere  expressed  a  view  that 
the  cardiac  systole  itself  exerts  a  directive  and  a 
steadying  influence  on  the  origin  of  the  aorta.  Any 
upward  bulging  of  the  transverse  portion  of  the  arch 
is  prevented  by  the  origin  and  vertical  direction  of 
the  three  large  trunks  destined  for  the  head  and 
neck;  and  the  thoracic  and  abdominal  aorta  are 
maintained  vertical  by  their  close  attachment  to 
^e  spine. 

Owing  to  this  steadying  of  the  transverse  portion 
by  the  great  vessels  of  the  neck  above  and  by  the 
T%ht  pulmonary  arterj-  below,  the  ascending  portion 
is  the  only  one  free  to  undergo  elongation ;  but,  as 
already  stated,  we  are  not  familiar  with  elongation 
as  an  independent  change,  although,  whenever  much 
dilatation  exists,  the  longitudinal  dimensions  of  the 
wall  must  also  incre;ise. 

ZX.  Tlte  Pulsatile  Eloneatlon  of  Arterle*. 

In  the  peripheral  arteries  elongation  is  a  very 
frequent  change ;  indeed,  in  old  age  it  is  a  nonual 
feature.  Its  causation  from  intta-arterial  pressure 
admits  of  no  doubt.    The  action  of  excessive  fulness 
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and  pressure  in  producing  elongation  of  relatively 
vreak  vessels  is  i!\'ell  seen  in  the  progressive  tor- 
tuosity of  varicose  veins  in  the  usual  situations,  and 
of  aniistomotic  veins  of  the  abdominal  wall  resulting 
from  pressure  on  the  vena  cava,  and  also  of  the  veins 
in  arterio-venous  aneurysms. 

In  arteries  we  recognise  the  same  mechanism  of 
production,  because  elongation,  as  a  senile  change, 
occurs  concurrently  with  increase  of  vascular  ten- 
sion ;  but  a  more  direct  proof  is  that  afforded  by 
the  visibly  elongating  eflTect  of  the  pulse-wave. 
This  can  be  observed  in  the  wrist  of  any  person  far 
advanced  in  yeara,  but  more  particularly  in  those  of 
lean  habit  and  the  subjects  of  chronic  renal  disease. 
The  same  process  is  seen,  in  often  striking  degree, 
in  sufterers  from  aortic  valvular  regurgitation.  In 
all  these  cases  the  sinuous  state  of  the  arteries  is 
permanent ;  but  at  the  moment  of  the  beat  distinct 
locomotion  takes  place  ;  and  where  decided  curves 
pre-exist,  they  undergo  a  strong  succussion,  and 
sometimes  considerable  displacement. 

It  appears  probable  that  arterial  elongation  is 
brought  about  for  the  greater  part  by  an  exaggera- 
tion of  the  normal  curves  wherever  they  occur. 

The  natural  Corves  of  Arteries. 

As  we  have  previously  stated,  sinuosity  is  charac- 
teristic of  some  arteries,  particularly  those  such  as 
the  temporal  and  intra-cranial  arteries,  and  the 
arteries  of  the  organs  of  sense,  in  which  relatively 
large  pressures  require  to  be  held  in  check.  Again, 
the  arteries  of  very  muscular  parts  are  endowed 
with  a  natural  looseness  or  sinuosity  which  renders 
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them  easily  adapted  to  the  varying  contraction  and 
relaxation  of  the  muscles,  and  to  the  varying  lengths 
of  the  limb  or  part.  The  sinuosity  is  sometimes 
seen  even  in  extension  of  the  limb ;  with  flexion  it 
becomes  very  prominent — as,  for  instance,  in  the 
brachial  artery.  At  the  bend  of  the  elbow  this 
vessel  forms,  when  the  arm  is  flexed,  a  large  loose 
pulsating  loop.  Clinical  interest  attaches  more  par- 
ticularly to  the  natural  and  pathological  curves 
oteerved  in  the  radial  artery  at  the  wrist,  and  to 
these  we  shall  have  occasion  to  refer  in  greater 
detail. 

Pulsatile  Kocomotlon  of  Arteries. 

Marey  describes*  a  longitudinal  variety  of  loco- 
motion as  well  as  one  by  lateral  incnyn-atton.  The 
first  may  be  seen  when,  by  strong  flexion  of  a  limb, 
the  artery  (as  the  brachial  at  the  elbow)  is  thrown  into 
80  great  a  curve  that  the  upper  part  of  the  vessel  can 
work  up  and  down  upon  this  as  upon  the  extremity 
of  a  horseshoe-shaped  spring ;  but  its  best  demon- 
stration is  that  given  by  the  systolic  protrusion  of  the 
main  artery  from  the  face  of  a  fresh  stump.  The  other 
variety  is  of  every-day  occurrence  as  a  senile  change. 
It  is  so  obvious  that  it  was  erroneously  regarded 
as  the  cause  of  the  pulse  (by  Bicbat).  These  pheno- 
mena are  demonstrations  of  the  fact  that  arteries 
possess  considerable  extensibility  in  the  direction  of 
their  length. 

The  systolic  elongation  will  throw  into  curves  the 
previously  straight  line  of  an  artery.  Any  pre-exist- 
ing arterial  loop  will  be  forced  into  a  larger  curve, 
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after  the  mechanism  seen  in  a  Bourdon's  manometer ; 
and  the  change  will  sometimes  be  accompanied  by  a 
swerving  of  the  loop  as  a  whole  from  one  side  of  the 
main  axis  of  the  vessel  to  the  other. 

As  an  additional  proof  of  this  tendency  to  elonga- 
tions, Marey  instances  the  fact  that,  when  a  limb  is 
amputated,  a  much  stronger  pulsation  of  the  artery  is 
observed  after  deligation  than  previous  to  it.  This  is 
an  important  observation,  which  will  claim  our  atten- 
tion later  on. 


CHAPTER  IV. 

ELEMENTARY  NOTIONS  OF  ARTERIAL 
TENSION  AND  ARTERIAL  BLOOD- 
PRESSURE. 

Wbat  is  Arterial  Tension  t 

Tension  of .  a  membrane  implies  a  stretching  force ; 
the  force  which  stretches  the  artery  is  the  blood- 
pressure.  Arterial  tension  and  intra-arterial  pressure 
are  thus  closely  related  ;  yet  they  are  distinct,  even 
when  equal.  As  an  instance  of  their  occasional 
inequality,  we  may  take  the  case  of  a  rigidly 
calcified  artery,  which  preserves  an  almost  constant 
wall-tension  (after  the  fashion  of  metallic  tubes), 
though  the  pressures  within  it  may  vaiy. 

Arterial  Tension  distinct  from  Arterial  Blood 
Pressxirc. — We  gain  a  clear  notion  of  arterial  tension 
as  an  independent  factor  by  relaxing  the  artery  by 
the  pressure  of  the  finger.  The  blood-pressure  re- 
mains, but  the  arterial  wall  is  no  longer  tense.  We 
have  substituted  for  its  tension  that  of  the  finger. 

"  High  Tension  "  avd  "  Sustained  Tension.' ' — 
Both  these  expressions  are  required  for  distinct 
conditions.  Arterial  tension  may  be  momentarily 
high,  or  it  may  permanently  remain  at  a  high  level. 
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In  the  latter  case  the  pulse  is  said  to  possess 
'*  sustained  "  tension.  By  this,  however,  it  is  not 
implied  that  the  tension  is  uniformly  high. 

''  Bi^rb  Arterial  Pressure  **  and  ''  Sustained  Arterial 

ft 


In  connection  with  arterial  pressures  the  same  dis- 
tinction is  needed.  Arterial  pressure  is  essentially 
variable :  hence  the  pulse  phenomena.  In  all  cases 
the  maximum  arterial  pressure  coincides  with  the 
moment  of  sensible  pulsation ;  and  inasmuch  as 
it  is  a  direct  result  of  the  cardiac  systole,  we  may 
venture  to  call  this  maximum  the  systolic  pulse- 
p7X'ssnre.  There  are  instances  in  which  the  high 
arterial  pressure  is  confined  to  this  phase  of  the  pulse. 
In  others,  on  the  contrary,  whilst  the  systolic  pulse- 
pressure  is  high,  there  is  also  considerable  pressure 
during  the  remaining  phases  :  the  arterial  pressure  is 
''sustained."  For  want  of  upholding  this  verbal 
distinction  unnecessary  confusion  has  sometimes  com- 
plicated problems  in  themselves  intricate. 

Tension  in  Relation  to  Arterial  Pressure  and  to 

Systolic  Pnlse-ProMure. 

In  man  our  usual  means  of  estimating  arterial 
pressure  is  the  tactile  impression  of  arterial  tension. 
Our  estimations  of  pressure  are  thus  mainly  in- 
ferential. 

The  easiest  case  is  that  in  which  the  tension 
varies  much.  We  infer  from  a  large,  tense,  and 
hard  systolic  pulse-wave,  followed  by  a  small  and 
soft  condition  of  the  artery,  that  a  period  of  high 
pressure  alternates  with  one   of  low  pressure.     A 
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pnlse  of  this   kind   is  felt   in   aortic   valvular  re- 
gurgitati<>ii. 

A  ranch  wider  inference  is  needed  in  the  opposite 
condition,  in  which  the  pulse-beat  is  not  very  large 
though  it  is  hard — and  the  artery  subsequently 
remains  hard,  and  does  not  lose  much  of  its  volume. 
Tlxis  is  the  pidse  often  felt  in  chronic  renal  disease. 
Other  pulses  may  be  large,  or  altornateiy  large  and 
small,  or  small,  without  any  hiirdness. 

The  Selatlon  between  Hardnaaa  of  Pulse  aod 
Arterial  Elaatloltj. 

Hardness  of  pulse  implies  the  abeyance,  or  the 
absence,  of  elasticity.  So  long  as  ehisticity  has  full 
play,  a  certain  softnes.'?  accompanies  the  beat,  even  in 
the  presence  of  the  stranger  pressures. 

The  systolic  pulse-pressure  may  be  so  considerable 
as  to  stretch  the  artery  beyond  the  limits  of  elastic 
response.     A  pulse  of  this  kind  will  be  hard. 

On  the  other  hand,  if  the  tone  of  the  muscular 
membrane  should  be  permanently  raised,  with  great 
diminution  of  the  arterial  calibre,  the  elastic  func- 
tion will  be  superseded.  The  blood-pressure  will  be 
counteracted  in  this  case,  not  by  the  elastic  coat, 
but  directly  by  the  muscular. 

Polsatlon  Aeatrlcted  by  Tension. 

We  have  stated  that  an  artery,  if  rigidly  calcified, 
would  resemble  a  metallic  tube  in  yielding  no 
evidence  of  the  internal  variations  in  pressure.  A 
membrane  stretched  to  distension  falls  into  a  condi- 
tion distantly  analogous  to  this.  It  is  described  as 
"tense,"  feels  hard  to  the    finger,  and    refuses   to 
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pulsate.  The  more  pressure  (within  given  limits)  is 
made  by  the  finger  upon  this  tense  artery,  and  the 
better  will  the  internal  variations  of  pressure  be  felt. 
The  arterial  wall  is  then  said  to  have  been  relaxed 
by  pressure.  In  other  words,  the  tension  of  the 
finger  (or  of  the  spring  of  the  sphygmograph)  is  sub- 
stituted for  the  tension  of  the  vessel  wall.  In  a 
metal  tube  this  result  could  only  be  obtained  by 
cutting  a  window  in  the  tube  for  the  finger  or  for 
the  button  of  the  sphygmograph. 

There  are  varieties  of  the  pulse  of  "sustained 
tension "  in  which  the  size  of  the  artery  hardly 
varies.  This  is  usually  a  pulse  of  moderate  or  of 
small  size  and  of  distinct  hardness — ^possessing  very 
little  elastic  reaction. 

In  the  yielding  and  elastic  arterial  tube  part  of 
the  intermittent  pressure  expends  itself  in  distending 
the  wall,  which  therefore  oscillates  visibly,  and  at 
the  Slime  time  undergoes  alterations  of  tension  or 
hardness  which  the  finger  can  recognise. 

Strong  oscillations  in  the  size  of  the  artery,  within 
the  duration  of  one  pulsation,  may  also  occur  in 
pulses  presenting  high  pressures,  although  this  is 
more  commonly  a  feature  of  the  pulse  of  low 
pressure.  In  the  latter  there  is  no  high  tension  and 
no  sustained  tension  :  in  the  former  case  the  tension 
is  high,  although  not  uniformly  so. 

It  is  not  therefore  a  theoretical  refinement  of 
aniJysis  to  distinguish  two  types  of  tense  pulse : 
(1)  The  pulse  of  high  tension  with  little  elastic 
reaction  (usually  a  pulse  of  moderate  or  small  size, 
and  of  distinct  haixiness)  (see  Fig.  1) ;  and  (2)  the 
pulse  of  high  pressure  with  much  elastic  reaction 


ARTERIAL   TENSION.  47 

{usually  a  pulse  of  large  size,  and  of  no  hardness) 
(see  Fig.  2).  Tlie  difierences  between  these  pulses 
are  seen  to  be  dependent  upon  the  functions  of  the 
arterial  wall. 

Sutnnuiry  of  the  Chief  ComblnatloziB 
Inflnencing  Arterial  Tension. 

(1)  Uiyh   Tension-  with  Contracted  Musc^tlmis. — 
Whenever  it  ia  such  as   to  suppress  or  greatly  to 


DiagreiQ  sboniQg  Arterial  Diameter  reduced,  by  mnscnlBr 
coDtraction,  below  tbe  normal  size  (N|.  The  luiaen  remaiDS 
lab-normol  (D).  even  during  tbe  pulse  wave,  osdUatiog  be- 
tweou  S   and  D.     Tbe  blood-presanre  {BB)  is  permanently 

reduce  the  oscillations  of  the  pulse,  arterial  tension 
due  to  muscular  contraction  of  the  vessel  must  per- 
sist through  the  lowest  phase  of  pressure  as  well  as 
the  highest,  the  slowness  of  contraction  special  to  un- 
striped  fibres  not  allowing  any  material  change  in  the 
space  of  a  single  pulsation.  This  immovable  condition, 
analogous  to  that  of  a  metallic  tube,  is  the  extreme 
instance  of  the  condition  known  as  "sustained  pulse- 
tension."  The  muscular  spasm  may  take  effect  in 
lessening  the  calibre,  as  in  the  so-called  "  contracted 
tense  pulse  " — or  it  may  fail  to  effect  the  reduction 
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in  calibre.  Muscular  spasm  is  not  therefore  neces- 
sarily limited  to  any  particular  size  of  the  artery. 
In  the  contracted  pulse,  the  elastic  reaction  is  kept 
in  abeyance. 

(2)  High  Tension  vnthout  ngid  Contraction  of  the 
Muscidaris. — The  same  average  of  high  blood-pressure 
as  that  capable  of  leading  to  sustained  tension  is, 
in  some  subjects,  accompanied  with  notable  variations 
in  the  size  of  the  lumen.  Although  made  slightly  tense 

Fig.  2. 

m 


Diagram  showing  Arterial  Diameter  oscillating  above  and 
below  the  normal  size  (N).  The  blood-pressure  (BB)  is  high, 
and  overcomes,  at  each  cardiac  systole,  the  contraction  of 
the  mnscolaris. 

by  the  lower  pressures,  the  artery  allows  itself  in  this 
case  to  be  distended  appreciably  beyond  its  original 
size  by  the  maximum  .pressures.  Its  walls  are  emi- 
nently moveable,  muscular  spasm  is  absent,  and  it  is 
the  elastic  coat  which  chiefly  opposes  the  pressures. 
In  this  condition  of  artery,  the  pulse  possesses  high 
tensions,  but  they  are  not  long  sustained. 

(3)  Low  Tension  vnthout  Contraction  oftheMtiscu- 
laris. — If  the  minimum  pressure  be  so  slight  as  barely 
to  fill  the  natural  lumen,  any  rise  of  pressure  will  at 
first  encounter  little  resistance  on  the  part  oftheelas- 
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tic  coat,  provided  no  muscular  rigidity  should  obtain. 
Hence  low  tension  of  pulse  gives  rise  to  large 
oscillations. 

(4)  Low  Tension  with  a  Contracted  State  of  the 
Mit^cidaris. — When  the  bulk  of  blood  circulating 
through  the  artery  is  small,  the  arterial  lumen  is  re- 
duced by  adaptive  contraction  of  the  muscularis,  with- 
out occasioning  any  rise  in  pressure.  This  variety  is  to 
be  distinguished  from  the  small  tense  pulse  previously 
described.  A  large  heart-wave  is  not  to  be  expected 
under  these  circumstances ;  and  the  oscillations  in 
size  of  the  artery  would  be  furtlier  restricted  by  the 
contracted  state  of  the  muscularis.  In  extreme  re- 
duction of  the  volume  of  the  blood,  arterial  pressure 
becomes  inappreciable.  Instances  of  these  very  small 
diametere  remaining  of  subnormal  size,  even  during 
the  pulse-wave,  so  that  neither  the  artery  nor  even 
its  pulse  are  readily  perceptible  to  the  touch,  are 
of  constant  occurrence  in  the  so-called  algid  state 
(collapse,  etc.). 

It  must  not  be  forgotten  that,  whenever  the 
arterial  wall  changes  its  condition,  the  other  factors 
never  remain  unaltered.  Both  the  blood-pressure 
and  the  ventricular  contraction  undergo  chancres 
concurrently. 

THE  MEASUREMENT  OF   ARTERIAL  PRESSURE   IN 
MAN   BY  THE  SPHYGMOMETER.* 

Roy  and  Adami  insist  that  the  diveraity  of  the 
shapes  taken  by  the  tracing  in  the  presence  of  high 


method,  lepresented  bv  von    Frey's  toDograph.  i 
on];  BppUc&ble  irbcre  tha  artery  c«a  be  ezponed  uid  opened. 
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tension  calls  for  the  means  ofdeternaining  the  pressure! 
at  any  phase  of  the  pulse- wave, but  more  particularly  at  j 
its  maximum  und  mlniraum  height.  Sphygmometers fl 
or  pulse  pressure  gauges  have  been  constructed  withl^ 
this  view.  Most  of  them  in  some  ^vay  or  other  fail  t 
effect  the  desired  purpose. 

The  absolute  arterial  pressure  cannot  be  deter- 1 
mined  accurately  by  Marey's  sphygmograph.  In  voitl 
Basch's  sphygmomanometer  the  column  of  mercury  1 


Diagram  showing  Arterial  Diameter  osciliatitig  above  the 
normal,  or  ■' cadaTeric,"  size  (K).  The  blood -pressure  (B)  is 
low,  and  unopposed  bj  any  muBauiar  spagin. 


used  for  the  purpose  of  obliterating  the  pulse  by  itB  J 
pressure  has  the  disadvantage  of  large  inertia.  Po-  j 
tain  also  obliterates  the  artery  by  graduated  pressure ; 
but,  in  the  absence  of  an  oscillatmg  column  of  mercury, 
the  finger  placed  farther  down  determines  the  moment 
of  occlusion.  This  is  open  to  the  objection  that  the 
anastomotic  pulse  may  be  felt.  Moreover  by  this 
method  the  maximum  pressure  iu  the  artery  is  alone 
determined.  Roy  and  Adami  claim  for  their  sphygmo- 
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meter"  that  it  indicates  with  accuracy  the  minimum 
as  well  as  the  maximum  pressure,  "the  pressures  both 
at  the  bases  and  apices  of  the  pulse-wave,  and  also 
with  approximate  accuracy  the  pressure  at  any  part  of 
the  pulse-wave."  The  true  maxima  and  minima  would 
be  determined  strictly  at  the  summit  of  the  respira- 
tory rise  and  at  the  base  of  the  respiratory  fall  of 
arterial  tension  respectively. 

It  is  found  that,  for  each  individual  pulse,  the 
maximum  oscillations  are  obtained  with  a  given 
"  extra-arterial "  pressure.  ' '  The  height  of  the  pulse 
waves,  OB  recorded  by  this  instrument,  depends  on 
the  variations  of  the  cubic  contents  of  the  piece  of 
artery  within  the  box  which  result  from  the  changes 
m  the  intra-arteuial  pressure  at  each  beat.  They  are 
not  directly  influenced,  as  in  the  plethysmograph,  by 
the  amount  of  blood  which  passes  a  given  point  of  the 
arterial  tube  in  a  given  time."+  It  has  been  shown 
"that  the  arteries  of  adults  (in  man)  are  relatively 
wider  in  the  undistended  condition — i.e.,  when  the 
intra  and  extra-vascular  pressures  are  equal.  A  very 
slight  reduction  of  the  intra- vascular  pressure,  below 
that  outside  the  vessel,  or  vice  versd  a  similar  rise  in 
the  extra- vascular  pressure,  would  produce  a  relatively 
great  change  in  the  cubic  capacity  of  the  artery.  In 
normal  conditions  the  pressure  within  the  arteries 
never  sinks  below  that  outside  their  channel,  and 
Is  never  sub-atmospberic  ;  but  an  analogous  relative 
effect  can  be  produced  by  artificially  raising  the  extra 
vascular  pressure.     The  pulse-waves,  recorded  by  the 

*  For  0.  description  of  the  spbrgmometer  and  for  further  detaiU,  see 
Roy  and  Adaroi,  PradUioiier,  vol.  xlv.,  p.  ^9. 

t  Boy,  "  Elasticity  of  the  Arterial  Wall,"  Jour.  PAyf.,  vol.  lil.  1681. 
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sphygmometer  would  reach  their  maximum  size  when 
the  extra-vascular  pressure  reached  a  height  just 
exceeding  the  minimum  intra- vascular  pressura  By 
means  of  the  sphygmometer  it  is  possible  within  small 
limits  to  find  what  is  the  minimum  arterial  pressure, 
as  well  as  to  determine  the  maximum  arterial  pressure. 
The  latest  observations  on  pulse-pressure  are  those 
of  Dr.  Greorge  Oliver,*  made  with  a  special  pulse- 
pressure  gauge  also  capable  of  registering  the  mini- 
mum as  well  as  the  maximum  pressures. 

♦  Practitioner  (April  to  August,  1893). 


PART  II. 

THE  TACTILE  METHODS  OF  EXPLORATION 

OF  THE  PULSE. 

CHAPTER  L 

ANATOMICAL   DETAILS   IN   CONNECTION   WITH 

THE   RADIAL   PULSE. 

The  Anatomloal  Relations  of  the  Radial 

Artery  at  the  Wrist. 

The  annexed  illustrations,  representing  the  artery  in 
its  longitudinal  and  its  transverse  sectional  aspects^ 
will  render  superfluous  any  lengthy  description. 

From  our  special  point  of  view,  practical  import- 
ance attaches  to  its  relations — 

(1)  to  the  radius  ; 

(2)  to  the  muscles  and  tendons  ; 

(3)  to  the  deep  fascia  and  ligaments ; 

(4)  to  its  own  branches. 

(I),  melations  of  tbo  RaOial  Artery  to  tbe  madias. 

At  the  lower  extremity  of  the  mdius  which  rises 
in  a  prominent  transverae  ridge,  the  artery  is  in 
immecUate  contact  with  bone,  ligamentous  structures 
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alone  intervening.  The  vessel  can  be  readily  felt  in 
the  depression  between  the  Flexor  carpi  radialis  and 
the  Styloid  process,  the  External  lateral  ligament 
and  the  Extensor  ossis  metacarpi  polUcis, 

Immediately  above  the  terminal  transverse  ridge 
from  which  the  styloid  process  juts  out,  the  anterior 


TheBadiHl  Artei?  ]ii  t  ab  i.  tl  i:  t  t  1  nmg  iti  reU 
ttona  to  the  tadius  ftn !  to  the  Supinaiur  loDgus  {S)  to  the 
Flexor  arpi  radi&Iis  aod  to  the  Flexor  longus  polllcia  The 
int«Tiial  S  ¥  correspoB^B  to  the  naual  tite  for  palpation  ol 
the  pulse  the  Soger  being  applied  with  lariouB  directioiu 
(1^3  4) — most  often  w  tb  direction  {1)  —Enlarged  and 
mcxllfierl  from  the  Descnptiie  Atlas  of  Anatomv  (Smith 
Elder  &  Co    London   188U  ) 

surface  of  the  bone  is  depressed  and    flittteoed,    or 
cupped  into  a  shallow  concavity. 

A  little  higher  up,  as  will  be  seen  in  the  transverse 
section,  although  the  radial  is  at  no  distance  from  the 
outer  border  of  the  bone,  it  does  not  lie  in  contact 
with  the  anterior  surface  of  the  latter.  Moreover 
this  surface  slopes  away  from  the  artery,  backwards 
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and  inwards.  Between  artery  and  bone  the  Pronator 
quadratus  and  the  Flexor  longus  pollicis  are  seen 
to  intervene.  At  an  intermediate  level,  the  Pi-onator 
quadratus  might  be  the  only  intervening  muscle. 

Arrows  indicate  the  directions  in  which  the  artery 
may  be  displaced  by  pressure  from  the  finger.  Pres- 
sure applied  as  in  (4)  would  be  resisted  by  a  plane 
surface  of  bone.  If  however  the  pressure  be  made  in 
the  direction  (l)  it  will  hardly  encounter  any  bone, 
and  the  artery  will  be  steadied  by  soft  parts  only. 


(t)  Solations  of  tbe  Radial  Arfrj  to  tbe  aiiuioles 

and  Tendons. 

The  powerful  tendon  of  the  Flexor  carpi  radialis, 
standing  out,  with  slightly  oblique  direction,  at  the 
anterior  surface  of  the  wrist,  is  an  easy  guide  to  the 
j)Osition  of  the  artery,  which  lies  at  a  very  slight 
distance  from  it,  but,  having  no  obliquity,  is  seen 
higher  up  to  diverge  from  the  tendon.  The  tendon, 
Hoparated  from  the  artery  by  the  inner  ve7ia  comes, 
forms  the  inner  relation.  A  little  higher,  an  addi- 
tioujU  internal  relation  is  that  of  the  Flexor  pollicis 
longus,  which,  as  stated  above,  also  lies  behind  the 
arttuy. 

'I'ho  external  relations  are  (in  addition  to  the 
oxtornal  trna  vomi\^) : 

( I )  The  Styloid  process  of  the  radius ; 

(15)  Below  the  latter,  the  External  lateral  ligament 
and  the  Elxtensor  ossis  metacarpi  pollicis; 

( M )  A  bo vo  tho  styloid  process,  the  Supinator  longus. 
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(31  ttelatlons  of  the  Hadtal  Artery  to  tbe  Deep  Fascia 


and  to  the  x.ig-atnentB. 


the 


It  is  unnecessar}'  to  do  more  thau  mention 
deep  fascia  Ij'ing  in  front  of  the  artery,  and  the 
anterior  ligament  of  the  wrist  (fasciculus  to  the 
styloid  process)  behind  it.  Attention  should,  how- 
ever, be  di-awn  to  the  importance  of  the  adhcsioris 
which  exist  between  the  anterior  surfact  of  the 
arterial  sheath  aiul  the  deep  fascia.  These  extend 
along  the  entire  superficial  course  of  the  artery, 
which  is  thus  secured  in  a  subcutaneous  position 
and  is  safeguarded  from  encroachment  on  the  part 
of  surrounding  structures.  The  artery  can  be  dis- 
sected off  the  arm  in  connection  with  the  fascia.  It 
follows  from  this  close  relation  that  the  fascia  must 
participate  to  a  certain  extent  in  any  movements  of 
the  artery.  It  is  also  partly  owing  to  this  close 
relation  that  the  beat  is  visible.  The  cupping  of 
the  skin  observed  in  lean  subjects  at  the  seat  of 
diminished  pulsation  is  due  to  a  retreating  of  the 
artery  itself.  Indeed,  at  this  spot  in  some  wrists 
the  prominent  heat  is  interrupted  by  an  interval  of 
retractile  beat,  probably  to  be  explained  by  the 
anatomical  conditions. 


(4)  Metatlona  of  the  Xtadlal  Arterjr  to  lt»  Branohea 
at  the  \trriat. 

Preparations  were  made  in  the  manner  described 
by  removing  the  artery  in  connection  with  the  fascia 
after  preliminary  injection.  The  dried  specimens, 
being  transparent,  afforded  an  excellent  view  of  the 
small  branches. 
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Several  small  arteries  are  given  off  by  the  radial 
in  the  space  of  three  inches  of  its  superficial  course  : 
I  have  counted  as  many  as  seven  arterial  orifices  in 
that  portion  of  the  bore  of  the  vessel.  They  are 
chiefly  distributed  in  the  fascia,  the  four  or  five 
larger  ones  belonging  to  the  ulnar  side  of  the 
artery. 

These  vessels,  with  two  or  three  exceptions,  ramify 

Fig.  6. 
(Slightly  reduced.) 


The  last  three  inches  of  the  right  radial  artery,  dissected  in 
connection  with  the  fascia  :  showing  the  small  vessels  which 
tend  to  fix  the  artery  and  to  determine  the  direction  of  its 
carves.  R.  Lower  end  of  Badial  Artery,  and  S.  Superficialis 
Volse,  covered  by  fascia  aod  by  fibres  of  anterior  annular 
ligament.  Terminal  prominent  curve  at  (l),  partly  due  to 
bony  ridge.  Receding  curve  at  (2),  partly  caused  by  deep 
relations  of  the  Anterior  Radial  Carpal  (3).  At  (4),  artery 
taking  a  deep  course  in  the  ligaments. 

in  comparatively  loose  tissue.  A  small  artery  given 
ofi*  by  the  Superficialis  volse  at  its  origin,  and  another 
rather  larger  one,  usually  known  as  the  Anterior 
radial  carpal,  given  off  half  an  inch  higher  up,  take 
a  deep  course  inwards  and  backwards.  It  is  from 
the  latter  that  fine  anastomoses  are  described  as 
occurring   with   the   anterior  carpal   branch  of  the 
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ulnar  artery  and  with  recurrent  branches  from  the 
deep  palmar  areh.  Both  arteries  pass  behind  the 
tendon  of  the  Flexor  longns  poUicis,  which  lies  be- 
neath that  of  the  Flexor  carpi  radialis,  and  enter 
the  ligamentous  tissues,  taking  part  io  the  supply 
to  the  joints. 

Of  the  deep  branches  from  the  Anterior  radial 
carpal  (with  which  we  are  at  present  mainly  con- 
cerned), some  descend  deeply  between  the  fasciculi 
of  the  anterior  ligament  of  the  wrist,  whilst  others 
enter,  rather  higher  in  the  ■wrist,  into  the  anastomoses 
mentioned  above.  It  is  probably  by  these  branches 
that  the  radial  artery  is  tethered  back  almost  into 
contact  with  the  lii^aments  of  the  wrist. 


Points  of  Fixation  of  the  Radial  Artery  at 
the  Wrist. 

The  anterior  radial  carpal  becomes  in  this  way  a 
means  of  tixation  for  the  vessel  Any  loop  produced 
by  elongation  of  the  artery  must  terminate  here,  and 
any  pulsatile  movement  imparted  to  such  a  loop 
must  work  from  this  as  a  fixed  point. 

Above  the  receding  curve  which  has  been  de- 
scribed, the  artery  rides  over  the  flat  fleshy  belly  of 
the  Flexor  longus  pollicis,  which  lifts  it  from  the 
bone.  The  fascia,  to  which  small  bmnches  are  given 
up  in  this  part  of  the  course,  is  much  thinner  and 
looser.  Tlie  small  arteries,  which  arise  at  a  right 
angle  from  the  ulnar  side  of  the  vessel,  run  a  much 
longer  course  in  the  fascia,  undivided.  The  freedom 
of  movement  of  the  radial  artery  is  therefore  much 
greater  in  that  direction.     On  the  radial  side  the 
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branches  are  both  shorter  and  much  smaller.  In 
this  way  the  connections  on  both  sides  are  at  this 
level  easily  stretched  by  the  ever-recurring  tug  of 
the  pulse ;  and,  under  the  influence  of  senile  elonga- 
tion, the  vessel  in  this  part  of  its  course  gradually 
acquires  greater  jfreedom  of  excursion  and  more 
extensive  loops.  The  direction  and  curvature  of 
the  loops  is  doubtless  governed  by  anatomical 
mechanisms  as  definite  as  those  described,  but 
these  details  have  not  been  submitted  to  any 
searching  study. 

Probably  the  origins  of  the  rather  larger  muscular 
branches  supplied  to  the  belly  of  the  Flexor  longus 
pollicis,  about  2^  inches  above  the  origin  of  the 
Superficialis  volae,  are  also  points  of  loose  fixation ; 
and  a  good  way  higher  up  the  muscular  branches 
to  the  Flexor  carpi  radialis  and  to  the  Supinator 
longus  probably  exercise  a  similar  influence. 

The  Curves  of  Blongation  of  the  Radial 
Artery  at  the  mTrlst. 

Arterial  elongation  has  already  been  briefly  dealt 
with  from  a  general  standpoint,  on  p.  39 ;  but  we 
are  specially  interested  in  those  curves  of  elonga- 
tion, and  in  those  changes  in  their  amplitude,  which 
afiect  the  radial  artery  at  the  wrist.  Comparative 
observations  of  several  elongated  radials  show  that 
the  changes  take  place,  at  first,  according  to  a  plan 
more  or  less  uniform ;  although  the  later  changes 
are  much  modified  by  individual  peculiarities.  It  is 
best,  therefore,  to  study  this  subject  in  the  earlier 
phase. 
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In  a  suitable  subject,  lean  and  of  middle  age,  an 
inspection  of  the  wrist  will  show  a  beat,  probably 
not  along  the  whole  stretch  of  the  artery  available 
for  observation,  but  at  certain  points  only.  The 
ictus  will  be  plainly  marked  for  about  an  inch 
above  the  transverse  furrow  of  the  wrist.  It 
will  probably  not  be  seen,  or  only  faintly  seen, 
higher  up  for  a  distance  of  one  inch.  Above 
this  again,  for  a  short  distance,  it  will  be  plainly 
perceived. 

The  interval  between  these  two  stretches  of  visible 
beat  coiTesponds  to  a  marked  backward  curve  in  the 
course  of  the  artery ;  the  skin  itself  at  this  point 
is  depressed,  and  the  underlying  bone  presents  a 
cupped  surface.  It  is  precisely  in  this  situation 
that  the  fingers  are  usually  applied  to  the  pulse. 
If  the  finger  be  drawn  along  the  artery  from  the 
hand  upwards,  the  vessel  will  appear  at  this  level 
to  dip  considei-ably.  The  thicker  the  styloid  process 
of  the  radius,  as  a  result  of  former  rickets  or 
from  any  other  cause,  the  more  accentuated  is  the 
depression  which  has  been  described. 

Two  causes  influence  the  position  of  the  vessel : 
close  to  the  fold  of  the  wrist,  it  rises  over  the  ter- 
minal ridge  of  the  radius ;  ami  in  this  situation  it 
is  firmly  maintained  by  a  reinforcement  of  transverse 
fibres  strengthening  the  fascia  which  passes  from  the 
outer  edge  of  the  radius  to  the  Flexor  carpi  radialis. 
As  a  result  the  artery  is  at  this  level  almost  abso- 
lutely fixed. 

It  is  at  this  spot,  half  an  inch  above  the  fold  of 
the  wrist,  that  the  artery  is  most  prominent  and 
most   easily    felt   on    superficial  pressure ;    but   also 
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(being  backed  by  bone)  most  easily  obliterated  by 
any  deep  pressure. 

Beyond  the  ridge  of  the  radius  pulsation  is  imme- 
diately much  diminished ;  and  it  disappears  completely 
halfway  between  the  radial  ridge  and  the  surface  of 
the  scaphoid.  In  this  situation  the  point  of  the  finger 
applied  between  the  two  bones  will  only  succeed  in 
feeling  pulsation  on  its  proximal  side.  The  cessation 
of  pulsation  at  this  level  is  partly  due  to  the  deep 
course  taken  by  the  artery,  and  partly  to  its  dimi- 
nished size  after  giving  off  the  Superficialis  volse. 

The  recession  of  the  artery  from  the  surface  above 
the  level  of  the  ridge  of  the  radius  has  its  cause  in 
the  depth  of  the  groove  between  the  Flexor  carpi 
radialis  and  the  Extensor  ossis  metacarpi  poUicis, 
and  also  in  the  firmness  of  those  fibres  of  the  deep 
fascia  which  arch  across  the  artery  in  this  situation 
on  its  superficial  aspect. 


CHAPTER  IL 

THE  RELATIONS  OF  THE  RADIAL  ARTERY 

TO  THE  PRESSURE  OF  THE  FINGER 

VARIOUSLY  APPLIED  TO 

THE  PULSE. 

The  diagrams,  7-10,  are  intended  to  show  the  line 
in  which  pressure  is  exerted  by  the  finger  in  its 
various  modes  of  application,  and,  as  far  as  possible, 
the  condition  of  the  arteiy  under  the  finger  applied. 
A  section  is  supposed  to  have  been  taken  hori- 
zontallj  across  the  forearm,  a  little  above  the  lower 
border  of  the  Pronator  quadratus.  At  the  termina- 
tion of  the  radius,  the  tendon  of  the  Flexor  carpi 
radialis  exactly  covers  that  of  the  Flexor  longus 
poUicis.  which  is  now  free  from  muscular  tissue ;  but 
at  the  level  of  the  section  the  artery  and  its  two 
attendant  veins  (not  shown  in  the  diagrams)  are 
included  between  the  fascia  in  front  and  the  flat 
beUy  of  the  Flexor  longus  pollids  behind,  the  tendon 
of  which  is  barely  overlapped  by  that  of  the  Flexor 
carpi  radiaU&  Upwards,  the  latter  is  s^iarated  from 
the  veseels  by  a  small  but  growing  int^^aL  To  the 
outer  sde  of  the  vessels  is  seen  the  traidon  of  the 
SupiBstor  longoSy  for  at  this  level  the  teiid<Mis  of  the 
ExteasM'  cesis  mecaearp  and  ExtenscH*  primi  inter* 
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nodii  pollicis  have  not  yet  reax)hed  the  outer  edge  of 
the  radius,  where  they  subsequently  replace  the 
Supinator  longus  tendon  as  an  external  relation. 

It  will  be  noticed  that  the  Pronator  quadratus 
(the  thickness  of  which  has  been  somewhat  over- 
stated in  the  drawing)  underlies  the  Flexor  longus 
pollicis  and  the  artery,  and  that  the  bone  is  nearest 
to  the  skin  at  its  outer  border,  whilst  its  anterior 
surface  gradually  recedes  from  the  cutaneous  surface, 
and  therefore  from  the  artery  which  remains  sub- 
cutaneous. 

The  Four  Positions  of  the  Finger^  and  the 
Direction  of  Pressure  in  Bach  Case. 

In  all  four  diagrams  the  observer's  right  hand  is 
the  one  employed.  Two  of  the  drawings  represent 
the  right  wrist  of  the  subject,  and  two  the  left.  In 
the  case  of  each  wrist  two  modes  of  application  of 
the  finger  are  illustrated,  one  being  intended  to 
obliterate  the  arterial  channel  (Figs.  7  and  8),  the 
other  to  feel  the  pulse  (Figs.  9  and  10). 

The  right  wrist  (positions  I  and  II)  is  held 
between  the  thumb  applied  to  the  back  of  the  radius, 
and  the  forefinger  applied  to  the  pulse. 

The  left  wrist  (positions  III  and  IV)  is  held  in 
the  same  manner  from  the  ulnar  side,  the  thumb 
resting  on  the  back  of  the  ulna,  the  finger  on  the 
radial  artery. 

In  each  diagram  the  relative  position  of  the  soft 
parts  is  shown  to  have  been  more  or  less  modified  by 
the  pressure.  This  will  be  best  seen  by  consulting 
concurrently  the  transverse  section  (Fig.  5)  of  the 
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forearm,  taken  at  about  the  same  level  as  the 
diagram ;  this  shows  the  relations  of  parts  before 
interference- 

Two  of  the  positions  depicted  are  thoae  assumed  in 
occluding  the  artery,  the  other  two  in  palpating  it. 


Position  I. :  Right  baud  and  tight  wrist.  The  pressure  od 
artery  and  bone  is  vertical  and  direct,  as  indicated  bj  the 
arrow :  it  is  transmitted  hy  the  phalnnges  (briikcn  Uaes). 


The  PoBltlotiB  for  Obliteration. 

The  most  favourable  arrangement  for  obliterating 
the  pulse  is  to  exert  vertical  pressure  over  the  vessel 
near  the  outer  border  of  the  radius,  as  in  position  I, 
Fig.  7,  the  right  hand  being  used  for  the  right 
wrist,  the  left  hand  for  the  left ;  and  the  thumb 
supporting  the  wrist  from  behind. 

It  will  be  seen  that  in  this  caae,  and  in  this 
ca.se  only,  the  terminal  surface  of  the  finger  exerting 
pressure,  and  the  surface  of  bone  making  counter- 
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pressure,  are  parallel  The  artery  is  obliterated  with 
great  ease  and  completeness.  This  position  is  perhaps 
not  quite  so  fevourable  for  palpation  of  the  pulse. 


PoBitlon  III. :  Right  hand  aod  left  wrist ;  tbmnb  applied 
to  the  bock  of  the  alna.  CompTeMion  bj  the  phalanx  U  ob- 
tained by  obliqne  leverage  Hgaiiut  the  tendons  (chiefl;  Flexor 
longna  pollicifl}.  The  motion  is  of  a  digging  kind,  raiting  the 
artery  from  the  bone,  espociall;  when  the  last  finger-jobit  is 
flez«d,  instead  of  extended  as  here  depicted. 

F.  C.  B. :  Flexor  carpi  radialis. — P.  L,;  Palmaris  longns. 
H.  N.  :  Median  Nerve— P.  Q. :  Pronator  Qnadratns. 


In  position  III,  Fig.  8,  which  may  also  be  used 
with  a  view  to  obliteration,  the  finger  is  applied  to 
the  opposite  wrist  from  its  ulnar  side.  The  artery 
requires  first  to  be  secured  by  a  hooking  movement 
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of  the  finger,  and  pressure  can  then  be  made  by  the 
phalanx  in  the  oblique  position  depicted.  The  plane 
of  counter-pressure  is  in  this  instance  formed  by  the 
tendon  and  belly  of  the  Flexor  longus  pollicis,  backed 
by  that  of  the  Flexor  carpi  radialis.  The  surface  of 
the  radius  near  its  external  border  is  pressed  by  the 
nail ;  but  the  bone  receives  none  of  the  pressure  of 
the  extremity  of  the  finger. 

For  the  purpose  in  view  this  is  a  much  less  satis- 
factory method  than  the  previous  one.  For  instance, 
in  testing  for  the  presence  or  absence  of  an  anasto- 
motic pulse,  it  is  often  found  inefficient. 


_      FoaitioQ  II. :  Right  hand  and  right  wrUt :  thumb  applied  to 

KUw  back  of  the  wrist.     The  iiromj  i-rti^-irea  from  the  phalanx 

■rge  BiTOWs)  arc  milkheld,  b;  the  pTominent  tendons,  from 

^W  tzieij  and  Snger-pad  ;  the  pulse  sensalions  (small  arrows) 

bariDg  free  scope. 


Xbe  Positions  for  Palpation. 

The  principle  of  the  method  of  palpation  will  now 
be  easily  understood  by  contrasting  the  two  seta  of 
diagrams.     Both  in  position  II  and  in  position  IV 
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firm  pressure  is  made  ;  but  it  does  not  bear  upon  the 
artery.  Thus  in  position  II,  Fig.  9,  the  finger  is 
inclined  in  such  a  way  that  the  extremity  of  the 
phalanx  presses  against  the  tendons  of  the  Flexor 
longus  pollicis  and  of  the  Flexor  carpi  radialis.  The 
weight  of  the  base  of  the  phalanx  is  meanwhile  sup- 


FlG.  10. 


Position  lY. :  Right  hand  and  left  wrist ;  the  thumb  rest- 
ing on  back  of  ulna.  As  in  Fig.  9,  the  artery  is  saved  from 
strong  pressure,  whilst  the  finger  is  dolj  steadied :  fine  pal- 
pation is  possible. 


ported  by  the  prominent  ridge  of  the  edge  of  the 
Styloid  process  or  of  the  radius,  and  by  the  tendons 
of  the  Extensor  ossis  metacarpis  pollicis  and  Supi- 
nator longus.  Over  the  artery  itself  the  finger  rests 
with  very  little  pressure.  The  vessel  lies  as  it  were 
protected  in  the  angle  formed  by  the  sloping  anterior 
surface  of  the  radius  and  by  that  of  the  integument, 
which  is  only  slightly  depressed  by  the  finger  between 
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the  two  points  of  support  which  have  been  described. 
The  artery  will  hardly  be  perceptibly  flattened, 
although  it  may  undergo  more  or  less  dlifused  extra- 
arterial  pressure.  The  correctness  of  the  description 
given  can  be  easily  verified  by  any  observer  in  \na 
own  person,  by  turning  the  left  hand  round  the  right 
wrist  from  underneath,  and  feeling  the  pulse  from 
the  radial  aide. 

The  conditions  in  arrangement  IV,  Fig.  10,  are 
almost  identical :  the  points  of  pressure  are  merely 
reversed.  Thus  the  extremity  of  the  phalanx  abuts 
against  the  radluB,  whilst  the  two  tendons  support 
its  base  ;  the  artery  receives  comparatively  little  of 
the  pressure  unless,  as  in  position  III,  the  last 
phalangeal  joint  be  flexed  and  the  vessel  hooked 
back.  Short  of  this,  strong  pressure  will  be  difficult 
to  apply ;  and  most  probably  the  artery  will  be 
pressed  back,  together  with  the  soft  parts,  without 
undergoing  much  flattening. 

In  conclusion,  pulsation  will  be  easily  detected  in 
both  positions  (II  and  IV),  although  it  may  be 
worth  noting  that  a  slightly  diflerent  portion  of  the 
pulp  will  be  brought  to  bear  in  the  two  cases  on  the 
artery,  that  used  in  IV  being  the  more  sensitive. 
On  the  other  hand,  the  obliteration  of  the  artery  is 
much  more  easUy  obtained  in  position  I  than  in 
position  III. 

Whenever  therefore  the  full  range  of  pressures 
has  to  be  applied  in  succession  by  the  same  finger, 
the  radial  pulse  had  better  be  felt  from  the  radial 
side  than  from  the  ulnar  side.  This  is  also  the  posi- 
tion which  will  probably  be  spontaneously  assumed 
by  most  observers. 


CHAPTER  III. 

THE  FINGER  AS  AN  ORGAN  OF  TOUCH, 

AND  THE  MODE  OF  USING  IT 

TO  THE  PULSK 

The  Ztocallsation  of  it*  Varions  Tactile  Powers. 

More  study  than  the  writer  has  been  able  to  bestow 
on  the  tactile  sense  of  the  finger  would  probably 
show  that  tactile  appreciation  for  various  contacts 
is  variously  localised.  The  ordinary  sense  of  surface 
contact^  the  discrimination  of  separate  points  of  con- 
tacty  the  estimation  of  shape^  the  sense  of  pressure, 
etc.,  each  seem  to  have  their  sites  of  tactile  intensity, 
perhaps  as  much  owing  to  the  educational  effect  of 
fiinction  as  to  any  primitive  differentiation.  Here 
are  striking  instances : 

(1)  The  surface  of  the  finger  tip,  just  below  the 
projection  of  the  nail,  and  opposite  the  tip  of  the 
bony  phalanx,  has  good  discriminating  power, 
which  ceases  however  to  be  so  good  when  heavy 
pressure  is  made.  With  yet  higher  pressures,  the 
impaired  appreciation  for  surface!  regdned.  though 
the  tactile  sensation  ultimately  passes  into  that 
of  pain. 

(2)  The    phalangeal    border,   sharing    much   less 
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actively  in  the  sti-ong  work  of  the  hand,  has  deli- 
cate sensation  :  in  spite  of  less  refioed  discrimination, 
It  retains  at  moderate  pressux'es  much  more  of  it ;  but, 
with  increasing  pressures,  it  rapidly  loses  all  tactile 
appreciation,  and  feels  pain  only. 

(3)  Again  the  flat  of  the  pulp,  corresponding  to 
the  centie  of  the  papillary  convolutions,  would  seem 
to  be  more  sensitive  than  either,  both  for  fine  con- 
tact and  for  pain.  Very  moderate  pressure  is  the 
most  favourable  condition  for  its  use  in  palpation. 

Further  analytical  study  of  this  portion  of  our  sub- 
ject is  indicated.  For  the  present  purpose  it  is 
enough  to  have  drawn  attention  to  the  special  apt- 
ness of  the  two  last-named  regions  for  fine  palpa- 
tion, and  to  the  relative  inefficiency  of  the  extremity 
of  the  finger. 

The  Tactile  runctlons  of  the  rioger  in  Kelatlon 
to  the  Pnlee. 

The  functions  of  touch  lie  in  two  directions ;  ( 1 ) 
the  reception  of  impressions  ;  (2)  their  analysis. 

(l)  Individual  Tactile  Impressions,  now  as  of  old, 
vary  with  the  skill  and  the  care  of  the  observer. 
Those  usually  recorded  are  of  a  general  order ;  they 
relate  to  the  suddenness,  duration,  hardness  or  soft- 
ness of  the  pulse,  to  its  tension  and  compressibiKty, 
and  to  other  characters.  From  none  of  these  do  we 
gather  any  information  touching  the  cause  of  pulsa- 
tion, or  its  mechanism. 

Among  tactile  impressions  there  are  others, 
however,  of  a  more  complex  kind,  by  which  we 
might  be  enabled  to  form  some  notion  of  the 
shape  of  the  pulse.     Putting  aside  the  earlier  work 
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of  the  Chinese  in  this  direction,  Fouquet's  work 
stands  by  itself  843  an  endeavour,  anterior  to  the 
sphygmograph,  to  analyse  some  of  these  sensations 
and  to  exprl  their  form  gmphicaUy.  His  organic 
theory  of  the  pulse  cannot  be  upheld,  but  the  accu- 
racy of  some  of  his  personal  ^observations  may  be 
tested  by  any  one  of  us. 

(2)  Their  Analysis :  We  may  regard  the  finger 
as  an  instrument  of  analysis,  and  its  pulse-sensa- 
tions as  the  material  to  be  analysed.  Fouquet's  ob- 
servations, lacking  the  help  subsequently  given  by 
the  sphygmograph,  did  not  carry  him  much  farther 
than  the  recognition  of  distinct  forms  of  pulse- waves, 
each  of  which  was  considered  as  a  whole.  The  pecu- 
Harities  which  he  noticed  in  each  were  not  made  by 
him  the  subject  of  methodical  analysis,  much  less  of 
experiment.  This  part  of  the  work  remains  to  be 
accomplished. 

The  Scope  of  Tactile  Analyais- 

The  analytical  study  of  the  pulse  is  based  upon 
observations  of  shape,  of  time,  and  of  pressure.  The 
idea  of  shape  is  conveyed  to  the  mind  without  any 
activity  on  its  part  as  a  ready-made  impression,  but 
analysis  will  add  much  more  definition  to  this  first 
impression.  A  study  of  the  variations  in  the  shape 
of  the  pulse-wave  under  heavy  pressure,  under  light 
pressure,  and  in  the  absence  of  pressure,  is  part  of 
this  analysis.  Again  the  results  of  each  degree  of 
pressure  are  capable  of  being  considered  in  a  three- 
fold relation  :  (1)  as  to  locality ;  (ii)  as  to  time  ;  (iii) 
as  to  duration. 
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Judgments  as  to  pulse-pressure  are  rather  within 
the  competence  of  muscular  sense  than  of  touch  itself. 
At  any  rate  tactile  impressions  are  very  misleading 
in  this  respect.  Dr.  Oliver  mentions,  as  a  result  of 
experiment,  that  muscular  sense  as  represented  in  the 
finger,  is  unequal  to  the  task  of  estimating  pressure. 
Nevertheless,  in  this  as  In  other  directions,  latent 
aptitudes  need  education  and  probahily  will  respond 
to  it.  It  seems  not  unlikely  that  it  may  be  easier  to 
learn  to  estimate  the  degree  of  the  pressures  exerted 
than  of  those  resisted  by  the  finger. 

The  Method  of  Palpation. 

The  importance  of  a  uniform  method  cannot  be 
fully  understood  until  we  have  shown  to  what  extent 
various  manipulations  modify  the  pulse,  causing  a 
difference  not  alone  in  the  sensations  of  the  observer, 
but  in  their  subject  matter.  Still  it  must  be  obvious 
that  if  different  observers  were  to  realise  different 
sensations,  they  would  be  at  a  disadvantage  when 
attempting,  in  the  absence  of  any  common  ground  of 
analysis,  to  discuss  together  the  tangible  character 
of  any  pulse.  Certain  it  is  that  in  each  of  us  the 
sensations  vary  appreciably  according  as  we  use  one, 
two,  or  three  fingers  at  a  time.  This  alone  would 
show  the  need  of  some  uniformity  in  the  method  of 
observing,  which  might  enable  observers  to  perceive 
almost  identical  sensations  from  one  and  the  same 
pulse. 
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Of  the  Vaiioos  Modes  of  Feeling  the  Palse. 

The  detail  of  all  the  methods  advocated  at  different 
times  would  be  wearisome.  For  each  of  them  some- 
thing may  be  said ;  and,  so  long  as  only  a  general 
impression  as  to  pulse -strength  and  volume  is 
sought,  any  of  them  may  answer.  Inferior  weapons 
skilfully  handled  often  do  good  service  ;  but  for  the 
analytical  study  of  the  pulse  there  is  but  one 
available  method,  which  will  be  described  later. 

Eeasons  will  be  given  for  holding  the  radial  side 
of  the  wrist  in  preference  to  the  ulnar.  As  regards 
fingers,  the  adoption  of  the  old  Galenic  position 
or  the  reverse  (viz.,  of  the  index  placed  nearest  to 
the  wrist,  or  farthest  from  the  wrist)  is  without  prac- 
tical importance,  although  we  must  not  forget  that 
the  sensitiveness  of  the  ulnar  and  of  the  radial  side 
of  the  fingers  differs. 

It  is  interesting  to  note  that  the  ancient  seals  of 
the  Royal  College  of  Physicians  of  London  show  the 
hands  in  both  positions  in  different  instances. 

In  connection  with  the  varieties  of  palpation,  Floyer  says  :* 
^^  The  Fingers  may  either  compress  the  Artery  much,  or  touch  it 
lightly,  or  be  applied  in  a  modei-ate  way,  with  a  moderate  com- 
pression, according  as  the  strength  of  the  Pulse  is ;  for  a  weak 
Pulse  is  stopped  by  a  great  compression. 

"  The  feeling  of  the  Pulse  in  Fat  People  is  very  difficult,  but  it 
appears  most  evidently  betwixt  the  Hand  and  Wrist. 

''  In  the  feeling  of  the  Pulse  we  must  bend  the  Hand  towards 
the  Wrist,  that  the  Artery  may  be  a  little  relaxed  and  better 
distended  by  each  stroke ;  and  in  weak  Pulses  we  must  tiu*n  the 


*  Loc.  cit.y  pp.  154,  155. 
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Wrist  downwards,  or  in  such  Posture  ns  the  Ai-t«ry  muy  beet 
Qpprooch  to  the  Fingers  freely." 

Agntn  (p.  228) :  "  The  Chinese  hold  the  Pulse  fionietiines  the 
Bight,  3ometimes  the  Left,  and  sometimes  both ;  they  lay  their  four 
fiugers  along  the  Artery,  and  when  they  huve  pressed  the  Artery 
btrougly,  and  by  degrees,  they  rai^e  them  again  by  degrees,  till 
the  blood  recover  its  Course  ;  then  they  press  the  Arm  again,  and 
hold  it  a  considerable  time  till  they  discei'n  all  the  Disorders  of 
the  Pulse,  and  then  they  tell  the  Disease." 

What  has  Ijeen  said  (p.  46)  concerning  the  varie- 
ties of  Small  pul&e  suggests  a  genera!  method  to  be 
adopted  in  feeKng  the  pulse  when  of  small  size.  In 
all  cases  of  this  kind  it  is  necessary  to  use  in 
succession  :  (l)  Firm  pressure  which  may  relax  the 
arterial  wall  if  tense  and  allow  pulsation  to  be  made 
out.  (2)  The  lightest  possible  pressure  ;  this  will 
often  enable  ua  to  perceive  pulsation  where,  under  a 
less  delictite  touch,  the  iruperfectly  filled  artery  might 
appeal'  to  be  pulseless. 

Bow  Many  Finders  ■hoold  be  ITaedl 

Id  feeliug  any  solid  object  we  use  many  fingers. 
It  has  been  argued  that  we  should  do  the  same  in 
feeling  the  pulse.  It  is  true  that  if  the  arterial  walls 
are  the  object  for  palpation  we  can  hardly  use  too 
many  fingers  at  a  time  ;  but  we  might  use  too  many 
in  studying  the  pulse-wave.  Were  the  pulse-wave 
of  smaller  size  than  the  digital  surface  used  for  pal- 
pation, its  passage  might  be  best  studied  by  multi- 
plying the  stations  for  watching  the  transit.  It  is 
however  of  unmeasured  length.  If  we  wish  only  for 
an  increased  surface  of  contact  with  it,  why  not  use 
the  length  of  a  single  finger  instead  of  endeavouring 
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as  it  were  to  join  three  finger  tips  into  one  ?  Tightly 
pressed  together,  the  fingers,  it  is  true,  lose  much  of 
their  individuality ;  but  ^ome  of  the  objections  re- 
main, which  will  be  pointed  out  in  the  sequel. 

Since  the  power  of  touch  varies  at  separate  spots 
on  the  same  finger,  it  cannot  be  indifferent  whether 
the  two  inches  of  artery  subjected  to  palpation  be 
covered  by  the  tips  of  three  fingers,  or  by  the  flat  of 
a  single  one. 

In  using  the  tips  of  several  fingers  as  opposed  to 
the  flat  of  one  finger,  it  must  be  remembered  that 
each  finger  has  its  own  separate  gradations  of 
sensitiveness,  and  is  also  apt  to  exercise  indepen- 
dently its  own  gradations  of  pressure,  (a)  When 
the  fingers  are  pressed  close  to  one  another,  the 
difference  between  them  is  reduced  to  a  minimum  ; 
(b)  when  they  are  separated,  the  difference  is  much 
exaggerated,  as  will  be  seen  hereafter  ;  (c)  in  using 
the  flat  of  one  finger,  although  tactile  appreciation 
may  vary  from  spot  to  spot  even  more  than  at  the 
tip,  still  the  sensations  themselves  are  continuous  and 
therefore  more  easily  interpreted. 

Feellngr  the  False  with  a  Singrle  Tinger. 

In  conclusion  the  use  of  one  finger  commends  itself 
to  us  for  the  same  reasons  as  it  did  to  Floyer  {loc. 
city  pp.  154,  155)  : 

**  The  Old  Direction  was  to  apply  three  Fingers  to  the  Arms, 
or  two,  but  I  think  one  is  more  discerning,  and  less  apt  to  impose 
on  us,  because  the  feeling  with  three  Fingers  may  give  us  a  false 
Notion  of  that  we  feel ;  and  since  the  Artery  is  now  known  to 
move  in  all  parts  at  once,  for  at  the  same  time  the  Heart  con« 
stringes  itself  and  strikes  the  Bibs,  we  discern  the  Pulse  in  the 
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Artery,  us,  if  it  Solid  Body  were  moved  iit  one  end,  it.  moves  in 
the  sitme  time  iit  the  other ;  so  it  is  in  the  Art«i'y  when  'tis 
filled  with  blood ;  iind  since  we  oin  touch  but  a  smnll  pftit  of  the 
Artery,  we  cannot  discern  the'Celerity  of  ihf  Motion  of  the 
Ulood,  as  it  passes  fi'om  one  part  of  the  Arteiy  to  the  other,  but 
otn-  Hea.fon  iufei-s  it  from  the  Celerity  of  the  Arteries  impression 
on  our  Fingers.  I  generally  feel  my  Artery  liy  my  Thiimb,  and 
the  retison  of  prescribing  many  Fingers  waa  the  Opinion  of  the 
Ai-tery  moving  itself  differently  in  different  piu-ts." 

Being  more  detached,  the  thumb  gets  at  the  pulse 
better  than  any  other  finger,  and  lends  itself  to  more 
extensive  manipulations.  It  can  be  made  to  feel 
with  its  entire  length,  whether  on  the  flat  or  along 
its  border ;  and  it  can  bear  pressure  with  its  ex- 
tremity, or  with  the  flat  of  the  pulp,  or  with  any 
parts  of  its  palmar  surface  in  succession.  For  a 
general  estimate  of  the  conditions  of  the  pulse,  of  the 
pulse-wave,  and  of  the  artery  at  one  time,  it  is  not 
surpassed  ;  but  it  fails  in  the  work  of  fine  analysis. 

The  reasons  which  make  us  prefer  the  length  of 
one  finger  to  the  tips  of  several  are  yet  more  strongly 
in  favour  of  the  use  of  n  sim/lr  finger  tip.  If  only 
there  is  sufficient  tactile  power  in  the  end  of  one 
finger,  the  unity  of  sensation  thus  gained  is  a  primary 
and  all-important  advantage  for  taftile  analysis. 


CHAPTER  IV. 
ELEMENTARY  TACTILE  OBSERVATIONS. 

I.  The  Tactile  Events  m  the  Pulse. 

The  Beat  and  the  Pause. 

The  finger  placed  in  a  suitable  &8hion  over  the 
radial  artery  feels  a  succession  of  beats  equally  re- 
sembling each  other,  and  normally  recurring  at  abso- 
lutely regular  intervals.  The  endless  repetition  of  the 
beat  furnishes  us  with  every  opportunity  of  studying 
the  phenomenon  ;  and  its  rhythmic  character  is,  as 
we  shall  see,  of  practical  assistance  in  our  observa- 
tions. 

The  recurring  heats^  and  the  regularity  of  the  in- 
terval or  pause  which  separates  them,  constitute  the 
simplest  of  all  tactile  observations.  The  pause  exists 
in  our  sensations  rather  than  in  the  pulse  itself.  The 
pulse  is  practically  never  at  rest.  The  length  of  the 
'*  so-called  "  pause  is  really  the  measure  of  our  own 
lapse  of  attention  or  of  the  inadequacy  of  our  obser- 
vation. There  is  no  real  pause  in  normal  pulses,  since 
one  pulse-wave  does  not  terminate  till  the  ensuing  one 
is  about  to  begin. 

The  ancient  terms  arterial  systole   and   diastole 
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have  wisely  been  given  up.  although  not  open  to  any 
reproach  beyond  that  of  almost  inevitable  confusion. 
Arterial  diastole  or  expansion  (corresponding  to  the 
ventricular  systole)  is  a  period  of  definite  intra- 
arterial change.  Arterial  systole,  or  contraction 
(corresponding  to  the  ventricular  diastole),  is  another 
period  of  arterial  movement,  albeit  of  a  different 
order. 


Tlie  Xlse  or  TTpatrobe  t  me  Beat  or  Zctns  i  and  the 
Fall  or  Subsidence  of  the  Pulse. 


In  one  important  respect  the  expressions  systole 
and  diastole  implied  error  ;  the  diastole  or  dilatation 
was  supposed  by  Galen  and  his  followers  to  be,  as 
■well  as  the  systole,  a  spontaneous  effort  of  the  artery, 
an  active  movement  of  the  arterial  wall,  instead  of  a 
passive  stretching  by  the  pulse-wave.  Systole  and 
diastole  were  correct  expressions  as  defining  periods, 
rather  than  momenta,  of  time.  The  same  idea  of 
duration  is  contained  in  the  expression  pulse-wave, 
which  refers  to  a  demonstrable  reality.  In  this,  as 
in  any  other  wave,  we  distinguish  a  rise,  a  summit, 
and  a  fall. 

In  order  that  the  artery  sliould  be  perceptible  to 
the  touch,  its  hardness  or  tension  must  exceed  that 
of  the  surrounding  tissues  upon  which  the  finger 
is  making  pressure.  This  is  the  case  during  the  rise 
of  the  wave,  and  especially  at  the  moment  of  the 
beat.  The  arterial  tension  during  the  fall  of  the 
wave  may  not  in  all  cases  be  sufficient  to  be  felt ;  most 
commonly  it  is. 
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Z.  The  Palse-Sensatlons  Correapondlngr  to  the  Rise 

of  the  Wave. 

The  Rise  or  Upstroke  is  much  quicker  than  the  fall. 
Its  rapidity  has  often  caused  it  to  be  overlooked. 
Indeed,  though  aware  of  its  occurrence,  we  may  fail 
to  notice  it  unless  the  whole  attention  be  given  to 
its  perception.  The  finger,  if  light  enough,  should 
feel  every  part  of  the  rise,  which  appeals  both  to  the 
sense  of  pressure  and  to  that  of  touch. 

It  will  be  noted  that  by  alternately  using  one 
finger  or  two,  to  the  same  pulse,  the  act  of  expansion 
of  the  artery  prior  to  the  ictus  will  appear  to  last  a 
shorter  or  a  longer  time. 

ZZ.  The  Pulse-Sensations  Corresponding^  to  the 

Beat  or  Zotns. 

The  Acme  or  Beat — The  feeling  imparted  to  the 
finger  is  quite  difierent  from  that  suggested  by 
the  pulse-tracing,  for  reasons  which  cannot  be  set 
forth  briefly. 

The  ictus  is  perceived  as  a  rapid  round  shot,  or  as 
a  quickly  passing  oval  slug,  or  as  a  long,  moving  holty 
according  as  the  pulse  is  tested  with  a  mere  point  of 
the  finger  pulp,  by  the  whole  pulp,  or  by  the  pulp  of 
two  or  more  fingers. 

This  is  another  demonstration  of  the  fact  that  the 
mind  and  the  finger  both  have  a  great  deal  to  do 
with  the  feel  of  the  pulse. 

The  ictus  is  the  central  tactile  event  in  the  pulse. 
At  the  same  time  it  is  the  one  visible  par  ex- 
cellence. Although  a  product  of  the  pulse- wave,  and 
coinciding  with  part  of  the  wave,  it  is  essentially 
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distinct  from  it-      Its  mechanism  will  be  discussed 
later. 

IZZ.  Tbe  Fills e- Sensations  Corresponding:  to  the 
Fall  of  tbe  Wave. 

To  follow  the  retraction  of  the  artery  requires 
great  attention,  a  delicate  touch,  and  a  progressive 
pressure  from  the  finger.  For  this  special  purpose 
three  fingers  are,  as  an  exceptional  case,  better  than 
one ;  the  impressions,  being  feeble,  gather  distinct- 
ness from  their  repetition.  It  may  thus  be  possible 
to  follow  the  falling  wave,  if  large,  almost  to  its 
end.  Usually  one  half  only  of  the  fall  will  be  dis- 
tinctly felt.  The  flicfotic  or  secondary  wave  if  fairly 
marked  will  not  escape  the  careful  observer  ;  if  fully 
developed,  it  is  obvious,  The  tertiary  waves  cannot 
be  distinctly  felt  unless  unusually  prominent. 

The  descent  of  the  wave  and  the  dicrotic  event 
Are  sometimes  visible,  as  well  as  to  be  felt,  in  rather 
thin  subjects  with  prominent  arteries.  A  marked 
dicrotism  is  a  help  in  identifying  the  descent  of  the 
pulse,  afibrding  as  it  were  a  landmark  for  the  eye. 
It  is  often  present  in  pulses  whose  suddenness  and 
elasticity  favour  a  recognition  of  the  final  stages 
of  the  waves  whilst  giving  peculiar  prominence  to  the 
ictus. 


II.  TuE  Tactile  E.vploration  of  the 
Arterial  Wall. 

The  artery  is  to  be  emptied  by  the  pressure  of  two 
ir  three  fingers,  whilst  one  of  them  performs  care- 
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ful  palpation,  both  along  and  across  it.  A  sound  ' 
artery  may  be  flattened  without  conveying  a  feeling 
of  hardness.  In  children  and  in  youths,  especially 
when  well-nourished,  the  vessel  may  be  even  difficult 
to  identify,  being  lost  to  the  touch  among  the  other 
soft  parts.  With  increasing  thickness  of  wall,  the 
flattened  artery  will  give  the  same  feeling  as  a  thick 
ribbon  or  as  a  thin  indiarubber  tube.  A  contracted 
artery  yields  the  characteristic  impresaion  of  cylin- 
dricaJ  shape.  If  atheromatous,  the  artery  will  feel 
much  firmer  and  thicker;  and  if  calcified,  it  will  remain 
hard  and  rigid  in  spite  of  the  pressure.  Highly 
calcified  arteries  often  feel  ribbed  like  ipecacuanha- 
root.  In  all  these  cases  the  artery  can  be  more  or  less 
easily  rolled  under  the  finger.  Elongated  arteries 
bent  into  curves  are  almost  invariably  thickened, 
elongation  being  the  result  of  high  pressures  and  of 
large  pulse-waves  continued  for  long  periods.  The 
passage  of  the  pulse-wave  jerks  the  elongated  artery, 
accentuating  or  smoothing  some  of  its  curves  (loco-  J 
motor  pulse. ) 

Tbe  State  of  the  Arterial  Wall  as  OauBred  by 
Tactile  Xmpresslonfl. 

(1)  A  large  and  soft  pulse,  without  abruptness  or 
sustained  tension,  suggests  a  relaxed  state  of  the  mus- 
cular coat.  A  ready  dilatation  and  a  ready  recoil  are 
both  evidence  of  a  full  elasticity,  unhampered  by  any 
muscular  rigidity. 

(2)  A  rather  large  and  strong  pulse,  heaving  as  well 
as  tense,  indicates  a  powerful  cardiac  systole  and  a 
powerful  resistance,    which   largely   resides  in  the 
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capillaries,  but  slightly  also  in  the  muscular  coat 
stretched  by  the  volume  of  blood,  whilst  its  fibres  are 
partly  coutracted. 

(3)  A  small  and  tense  pulse  indicates  muscular 
contraction  of  the  vessel ;  but  of  this  it  is  difficult 
for  the  finger  to  gauge  the  degree.  A  contracted 
artery  being  smaller  and  its  walls  therefore  thick, 
these  will  not  be  readUy  stretched  by  the  systole, 
but  will  offer  to  it  an  active  resistance,  a  given 
strength  of  heart  contraction  producing  a  compara- 
tively slight  rise  of  the  pulse. 

Thus  an  elastic  artery  possessing,  before  the 
occurrence  of  the  pulse-wave,  precisely  normal  size, 
will  give  a  maximum  size  under  the  influence  of  the 
cardiac  systole.  But  if  previously  in  a  state  of 
muscular  spasm  it  wUl  perform  a  smaller  pulse 
excursion. 

It  may  thus  come  to  pass  that  as  in  Diagram  ii, 
Fig.  1,  even  the  pulse-wave  may  not  dilate  the 
artery  to  the  size  it  should  have  possessed  when  at 
rest  or  in  the  cadaveric  state. 


The  Tactile  Slrn"  ot  Hlph  Tension. 

A  determination  of  the  presence  or  absence  of  ten- 
sion is  one  of  the  chief  objects  in  feeling  the  pulse, 
Most  observers  consider  themselves  equal  to  its  due 
performance.  Yet  according  to  Dr.  Oliver  the  tactile 
discrimination  possessed  by  the  finger  for  pressure  is 
very  small,  in  comparison  with  the  instrumental 
tests  for  it.  It  is  probable,  however,  that  the  finger 
can  do  better  when  placed  under  circumstances  with 
which  it  is  familiar   than    in  a  novel    experiment. 
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It  is  certain  from  the  experience  of  those  employed 
in  testing  the  weight  of  coins,  that  much  can  be 
achieved  by  education  in  training  the  power  in 
question. 

Let  us  remember  that  the  tactile  tests  usually 
applied  are  not  direct.  We  do  not  estimate  the 
amount  of  pressure  so  much  as  the  results  to  which 
it  leads  in  connection  with  the  artery,  and  in  con- 
nection with  the  pulse-wave,  (a)  The  walls  of  a 
permanently  tense  artery  are  non-collapsing :  instead 
of  vanishing,  they  are  felt  between  successive  beats. 
<6)  Blood-pressure,  which  sets  up  tension  in  an  artery, 
also  resists  compression  ;  and  when  it  is  considerable 
a  greater  weight  must  be  employed  to  effect  arterial 
obliteration,  (c)  Whilst  the  radial  artery  is  thus 
obliterated  by  pressure,  should  a  finger  be  placed 
over  its  course  a  little  lower  down,  a  regular  pulsa- 
tion may  be  felt  in  it,  as  though  no  compression  were 
being  made :  this  additional  pulse  (conveyed  through 
the  palmar  arch  from  the  ulnar  artery),  not  being 
constant,  is  not  a  distinctive  feature :  it  occurs  also 
in  pulses  in  which  the  tension  is  low.  It  cannot, 
therefore,  be  used  as  a  test  for  high  tension. 


PART  III. 

THE  RUDIMENTS  OF  TACTILE  ANALYSIS 

OF  THE  PULSK 

CHAPTER  I. 

PRELIMINARY  EXPLANATIONS. 

L  The  Diagrams  representing  the  Artery 
AND  THE  Fingers  applied  to  it. 

The  simple  diagrams  which  illustrate  the  sensations 
described  are  made  up  of  two  elements :  the  artery 
in  its  longitudinal  section,  and  the  terminal  joint  of 
the  finger  variously  applied. 

ITie  Artery. — The  obvious  disproportion  between 
the  arterial  diameter  and  that  of  the  finger  is  inten- 
tional, aflfording  room  for  a  clearer  representation  of 
the  intra-arterial  events. 

The  Fingers. — The  following  notations  will  identify 
the  relative  position  of  each  of  the  fingers  at  different 
points  in  the  course  of  the  artery : — 

Cf  :  the  central  finger  (nearest  the  heart)^ 

Mfi  the  intermediate  finger^ 

Dfx  the  distal  finger  {nearest  the  hand). 
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The  letters  C  and  D,  placed  near  the  fingers,  point 
respectively  to  their  proximal  (or  central)  and  to 
their  distal  side. 

The  Ar^^ows. — Minute  arrows  indicate  on  the 
finger  the  direction  of  the  sensation,  whether  axial 

Fio.  11. 


The  artery  in  locgitadinal  section  and  the  observer's  finger. 

or  oblique.  Arrows  placed  beneath  the  artery  give 
in  each  case  the  direction  of  the  systolic  pulse-wave, 
or  of  the  blood  stream.  Longitudinal  arrows  placed 
tuithin  the  artery  have  various  shapes  and  sizes. 
They  refer  to  intra-arterial  events,  their  special 
meaning,  in  each  instance,  being  sufficiently  ex- 
plained in  the  text. 

Thick  Arrow-heads  within  the  artery,  or  immedi- 
ately above  it,  are  used  as  symbols  for  the  "  beat " 
or  ^^ictus.^  Groups  of  three  arrow-heads  also  occur 
(with  the  same  meaning)  beneath  the  tip  of  the 
finger,  the  lateral  arrows  sometimes  rising  into  an 
arch,  as  a  symbol  of  the  sensation  which  accom- 
panies the  beat.  Whenever  the  large  arrow-head  is 
used  in  duplicate,  inside  and  outside  the  artery,  in 
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connection    with   one    and    the   same    ictus,   special 
mention  will  be  made  of  the  fact. 

N.B. — The  minute  arrows  on  the  fingei*s  are 
almost  invariably  mere  duplicates  of  symbols  occur- 
ring within  the  lines  representing  the  artery,  Tc 
this  point  we  need  not  again  refer. 


II.  Note  on  the  Perception  and  Appreciation 
OF  Minute  Intervals  of  Tuie  between 
Impressions. 

Tactile  Test  of  Priority  between  Overlapping 
Sensations. 

Even  in  the  norma!  pulse  the  rhythmic  events  are 
rapid.  In  the  frequent  pulse,  their  timing  becomes 
an  arduous  matter.  The  question  usually  takes  this 
form :  of  two  events,  almost,  but  manifestly  not  quite, 
synchronous,  which  is  the  earlier  ? 

The  difficult  estimation  of  priority  between  the 
overlapping  tactile  events  may  be  facilitated  in  the 
following  way :  Let  us  take  as  an  instance  the  pro- 
gress of  the  pulse-wave  along  the  arm.  Two  fingers 
of  the  same  hand  are  applied,  we  shall  suppose,  to  the 
radial  artery  at  A  and  li,  points  on  the  ibre-arm  two 
or  three  inches  apart.  So  brief  are  the  time  in- 
tervals of  the  passage  of  any  pulse-event  between 
these  points,  and  such  is  the  influence  of  mental  con- 
vergence on  sens  rial  estimates,  that,  according  as  we 
turn  our  attentii  n  more  to  the  one  or  to  the  other 
finger,  each  may  seem  in  turn  to  be  the  seat  of  the 
earUer  event.     We  will  suppose  that  the  events  are 
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not  absolutely  synchronous,  but  that  A  is  a  little 
earlier  than  B.  The  tactile  proof  of  priority  will  be 
that,  if  the  mind  be  first  made  intent  on  -4,  the 
occurrence  at  B  will  now  be  felt  as  a  second  event ; 
whereas  if  attention  be  so  strongly  turned  to  B  that 
the  event  wrongly  appears  to  begin  there,  it  mill  he 
impossible  any  longer  to  catch  a  separate  impression 
at  A. 


The  Aooustlo  Time-Marking  Method  for  the 
Aooarate  Beglstratlon  of  Bhythmio  Bvents. 

Martius  remarks  that  experimental  proof  has  been 
arrived  at,  in  spite  of  Hermann's  statement  to  the 
contrary,  that  for  the  registration  by  the  observer 
himself,  of  the  time  of  rhythmic  stimuli,  the  absolute 
duration  of  the  interval  between  the  stimulus  and 
its  registration  (putting  aside  minor  experimental 
errors  positive  or  negative)  is  nil.  This  has  been 
experimentally  proved  by  Byrom  Bramwell  and 
K.  Milne  Murray,  and  by  von  Ziemsseu  and  von 
Maximowitsch. 

Byrom  Bramwell*  describes  the  principle  of  his 
method  in  the  following  words : 

"  If  the  levers  of  two  Cardiographs  (one  worked  by  the  apex- 
beat,  the  other  by  the  forefinger  of  the  auscultator)  were  so 
adapted  as  to  move  in  exactly  the  same  vertical  plane,  the  exact 
time-relationship  of  the  sound  or  murmur  to  the  ventricular 
systole  (or  other  phase  of  the  cardiographic  trace)  could  be  deter- 
mined, provided  that  the  '  Psychical  loss '  previously  alluded  to, 


*  Byrom  Bramwell  and  R.  Milne  Murray,  "  A  Method  of  Graphically 
Recording  the  Ezaot  Time-Relations  of  Cardiac  Sounds  and  Murmurs/* 
{Brit.  Med.  Jour.,  Jan.  7,  1888). 
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were  accurately  measured*  and  deducted."  It  is  found,  however, 
that  "  under  the  conditioiia  of  the  experiment  t  there  is  absolutely 
no  'psychical  loss.' " 


The  Psychical  Delay  In  Observations  Made  nith 
the  Ear  and  with  the  Eye  RespectlTely. 

It  is  often  convenient  and  sometimes  necessary  to 
combine  visual  and  auditory  observations,  as  for  in- 
stance when  listening  to  the  heart-beat  and  watching 
the  visible  pulse  of  an  arteiy.  Thus  the  question 
arises  whether  visual  and  auditory  stimuli  produced 
simultaneously  are,  or  not,  simultaneously  perceived 
in  the  sensorium.  According  to  Exner  the  interval 
is  not  the  same  in  both  cases :  the  difference,  which 
averages  between  '04  and  "OG  of  a  second,  being  due 
to  the  relative  delay  in  the  perception  of  the  visual 
stimulua 

From  this  it  follows  that  when  the  heart-beat  is 
watched  with  the  eye  its  occurrence  should  be  ante- 
dated, or  reckoned  back,  "04  to  '06  of  a  second  from 
the  moment  observed. 

If  on  the  contrary  the  acoustic  method  be  used, 
the  error  is  a  much  smaller  one :  it  will  amount  at 
most  to  '03  of  a  second,  and  it  may  be  an  error  on 
one  side  or  on  the  other — ]',(■.  either  in  advance  of,  or 
behind,  the  real  time. 

It  is  interesting  to  find  that  Marey  ("  La  Circula- 


*  On  a  siraultaneona  time  record. 

t  A  clock  had  been  put  into  circuit  with  tbe  t«tepboDC  ftbd  its  record- 
ing lever,  by  wliicb  ''make"  and  ''break''  souuda  rapidly  following  ono 
another  were  made  every  second. 
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tion  du  Sang,"  p.  127)  employed  this  method  for  the 
registration  of  the  heart-sounds.  The  exact  method 
consisted  in  beating  the  india-rubber  tympanum  of  a 
time  recorder.  Edgren  and  Martins  independently 
adopted  the  same  method  some  years  later ;  but 
Martins'  determinations  were  limited  to  one  of 
the  two  sounds. 


CHAPTER   II. 

I.  On  the  Variety  of  Individual  Tactile  Per- 
ceptions, AND  OF  Individual  Judgments, 
AS  TO  THE  Shape  of  the  Pulse. 


Judging  from  the  variety  of  his  own  sensations 
under  successive  examinations  by  a  series  of  ob- 
servers, a  patient  might  rightly  infer  that  their 
individual  sensations  had  diftered  no  less  than  hie 
own.  The  variety  of  sensations  to  be  obtained  by  a 
single  finger  {and  much  more  by  two)  when  applied 
to  any  pulse  in  different  ways,  is  a  fact  leading  to  a 
similar  conclusion. 

The  wonder  is  that  examinations  differing  so  much 
among  themselves,  and  deficient  in  analysis,  should 
enable  each  observer  to  frame  apparently  definite 
conclusions  as  to  the  things  felt.  If  definite  mental 
images  were  arrived  at  in  each  case— and  this  may 
be  doubted — they  would  probably  present  consider- 
able variety. 

This  point  could  only  be  tested  by  obtaining  from 
each  observer  a  facsimile  sketch  of  his  tactile  im- 
pressions. Of  these  sketches  enough  have  been 
collected  by  the  author  to  demonstrate  that  the 
mental  pictures  evolved  from  pulse   sensations  ai'e 
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very  different  for  various  observers;  and  that, 
in  the  case  of  the  medically  trained,  pulse  per- 
ceptions, or  at  any  rate  pulse  representations, 
are  strongly  biased  by  reminiscences  of  the  sphyg- 
mogram.  In  contrast  with  all  such,  Fouquet's 
diagrams,  free  from  any  influence  of  this  kind, 
possess  singular  value. 


II.  The  Author's  Pulse-Sensations,  at  an  Early 
Stage  of  Study  ;  and  His  Mental  Picture 
OF  THE  Pulse  at  that  Stage. 

The  annexed  diagram  is  of  some  interest,  as 
identifying  an  intermediate  stage  in  the  evolution 
of  ideas  on  the  pulse,  a  stage  now  difficult  to  recall 
to  mind,  since  further  analysis  has  changed  the 
entire  aspect  of  things.  It  may  ako  be  of  use  in 
contrast  with  subsequent  descriptions  and  graphic 
illustrations  of  the  sensations  experienced  when 
feeling  normal  pulses. 

The  study  upon  which  the  diagram  is  based  was 
made  by  the  author  with  two  or  three  fingers,  on  his 
own  pulse ;  this  specification  is  the  more  necessary 
as,  at  this  stage  of  the  inquiry,  it  would  be  in- 
advisable to  draw  general  inferences  from  personal 
sensations,  however  definite  and  constant  in  their 
recurrence,  especially  when  the  sensations  had  been 
chiefly  obtamed  from  an  individual  pulse.*  For 
graphic  purposes  the  tracing  has  been  doubled,  as 

*  It  is  right  to  state  that  the  same  sensations  were  looked  for  and 
obtained  from  the  pulses  of  other  subjects. 
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though  the  artery  were  felt  from  both  sides  instead 
of  from  one  surface  alone. 

(I)  The  earliest  sensation,  corresponding  to  the 
beginning  of  the  ivaiv,  is  a  little  indefinite  ;  but  the 
feeling  of  the  finger  being  lifted  grows  rapidly,  and 


The  aothor's  Urst  graphic  represeatation  of  the  normal 
palse,  felt  with  three  fingers.  P :  The  bead  of  the  wave 
moving  towards  the  head.  I  :  The  brief  eclipse  of  the  wave, 
immediately  after  the  ictus.  C  :  The  tail  of  the  wave,  «iem- 
ing  to  move  towards  the  heart. 

becomes  substantial.  The  wave  is  felt  by  the  fingers 
to  be  moving  onwards  the  periphery  P. 

(II)  The  next  phase  is  that  of  the  ictun.  There  are 
two  changes  perceived  at  this  stage  :  { I )  A  marked 
ina-ea^e  in  the.  folmne  of  the  artery.  This  increase  is 
sudden ;  its  amount  varies  with  the  pressure  which  is 
at  the  time  being  made  on  the  vessel.  (2)  The  ictus 
or  beat  almost  conveys  to  the  finger  the  idea  of  an 
explosion.  The  same  idea  is  rendered  by  the  old 
term  micatio  or  fulguratio ;  and  it  is  roughly  ex- 
pressed in  the  diagram  by  the  forked  arrows. 

Another  simile  expressing  the  feeling  perceived  is 
that  of  the  blow  dealt  with  the  heavy  long  hammer. 
That  part  of  the  wave  which  forms  a  prelude  to  the 
ictus  is  represented  by  the  hammersman's  heave 
immediately  preceding  the  blow. 

The  moment  of  the  heat  appears  too  short  for 
any  definite    estimate  of  direction.     The    impulse 
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seems  to  be,  so  to  speak,  stationary,  and  limited  to 
one  spot. 

(III)  After  the  ictus,  follows  a  brief  interruption ; 
or  rather  an  impression  that  the  wave  is  interrupted. 

(IV)  When  perceived  again,  beyond  the  interrup- 
tion, the  size,  the  strength,  and  the  distinctness  of 
the  wave  are  much  diminished.  It  may  even  be 
difficult  to  feel  the  wave  at  all. 

The  reduction  in  size  is  very  marked.  As  shown  in 
the  diagram,  the  return  of  tactile  sensation  may  be 
heralded  by  a  sudden,  but  feeble,  explosive  event, 
RUggesting  the  idea  of  a  faint  echo  of  the  ictus,  and,  at 
the  same  time,  the  volume  may  be  less  reduced  than 
it  is  immediately  afterwards.  The  remainder  of  the 
wave  gives  a  very  feeble  sensation,  though  one  very 
characteristic.  In  the  first  place  it  possesses  an  un- 
dulating surfoLce  which  gradually  falls  to  lower  and 
lower  levels,  until  it  is  lost  to  the  finger ;  and  in  the 
Hi^oond  place  its  direction  seems  to  be  centripetal.  The 
Bonsation  of  the  artery  slowly  emptying  its  contents 
in  an  upward  direction,  whilst  the  impression  of  the 
downward  rush  of  the  head  of  the  wave  still  occupies 
the  mind,  is,  after  the  ictus  itself,  the  most  remark- 
iihlo  among  the  feelings  perceived  with  three  fingers 
oil  the  pulse. 

Later  results,  whilst  in  great  measure  confirming 
tho  correctness  of  these  early  observations,  will  show 
tJuit  their  intorpretiition  was  at  fault.  The  impres- 
Hions  detailed  were  essentially  composite,  and  there- 
loro  not  faithful  representations  of  the  pulse- wave ; 
iMich  of  tho  three  fingers  receiving  successive  sensa- 
iiouH,  whilst  from  the  latter  a  single  image  was 
ovolvod. 


CHAPTER   III. 

lE'TACTILE   EXPLORATION   OF  THE'" 
PULSE-WAVE. 

The  Multiple  Impressions  reaching  the 
Finger. 

The  tactile  iinalysis  of  the  pulse  has  two  aspects : 
the  study  of  the  feelings  conveyed  to  the  finger— and 
the  study  of  the  changes  induced,  by  the  application 
of  the  finger,  in  the  artery  and  in  the  pulae-wave. 
As  far  as  they  will  admit  of  a  sepai'ate  consideration, 
we  purpose  to  deal  in  succession  with  these  two  lines 
of  inquiry ;  and  we  shall  begin  with  the  first. 

Although  the  sensations  of  a  single  finger  applied 
to  the  pulse  will  become  very  definite  when  they 
have  been  analysed  in  the  following  pages,  usually 
they  do  not  satisfy  the  observer :  he  proceeds  to  use 
two  or  more  fingers.  Yet  his  real  difficulty  lay  in 
the  variety  of  sensations  conveyed  even  to  one  finger. 
When  more  fingers  are  added,  there  is  a  growing 
complexity  of  impressions,  and  a  worse  confusion 
among  elements  which  should  be  kept  distinct.  Still 
there  is  satisfaction  in  the  consciousness  that  the 
pulse  is  now  "adequately  handled."  And  somehow 
from  this  mixture  of  sensations,  each  observer  learns 
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to  extract  his  owq  practical  estimate  of  the  individual  ] 
pulse,  easier  to  conceive  than  to  express. 


The  Oradnated  AppUoatlon  of  Pressure. 

Probably  the  most  important  differences  between  ] 
the  methods  personal  to  each  lie  in  the  management 
of  finger-pressure.     Such,  at  least,  is  tlie  impression 
gathered  when  one's  own  wrist   passes   through  \ 
succession  of  hands  for  examination. 

It  is  well  linown  that  the  sensation  of  the  tinge 


will  vary  with  the  amount  of  pressure  exerted  by  it ; 
but  there  is  still  wanting  a  systematic  analysis  of 
these  varying  sensations. 

Diagrams  may  add  clearness  to  the  differences 
under  consideration  ;  but  we  should  remember  that 
the  classification  of  finger- pressure  which  they  re- 
present is  arbitrary,  and  merely  subservient  to  the 
purposes  of  study. 

(l)  The  application  of  the  finger  may  be  so  gentle 
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as  to  leave  the  arterial  surface   unaltered  in  its 
<;urvature. 

(2)  As  light  depression  of  the  arterial  surface  by 
the  finger  is  the  next  step.     We  shall  suppose  that 

Fig.  14, 


Pressure  II:  Light  (J).     The  greater  part  of  the  wave 
travels  onwards  beyond  the  finger. 


Fig.  15. 


Pressure  III :  Moderate  or  intermediate  (}).    A  good  por* 
tion  of  the  wave  passes  on. 

the  diameter  of  the  artery  is  reduced  by  not  more 
than  one-fourth  at  this  stage. 

(3)  Additional  pressure  will  materially  lessen  the 
patency  of  the  vessel.  So  long  as  the  reduction, 
although  greater  than  one-fourth,  does  not  exceed 
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half  the  original  diameter,  we  shall  speak  of  the 
pressure  as  intei^mediate. 

(4)  Stronger  pressure  increases  the  obstruction,  so 
that  a  quarter  only  of  the  original  channel  remains. 
The  arterial  stream,  though  much  contracted,  con- 

Fig.  16. 


P^ressore  lY ;  Stronger  (}).      What  portion  of  the  wave 
may  pass,  escapes  recognition  bj  the  finger. 


Fig.  17. 


Pressure  Y ;  Strong.    The  arterial  lumen  is  obliterated. 

tinues  to  flow,  but  the  pulse- wave  is  so  much  reduced 
as  to  be  imperceptible,  in  the  majority  of  cases, 
beyond  the  finger. 

(5)  Henceforth  it  matters  little  how  much  pressure 
is  used.  The  object  being  complete  obliteration,  the 
observer  commonly  makes  sure  of  the  result  by 
employing  much  more  force  than  is  needed. 
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Since  they  will  frequently  be  referred  to  we  may 
conveniently  tabulate  the  pressures  as  follows  : 

Pressure    i  :   Very  light  (almost  o/simple  contact); 
Pressure  il :  Light  (about  i  diameter) ; 
Pressure  iii :  Moderate  (about  i  diameter); 
Pressure  iv  :  Sti-onger  (about  J  diameter) ; 
Presstire  v  ;  Strong  (complete  obliteration). 

One  of  our  main  objects  in  pulse- analysis  will  be 
to  use  separately  each  degree  of  pressure,  and  atten- 
tively to  watch  its  effects. 

The  TaoUle  Svents  In  the  False-Wave. 

The  sphygmograph  has  greatly  advanced  tactile 
analysis  by  showing  us  what  to  observe.  We  have 
learnt  to  feel,  and,  in  suitable  cases,  even  to  see, 
almost  the  entire  pulse-wave ;  and  we  can  now  give 
a  more  detailed  answer  to  the  question,  "What  is 
the  pulse  ?  " 

Something  more  than  a  beat  and  a  pause  can  be 
made  out  in  any  healthy  pulse.  The  general  feeling 
obtained  when  one  finger  is  applied  to  the  pulse  is 
one  of  upheaval ;  but,  with  due  attention,  this  feeling 
will  be  felt  to  resolve  itself  into  three  phases  '■  (\)  a 
rise;  (2)  -:(  bent  or  ict^is;  and  (3)  tt  recession. 

(1)  The  vine  is  of  short  duration,  but  definitely 
perceptible  as  an  event.  The  finger  seems  to  be 
rapidly,  yet  gradually,  lifted  from  a  dead  level,  as 
though  a  wedge  had  been  quickly  slipped  under  it. 
If  two  fingers  be  used  side  by  side,  the  rise  will  be 
much  more  appreciable. 

(2)  TJie  Ictus. — This  is   tlie  central    and    most 
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tangible  event  in  the  pulsation.  Indeed,  it  is  gene- 
rally the  only  phase  described ;  and  it  is  probably 
the  only  one  perceived  by  most.  Its  onset  is  so 
sudden,  it  works  up  so  quickly  to  an  acme,  after 
which  it  so  instantly  vanishes,  that  the  old  name 
micatio  or  fulguration  is  strictly  appropriate.  We 
are  reminded  of  the  explosion  of  a  rocket  which  fills 
the  air  for  a  brief  period  and  is  gone ;  something  so 

real  whilst  it  lasted,  which  is  no  less  startling  in  its 
disappearance :  we  are  left  in  suspense,  and  as  it 
were  in  touch  with  nothing.  The  word  ictus  or  blow 
oonveys  some  of  this  meaning.  So  thoroughly  does 
this  event  dwarf  the  rest  that  nothing  may  be  felt 
beyond  a  series  of  recurring  ictus;  and,  among 
writers  on  the  pulse,  there  are  some  besides  Floyer  * 
who  have  found  nothing  else  to  describe. 

(3)  The  recession,  subsidence^  or  tailing  off  of  the 
pulse. — In  reality  the  task  of  the  finger  is  not  at  an 
end :  there  is  more  to  feel,  but  this  has  to  be  sought  at 
a  lower  level.  The  abruptness  of  the  ictus  tends  to 
leave  the  finger  expectant  at  the  height  of  the  wave  ; 
meanwhile,  however,  the  pulse  is  running  through 
its  stages  below.  The  finger  should  drop  at  once 
with  the  falling  wave,  and  the  artery  will  then  be 
kept  within  touch  almost  without  a  break.  Thus 
the  third  event  is  isolated  from  the  ictus  by  its 
lower  level  rather  than  by  any  interval  of  time. 
This  phase  is  much  less  momentary  than  the  others, 
and  does  not  so  swiftly  elude  us.  The  feeling  is  one 
of  progressive,  and,  as  it  were,  silent  constriction. 
The  artery  seems  in  the  act  of  winding  itself  up,  or 

♦  Cf.  p.  3. 
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oF  being  tightened  by  brief  instalments,  and  thus, 
with  gradually  diminished  size,  It  ultimately  fades 
away.  This  process  occupies  nearly  the  whole  in- 
terval up  to  the  subsequent  beat. 

Among  the  undulations  which  vary  this  decline 
there  is  one  perceptibly  larger  than  the  othei-s. 
This  is  the  durotic  naiY,  the  habitual  presence  of 
which  was  not  suspected  until  shown  by  the  spliyg- 
mograph,  but  which,  in  its  exaggerated  form  in  the 
so-called  "dicrotic  pulse,"  has  long  been  familiar  to 
physicians. 


The  TTpstroke  of  the  Pulse. 

We  can  afford  to  postpone,  as  not  essential  to  our 
present  purpose,  any  further  study  of  the  events  in 
the  fall  of  the  pulse-wave ;  but,  since  absolute  pre- 
cision as  to  the  events  corresponding  to  each  of  our 
sensations  is  indispensable,  there  is  yet  something 
to  add  to  our  description  of  the  first  period  or 
upstroke. 

Just  as  "the  pulse" — and  "the  beat"  of  the  pulse  or 
ictus — are  not  synonymous  terms  or  identical  objects, 
two  very  distinct  tactile  events  are  comprised  under 
the  "upstroke"  properly  so  called.  The  onset  of  the 
wave  and  the  rise  of  the  wave  must  be  kept  separate 
in  the  mind  and,  if  possible— though  this  is  difficult — 
in  the  sensations  of  the  finger. 

Here  again  we  acknowledge  our  Indebtedness  to 
the  sphygmograph  for  the  lead  given  to  our  tactile 
method.  In  the  pulse  tracing  these  two  events  are 
seen  in  the  clearest  light.  But  under  the  finger  the 
onset  is  so  gradual  and  the  rise  is  so  short  that  great 
attention  is  retjuired  to  differentiate  them  from  the 
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ictus.  They  are  least  difficult  to  perceive  with  three 
fiQger  tips  joined  together ;  or  when  the  thumb  is 
laid  flat  along  the  radial  artery  with  its  tip  towards 
the  elbow.  In  moderately  slow  pulses  the  rise  is 
often  visible. 

The  rise  of  the  wave  can  hardly  be  mistaken  for 
anything  else  when  attention  is  fully  directed  to  it. 
But  in  comparative  observations  on  the  time  of  the 
pulse  at  diflerent  sites  much  care  is  needed  to  avoid 
a  mistake. 

The  onset  of  the  wave  is  more  apt  to  escape  obser- 
vation than  to  misguide  it.  Nevertheless  there  are 
methods  of  palpation  which  render  it  apparent,  and 
expose  us  to  the  risk  of  confounding  it  with  the  ictus 
(see  p.  305). 

In  conclusion,  a  full  analysis  of  the  tactile  events 
should  enable  us  to  distinguish  five  phases  in  the 
pulse: 

I.   The  rapid  upstroke,  comprising  the  onset 

of  the  ivave,  and 
II.  The  rise  of  the  wave ; 
IIL  Tfie  ictus ; 

IV.  The  slow  subsidence,  subdivided  into  two 

portions  by 

V.  Tlie  dicrotic  event. 


The  Anastomotic  Pulse. 

We  may  take  it  for  granted  that  the  strong  pres- 
sure of  a  finger  can,  with  rare  exceptions,  flatten  the 
radial  artery.  Let  obliterating  pressure  of  this  kind 
be  applied  by  the  finger  Cfa  short  distance  up  the 
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wrist.  If  another  finger,  Dt\  be  now  lightly  applied 
to  the  same  artery  a  little  nearer  the  hand,  a  pulsa- 
tion may  still  be  felt  at  Df  in  some  cases.  The 
pulse-wave  has  been  conveyed  to  the  distal  portion 
of  the  obliterated  artery  by  some  collateral  channel. 
The  pulse  felt  at  Df  is  an  fimistowotic  pulse,  and 
for  reasons  elsewhere  to  be  explained  this  terra  is  to 
be  preferred  to  that  of  reflux  pulsation,  which,  how- 
ever, accurately  describes  the  direction  of  the  wave. 
The  accompanying  illustration,  which  I  owe  to  the 


kindness  of  Dr.  Douglas  Powell  {see  Med.  Soc.  Tranis., 
vol.  xiv.),  will  make  it  plain  that  the  length  of  artery 
included  between  the  two  fingera  will  become  pulse- 
less if  not  only  Cf,  but  Z'/'also,  be  so  firmly  pressed 
down  as  to  flatten  the  underlying  vessel.  Both  the 
direct  and  the  anastomotic  pulse  will  then  have  been 
arrested,  and  a  third  fiuger,  ^ff,  may  be  used  to 
verify  the  fact. 

In  many  cases,  however,  the  pulse-wave  is  not 
transmitted  by  anastomosis ;  and  the  third  finger 
will  be  unable  to  detect  any  pulsation,  even  though 
Dfhe  but  lightly  applied. 
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A  thini  finger  is  really  Buperfluous.  With  a  little 
attention  the  finger  D/wUl,  if  firmly  applied,  be  able 
to  recognise  not  only  the  occurrence  of  pulsation  on 
its  distal  side,  but  also  the  absence  of  any  pulsation 
on  its  proximal  side.  This  is  a  first  achievement  in 
tactile  analysis :  the  finger  is  found  to  be  capable  of 
identifying  pulsation  as  occurring  exclusively  on  its 
distal  side. 

We  might,  however,  go  a  step  farther.     Of  might 


Z""^^^^ 


The  dlraet  and  the  anastoinotic  pnlse,  on  opporite  ddei  ot 
the  blocking  finger. 

conceivably  be  made  to  do  ofiice  for  all  three  fingers. 
Thus,  if  no  anastomotic  pulse  should  exist,  being 
applied  with  full  pressure,  it  would  feel  pulsation 
only  on  the  side  nearest  the  heart.  If,  on  the  con- 
trary, a  pulsation  should  also  be  experienced  on  its 
wrist  side,  this  could  only  be  due  to  the  anastomotic 
pulse-wave.  A  single  finger  would  thus  be  perform- 
ing a  threefold  office  :  that  of  feeling  the  direct  puke- 
wave,  that  of  stopping  its  direct  progress,  and  that 
of  testing  for  its  having  been  transmitted  or  not 
transmitted  along  the  palmar  circuit  in  an  ascending 
direction. 
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The  anastomotic  pulse  is  more  often  present  in 
the  adult  than  in  the  young.  In  the  latter  its 
absence  may  be  looked  upon  as  the  sign  of  a  neatly 
balanced  peripheral  circulation  *  We  shall  not  be 
astonished,  therefore,  if  the  anastomotic  pulse  should 
disappear  and  reappear  on  successive  days,  or  even 
in  the  course  of  one  day,  in  the  same  individual  in 
connection  with  variations  in  the  state  of  the  circu- 
lation. 

The  analytical  study  of  the  anastomotic  pulse  will 
have  to  be  postponed  until  some  account  has  been 
given  of  the  ordinary  pulse. 

*  An  habitual  and  strong  anastomotic  pulsation  at  the  wrist  is  in  some 
subjects  an  idiosyncrasy  dne  to  unusual  size  of  the  Snperficialis  Volse 
artery. 


CHAPTER   IV. 

THE  ICTUS. 

The  Anthor*8  Barly  Observations  on 

the  Ictus. 

A  BRIEF  reference  to  the  earlier  steps  in  pulse 
analysis,  and  to  their  attendant  doubts  and  difficul- 
ties, may  be  practically  useful  as  an  introduction  to 
the  present  inquiry.  Being  the  central  and  most 
sharply  defined  tactile  event  in  the  pulse,  the  ictus 
presented  itself  as  the  first  object  for  study ;  and 
throughout  our  investigation  it  will  retain  a  promi- 
nent position,  not  only  on  its  own  account,  but  as 
greatly  assisting  the  study  of  other  events. 

Tbe  Xiooallsation  of  the  Zotus  under  tbe  Fingrer. 

When  two  or  three  fingers  were  applied  side  by 
side  to  the  pulse,  it  was  noticed  that  one  of  them 
appeared  more  specially  to  feel  the  ictus,  as  though 
the  latter  were  a  local  not  a  general  event.  In  har- 
mony with  this  idea  was  the  fact  that,  in  certain 
positions,  a  distinct  ictus  could  be  seen,  for  instance 
the  locomotor  ictus  at  the  wrist;  at  others,  none. 
Yet  it  seemed  impossible  to   conceive  the  normal 
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pulse  to  be  otherwise  than  homogeneous  and  equal 
to  itself,  at  least  within  the  space  of  a  few  inches. 
Most  of  the  observations  being  made  at  the  wrist, 


Fig.  20. 


Cf 


<»• 


The  beat  is  felt  under  the  distal  finger,  nearest  the  hand — 
the  usual  observation. 

it  was  found  that  the  ictus  almost  invariably  seemed 
to  strike  the  finger  nearest  the  hand.  This  circum- 
stance, as  can  now  be  shown,  was  the  result  of  the 

Fig.  21. 


The  beat  is  felt  under  the  proximal  finger,  nearest  the  heart 
— the  less  nsual  observation. 

special  variety  of  pressure  then  employed  (see  Fig.  20) ; 
an  explanation  which  receives  collateral  proof  from 
the  opposite  experience  (see  Fig.  21)  recorded  by 
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Sir  William  Broadbent  (loc.  cit.  p.  46) :  "  The  indi- 
vidual pulse- waves  reach  the  finger  nearest  the  heart 
with  a  definite  stroke." 

Was  this  singular  localisation  at  the  most  unlikely 
spot  related  to  the  finger,  or  to  the  artery  ? 

The  peculiar  way  in  which  the  radial  artery  rises 
from  a  hollow  to  the  transverse  ridge  at  the  base  of 
the  styloid  process,  suggested,  as  a  probable  cause, 
this  local  prominence  of  the  vessel ;  but  no  change 
was  obtained  on  moving  the  fingers  up  to  the  hollow 
part  of  the  wrist. 

The  alternative  explanation,  based  upon  an  assumed 
difference  in  the  sensitiveness  of  the  fingers,  was 
easily  disposed  of  by  applying  the  same  fingers  fi'om 
the  opposite  side  of  the  patient's  wrist.  The  ictus 
was  now  felt  in  the  same  position,  but  by  the  oppo- 
site finger. 

The  Ubiquitous  Nature  of  the  Zctua. 

Meanwhile  evidence  was  gained  that  the  ictus 
could  be  felt  anywhere  and  everywhere  in  all 
accessible  arteries. 

Wheresoever  the  finger  was  placed  on  a  pulsating 
artery,  the  ictus  was  felt,  even  in  situations  where  it 
was  not  visible,  as  it  is  at  the  wrist.  This  pointed 
to  its  being  not  a  local  but  a  general  event,  not 
bound  up  with  any  local  anatomical  peculiarity  of 
the  artery.  Its  independence  from  extra-arterial 
influences  seemed  clearly  established  by  the  observa- 
tion that  in  all  arteries  it  could  be  felt  on  the 
lightest  application  of  one  finger. 

On  the  other  hand,  whenever  two  or  three  fingers 
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were  applied  in  the  usual  way,  the  same  distal  per- 
ception of  the  ictus  was  noted. 

A  conclusion  was  gradaallv  approached  that  the 
application  of  the  fingers  in  some  way  had  the  effect 
of  modifying  the  ictus,  and  that  the  sensation  in 
4)uestion  was  in  great  part  manttj'act'my.l.  To 
l)r.  Tucker  "Wise  I  was  Indebted  for  a  su^estion 
that  hydraulic  pressure  was  probably  at  the  root  of 
the  matter ;  and  that,  l>eyond  the  part  narrowed  by 
the  finger,  the  pressure  would  be  multiplied  by  the 
difference  between  the  two  sectional  areas.  We  shall 
perceive  by-and-by  that  this  theory  does  not  entirely 
solve  the  question. 


Tbe  TOTlable  Kelatlon  of  tb«  Zctnfl  to  the  Tiagen, 
Its  Bepondcnce  on  Pressnrv. 

The  problem  assumed  further  complication  when 
it  was  realised  that,  although  the  distally  localised 
sensation  could  always  be  called  forth,  still  the  ictus 
was  also  felt  at  times,  and  as  it  were  accidentally,  by 
the  proximal  or  by  the  intermediate  finger,  whilst 
the  usual  localisation  was  being  felt  for.  In  short, 
the  localisation  under  the  finger  was  a  variable  one, 
and  to  a  certain  extent  could  be  varied  at  will.  The 
following  experiments  gradually  brought  to  light  an 
intimate  connection  between  the  site  of  the  ictus  and 
the  amount  and  mode  of  application  of  the  pressure 
made  by  the  fingers.  But  the  full  explanation  of  the 
phenomena  was  not  obtained  until  the  valuable  work 
of  von  Kries  and  that  of  von  Frey  supplied  the  key 
to  them. 
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The  Iiocalisatlon  of  the  lotus. 

Expfvlnwht  I. 
If  two  lingers  Cf  and  Df  be  applied  to  the  wrist 
with  a  short  interspace  {A-J  inch),  and  with  the  same  ■ 
pressure,  they  will  not  both  feel  the  ictus  in  the 
Indeed  the  ictus  will  seem  to  centre 


FrcBEiire  U  applied^b;  both  tiogeis  ;  the  ictus  Is  Felt  by  the 
duttl  liDger. 

in  one  of  them  ;  and  H  pressior-  ii  be  employed  by  ' 
both  fingers,  the  distal  finger  DJ"  will  be  the  one  I 
invariably  impressed.     (See  Fig,  22.) 


Expc 
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On  the  other  hand,  if  Df  be  lifted,  Cf  will  feel  the 
ictus.  (See  Fig.  23.)  But  as  soon  as  DfvA  re-applied, 
the  ictus  will  again  be  felt  by  that  finger. 

Experiment  iii. 
We  have  assumed  that  the  pressure  of  the  fingers 

Fig,  24. 


IctuB  felt  by  Cf,  oecaose  pressure  iii  is  applied  by  Cf. 

was  equal   and  moderate.      Let  us  now  vary  the 
degree  of  pressure  from  i  to  iii,  and  alternate  its 
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The  pressure  transferred  to  />/— acd,  with  it,  the  ictos. 

application  at  Df  and  Cf  respectively.  Whenever 
the  stronger  pressure  is  made  by  Cf  the  ictus  will  be 
felt  by  that  finger.     (See  Fig.  24.) 
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Should  Df  once  more  exert  the  chief  pressure  the 
ictus  will  return  to  Df.    (See  Fig.  25). 

We  conclude  from  these  experiments  that  the 
pressure  of  the  finger  in  some  way  influences  the 
localisation  or  the  perception  of  the  ictus.  As  to  the 
mechanism  of  the  ictus,  and  as  to  its  cause,  they 
do  not  aflEbrd  any  direct  clue.  The  explanation  is 
not  easily  given  at  this  stage,  but  will  evolve  itself 
gradually  from  the  sequel. 


CHAPTER  V. 

THE  FUNDAMENTAL  PRESSURE  EXPERL 
MENTS,  CONDUCTED  "WITH  A  SINGLE 
FINGER 

We  shall  now  deal  with  the  impressions  received  by 
u  single  Jinijer,  when  applied  to  the  pulse  in  succession 
with  each  of  the  degrees  of  pressm-e  which  have  been 
described  (see  p.  96).  The  examinations  should 
be  practised  on  a  Iwalthi/  pulse,  of  good  civeragc 
strength,  a.nd  J'ree  from  any  anastomotic  pulsation. 

Perhaps  the  most  convenient  finger  to  use  singly 
is  the  index.  Any  other  finger  may,  however, 
answer  as  well :  and  it  may  be  advisable  to  repeat 
doubtful  observations  with  a  different  finger. 

A.  Experiment  iv. 

Ontjiiiger  applied  with  the  lighteM  degree  of 
pressure  (i). 

If  the  finger  be  held  so  lightly  over  the  pulsating 
surface  as  to  foncli  nnthout  prfs^tng,  the  sensation 
■will  be  delicate,  and  it  will  be  perceived  at  the  small 
surface  of  the  finger  then  in  contact — that  is  (sup- 
posing the  finger  to  have  been  applied  on  end,  and 
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the  hand  in   the  usual  position)  at  the  terminal, 
median,  or  axial  point  of  the  convexity  of  tbe  pulp. 


Pressure  i  :  The  iotas  is  felt  mzially. 

B.  Eocperiment  v. 

One  finger  applied  with  light  pressure  (ii). 

If  now,  from  the  point  of  mere  contact,  the  pressure 
be  very  carefully  increased,  at  some  stage  or  other 
within  the  range  of  the  light  pressures,  a  marked 
change  will  occur  in  the  sensations  of  the  finger. 
The  beat  of  the  pulse  ceases  to  be  felt  as  a  strictly 
axial  event.  The  sensation  has  definitely  shifted 
laterally;  and  the  extent  to  which  it  may  have 
approached  the  phalangeal  border  will  depend  on 
the  extent  to  which  the  finger  may  have  needed  to 
be  sunk  into  the  tissues  of  the  wrist. 

This  change  occurs  without  distinction  in  all 
pulses.  But  here,  as  in  the  following  observations 
also,  cases  will  diifer  as  to  the  amount  of  pressure 
required ;  some  calling  for  more,  others  for  less  in- 
crease of  pressure  for  each  change. 

As  indicated  in  the  figures,  with  each  pulsation 
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the  artery  will  appear  to  rise  towards  the  finger. 
This  will  be  the  only  marked  sensation  obtained. 
In  some  cases  it  will  be  just  possible  to  notice  the 
receding  of  the  artery  from  the  finger.  Sometimes 
it  may  also  be  realised  that  the  beat  or  ictus  is  pre- 
ceded by  the  swell  of  the  wave. 

The  ictus  itself  has  the  suddenness  of  a  shot  arrow, 
but  none  of  its  sharpness.     It  may  be  slightly  felt  in 


PreMure  il :  The  Ictus  moves  to  the  diatal  finger  border. 
N.B.  The  shaded  arrow-head  ideotiries  the  direction  of  the 
ictus  «s  felt.  .1  diiiMaite  black  arrow-hea-'i  is  placed,  as  in 
■ubsegnent  dia^ams.  above  the  artery,  for  ci 


aveolence. 


the  axis  of  the  finger,  but  will  be  most  strongly  felt 
laterally,  as  shown  in  the  diagram. 

The  diagram  purposely  indicates  a  pressure  suffi- 
cient to  bring  the  end  of  the  phalangeal  border  into 
contact  with  the  artery. 

The  side  to  which  the  sensation  invariably  shifts 
is  not,  as  might  have  been  expected,  the  proximal, 
■C  (or  central),  but  the  diatal  skfe,  D.  This  circum- 
stance, which  greatly  exercised  the  writer  for  some 
time  after  hia  first  noticing  it,  is  capable  of  explana- 
tion, and  this  will  be  given  at  another  place  (^ee 
part  v.  p.  298). 
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A  first  attempt  may  not  always  succeed ;  and  in 
case  of  failure,  the  observer  would  do  well  to  try 
again  with  a  larger  pulse.  It  might,  however,  suflSce 
to  use  the  middle  finger  if  the  index  should  fail ;  or 
whilst  continuing  the  attempt  with  the  index,  to 
approach  the  pulse  from  the  ulnar  instead  of  the 
mdial  side.  We  should  not  forget,  however,  that 
the  prehensile  function  of  .the  radial  border  of  the 
index  noticeably  detracts  from  its  tactile  sensitive- 
ness. 

Fig.  28. 


The  sensation  of  ictns  (ander  D)  preceded  by  that  of  the 
onset  of  the  wave  (under  C). 

In  addition  to  the  ictus  which  is  felt  on  the  distal 
side,  as  stated  above,  it  is  easy  to  feel,  preceding  the 
ictus,  the  advent  of  the  wave  and  its  rise.  The  fact 
that  they  are  perceived  keenly  by  the  axial  portion 
of  the  finger  pulp,  and  indeed  by  the  whole  pulp 
surface  applied  to  the  artery,  although  less  dis- 
tinctly at  the  proximal  border,  renders  it  the  more 
striking  that  the  ictus  should  be  felt  at  the  distal 
border  only  of  the  phalanx. 

The  sensations  due  to  the  wave  explain  the  diffi- 
culty experienced  by  some  observers  at  their  first 
trial :  the  onset  of  the  wave  possessing  some  a^brupt- 
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ness  may  simiila.te  the  ictus  and  rather  impede  the 
separate  appreciation  of  the  latter. 

Any  suspicion  that  the  sensations  described  in 
connection  with  this  experiment  are  merely  subjec- 
tive is  readily  set  aside.  Check  experiments  will  be 
described  on  page  125,  which  contirm  the  observa- 
tions detailed  above. 

Again,  when  the  pulse  under  observation  is  a 
strong  one,  the  finger  may  be  seen  to  be  lifted  at 


IlluBtrating  the  oblique  movement  imparted  to  the  Hnger 
b;  a  BtroQg  Uteral  ictus.  The  diiigram  represents  the  fiuger 
posted  Id  the  op  posits  direction  (cectrifugal}  to  that  des- 
cribed Id  the  text. 

each  beat,  not  vertically,  but  somewhat  obliquely — 
in  this  case  in  a  centripetal  direction,  though  the 
diagram  shows  the  opposite. 


C.  Ex]}eriment  vi. 

Ow  fiiiffc.)-  applied  with  moderatv  pressure  (Hi). 

Here  again  the  requisite  amount  of  pressure  cannot 
be  predicted,  but  we  have  to  be  guided  entirely  by 
the  result  This  stage  of  the  analysis,  corresponding 
to  a  very  short  range  In  the  scale  of  pressures,  is 
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rather  apt  to  be  overlooked.  On  increasing  very 
slightly  the  previous  pressure,  the  sensation  of  pulse 
again  shifts  its  locality.  It  leaves  the  side  of  the 
phalanx  and  returns  to  the  central  part  of  the  pulse. 
The  finger  end  now  presents  a  wider  surface  of  arterial 
contact  than  heretofore,  owing  to  its  deeper  descent 
into  the  tissues.  Along  the  whole  of  this  surface 
the  ictus  is  felt,  instead  of  in  the  axial  portion  alone 
(as  in  Experiment  A).  For  the  reason  just  stated, 
the  feeling  spreads  to  a  small  part  of  the  phalan- 


FlO.  30. 


Pressure  iii :  The  ictus  is  felt  aziallj,  as  in  Experiment  A ; 
but  oyer  a  wider  surface.  The  onset  of  the  wave  is  fignred 
by  the  arrow  (under  C). 


geal  bordera  At  a  given  proportion  of  pressure,  and 
only  then,  this  form  of  reaction  will  be  at  its  acme 
(Fig.  31),  and  the  sensation  of  ictus  will  extend 
evenly  under  the  finger-tip  and  to  both  its  sides, 
without,  however,  rising  so  high  up  the  finger  border, 
as  the  ictus  in  the  previous  experiment. 

In  addition  to  the  ictus,  the  finger  at  this  stage 
obtains  a  very  good  palpation  of  the  pulse-wave, 
not  only  during  its  rise,  but  to  some  extent  also 
during  its  fall. 
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111  connection  with  the  feeling  of  wave,  it  is  to  be 
noted  that  at  the  acme  of  this  reaction  the  direction 
of  the  wave  cannot  be  clearly  determined  by  the 
finger.  With  more  or  with  less  pressure  a  direction 
will  be  recognised ;  the  sensation  being,  in  the  one 
case,  centripetal — in  the  other  centrifugal. 

This  pressure  might  be  deemed,  at  tirst  thought, 
that  of  election  for  feeling  the  pulse,  and,  of  all 
others,  the  clinically  useful  one.  Owing,  however,  to 
the  difficulty  of  finding  the  exact  degree  of  pressure 


Showing  extensive  range  of  eensulion  of  icln?,  under  the 
same  preMore.  (The  later  wave -sen  saUooa  are  not  re&dll/ 
depicted.) 


corresponding  to  the  perfect  equilibrium  of  sensation, 
which  has  been  described,  this  is  not  the  case. 
Moreover,  the  amount  of  information  to  be  gained  is 
not  to   be    measured    by  mere    ^nnmetry  of   the 


Enough  has  been  said  of  the  fugitive  nature  of 
this  reaction  to  explain  hoM-  it  may  chance  to  be 
missed  altogether,  where  the  pressure  is  increased 
without  sufficient  care,  or  where  other  circumstances 
are  unfavourable.     Then  the  sensation  of  ictus  would 
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appear  to  undergo  sudden  transference  from  the 
distal  to  the  proximal  side  of  the  finger. 


D.  Experiment  vii. 

One  finger  applied  with  stronger  pressure  (iv). 

With  slowly  increasing  pressure  the  sensations  lose 
more  and  more  their  previously  symmetrical  character, 
and  tend  to  become  limited  to  the  proximal  half  of  the 
under  surface  of  the  pulp.    This  exact  distribution  is, 

Fig.  32. 


Pressure  iv:  The  ictus  migrates  to  the  proximal  finger 
border,  striking  in  the  direction  shown  by  the  shaded  arrow- 
head. N.B.  The  black  arrow-head  is  a  dnplicate  of  the  latter. 
The  thin  arrow  indicates  the  onset  of  the  wave. 

however,  very  difficult  to  bring  about,  owing  to  its 
very  short  range.  Usually,  with  some  suddenness, 
the  ictus  ceases  to  be  prominently  felt  by  the  flat 
of  the  finger-pulp,  and  it  makes  its  appearance  at 
the  proximal  phalangeal  harder,  in  a  situation 
exactly  symmetrical  with  that  it  previously  occupied 
(in  Experiment  jB)  at  the  distal  border. 

This  is  the  final  position  attained  by  the  ictus. 
The  pressure  may  be  increased  gradually  without 
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displacing  the  latter  from  the  proximal  border.  But 
as  the  tinger  sinks  more  deeply  into  the  soft  parts, 
the  ictus  will  ascend  to  a  higher  level  along  its  side, 
whilst  sensation  may  be  blunted  or  lost  over  corre- 
sponding portions  of  the  extremity  of  the  phalangeal 
border. 

It  is  a  peculiarity  of  this  reaction  that  the  7vair  is 
not  felt  by  the  finger.  At  most  the  sharp  onset  of 
the  wave  may  be  distinguished  as  a  beat  imme- 
diately preceding  that  of  the  ictus.     The  significance 


The  head  of  the  pulaa-wave  may  be  felt  (Chin  nrrow)  strik- 
ing ihe  fioger ;  but  the  bodj  of  the  wave  is  Dot  perceived 
with  thie  degree  of  pressnre. 


of  this  double  beat  will  be  discussed  in  due  place 
(see  Part  V.  p.  305).  The  wave  in  its  continuity 
ceases  to  be  perceived. 

It  is  also  distinctive  of  this  reaction  that  any 
degree  of  pressure  may  be  added  in  excess  of  that 
requisite  for  its  production,  without  inducing  any 
further  change  in  the  localisation,  though  the 
strength  of  the  impression  will  be  modified.  The 
force  of  impact  will  vary  according  to  the  strength  of 
the  pulse,  but  it  will  remain,  comparatively  speaking, 
considerable,  so  long  as  the  pressure  of  the  finger  is 
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not  excessive.  With  very  great  pressures  less  and 
less  of  the  ictus  will  be  perceived,  until  the  sensation 
in  some  cases  almost  vanishes,  or  is  reduced  to 
diminutive  proportions. 

Practically  speaking,  the  setting-in  of  the  ictus  at 
the  proximal  side  of  the  finger  marks  the  moment 
when  the  wave  ceases  to  be  transmitted  beyond  the 
latter.  The  artery  may  not  be  absolutely  flattened 
yet ;  for  this  a  very  slight  additional  pressure  will 

Fig.  34. 


Pressure  y  (forcible) :  Partial  or  complete  loss  of  the  per- 
ception of  ictus. 

suffice.  This  experiment  may  therefore  be  said  to 
include  the  obliteration  of  the  artery  (fifth  degree  of 
pressure). 

The  vanishing,  under  forcible   pressures,  of  the 
ictus  (in  some  instances)  will  be  explained  later  on. 


Tactile  Analysis  best  begun  with 
■xperiment  D. 

In  the  long  continuance  of  this  final  reaction 
through  an  extensive  range  of  pressures,  we  possess 
a  ready  means   of  making  sure  of  obtaining  the 
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results  described.  For  this  reason  it  is  advisable,  at 
least  for  the  untrained,  to  begin  with  this  experi- 
ment fpressuix'  ic).  The  existence  of  the  proximal 
ictus  being  once  recognised,  the  other  stages  of  the 
analysis  will  be  more  readily  mastered. 

If  during  the  performance  of  this  experiment  the 
heat  of  the  Radialis  Indicis  be  kept  under  ocular 
observation,  its  pulsation  will  be  noticed  to  become 
fainter,  whilst  increasing  pressure  is  made  on  the 
radial  artery.  At  the  exact  moment  when  the  ictus 
is  felt  at  the  proximal  side  of  the  finger,  the  pulsa- 
tion will  cease  to  be  visible. 

N.B. — Should  an  anastomotic  pulse  exist,  this  will 
very  soon  restore  some  pulsation  in  the  Radialis 
Indicis,  but  of  a  ditt'erent  type  from  that  which 
obtained  up  to  that  time.  The  peculiarities  of  the 
fresh  pulsation  will  be  further  described  in  connec- 
tion with  the  anastomotic  pulse  {see  p.  169). 

Brief  Berltw  of  the  BesnltB  Utbarto  Obtained. 

Experiment  A  :  Very  light  pressure  (i),  hardly 
exceeding  that  of  simple  contact,  is  made  on  the 
artery.  The  sensation  of  ictus  is  limited  to  the 
extremity  of  the  pulp  applied  to  the  vessel.  Some- 
thing of  the  puLse  wave  may  also  be  felt. 

E.rperii)ient  B  :  Slightly  increased  pressure  (li)  will 
cause  the  ictus  to  be  felt  at  the  distal  phalangeal 
border.  The  progress  of  the  wave  will  now  be  more 
plainly  felt  under  the  pulp  of  the  finger. 

E.rperinufitt  C:  With  care,  further  pressure  (Hi) 
will  cause  the  ictus  to  be  felt  under  the  centre  of  the 
pulp,  and    less  plainly    at    the  extreme  phalangeal 
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borders.  Whilst  the  wave  is  felt  over  the  whole  surface 
of  contact,  its  direction  is  not  clearly  perceived. 

The  third  degree  of  pressure  thus  restores  the 
ictus  to  the  median  situation.  We  shall  see  by-and- 
by  that  this  intermediate  pressure  is  often  accom- 
panied with  thrill. 

Experiment  D :  Stronger  pressure  (ii"!)  entirely 
deprives  the  flat  of  the  pulp  of  the  feeling  of  pulse- 
wave  and  of  the  sensation  of  ictus,  which  is  now 
exclusively  perceived  at  the  proximal  phalangeal 
border — preceded  only  by  an  exceedingly  brief  im- 
pact of  the  pulse- wave. 

These  four  fundamental  observations  are  the  basis 
of  all  further  pulse  analysis,  and  in  that  connection 
they  need  to  be  thoroughly  understood  and  verified 
by  the  reader. 

All  the  sensations  which  have  been  described  are 
more  or.  less  plainly  called  forth  in  any  ordinary 
palpation  of  the  pulse,  but  the  proportion  in  which 
they  are  blended  is  inconstant,  and  the  resulting 
composite  sensation  must  vary  with  each  observer. 
So  long  as  they  fail  to  be  isolated,  clear  deductions 
must  faQ  to  be  drawn  from  each  of  them  ;  it  is  most 
unlikely  that  a  distinction  will  be  made  between  the 
wave  and  the  ictus  ;  and  the  localisation  of  the  ictus 
will,  of  course,  escape  recognition.  Any  definite 
conclusion  that  might  be  framed  would  remain  of 
an  elementary  order,  and  would  chiefly  relate  to  the 
general  characters  of  suddenness,  short  duration,  and 
predominant  upheaving  action  peculiar  to  the  pulse 
beat.  This  is  precisely  the  kind  of  description  given 
by  the  earliest  authors  under  the  name  "  micatio," 
and  still  current  among  us. 
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Check  Experiments  with  the  Help  of  a  Test- 
Finger  applied  below  the  Fressiire-Flnger. 

The  same  series  of  observations  fihould  be  repeated 
with  the  additional  help  of  Df,  a  finger  from  the 
other  hand,  very  lightly  applied  to  the  wrist  nearer 
the  hand.  This  arrangement  has  the  advantage  of 
supplying  information  as  to  the  existence  or  absence 
in  the  subject  of  any  anastomotic  pulse.  We  will 
suppose  for  the  present  that  there  existed  none.  It 
should  be  stated  that  the  finger  Df,  applied  lightly 
as  a  testing  finger,  will  not  in  any  way  modify  the 
results,  which  C^'will  continue  to  feel. 

ErjH'riment  vrii. 

So  long  as  C/" exerts  light  preesiire  only,  the  pulse 
16  perceived  at  D/rs  before. 
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Presinre  i :  />/8s  te^t-fingcr  feels  llie  ictus,  aa  does  tj". 

E.rperim 

•nt 

IX. 

Moderate  pressures  at  Q/'will  not  materially  alter 
the  conditions  in  respect  of  Df.     With  pressure  ii. 


txn  -nP  adll  be  §^  at  IJtf. 


-     ^ 


. '  *  * ! 


a:   JW  mSU. 


Deeper  preasare  will  (the  anasUMiiodc 
absent)  pat  an  end  to  all  poke 
Nothing  will  be  felt  beyond  Cj\ 

Fig.  57. 


pulse  being 
at  D/. 


PreMore  !▼ :  X/ loses  all  seiuatioii  of  ictus  and  of  pulse-wave. 

It  is  well  to  entrust  to  the  finger  of  another 
observer  the  testing  for  the  absence  of  pulsation. 
This  is  a  safer  means  of  confirming  the  oflen-repeated 
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observation  that  the  'moment  of  ike  appearance  of  an 
ictiis  at  the  proximal  phalangeal  boi'der  is  also  tlie 
moment  of  stoppage  of  any  palpable  jndsation 
beyond. 

[N.B. — In  these  experiments  the  teat-finger  is  sup- 
posed to  be  farther  removed  from  Cf  than  in  the 
entirely  distinct  experiments  with  paired  fingers  {see 
p.  130).]    ^ 

Thus  it  is  clear  that,  if  the  pressure  of  the  proximal 
finger  be  sufficiently  light,  the  wave  will  travel  on. 
If  now  the  distal  finger  be  applied  with  varying 
pressures,  it  will  perceive  the  same  graduated  sensa- 
tions which  we  have  previously  described  in  con- 
nection with  the  proximal  finger, 

With  growing  pressures  at  Cf,  less  and  less  of  the 
pulse-wave  will  be  transmitted,  until  it  altogether 
ceases  to  be  felt  at  Df. 

The  influence  of  the  application  of  pressure  on  the 
artery  higher  up  is  a  separate  matter  for  investiga- 
tion ;  and  with  this  view  the  testing-finger  should  be 
applied  above  the  pressure-finger.  This  subject  being 
one  of  some  importance,  will  be  separately  considered 
on  p.  158. 


CHAPTER  VI. 

THE  PULSE-SENSATIONS  WHEN  TWO  OR 
MORE  FINGERS  ARE  USED. 

I.  The  Impressions  Conveyed  to  Two  Fingers 
Simultaneously  Applied  to  the  Pulse. 

The  multiplicity  of  sensations,  being  so  great  with 
one  finger,  cannot  fail  to  be  greater  with  two.  We 
must  be  prepared  for  a  reduplication  of  the  sensations 
ef  the  single  finger  or,  the  passage  of  the  wave  being 
so  rapid,  at  least  for  an  overlapping  of  the  sensations. 
In  either  case  the  impressions  would  become  less  dis- 
tinct and  at  the  same  time  more  prolonged. 

But  there  are  worse  sources  of  complication  than 
the  mere  increase  in  number.  Lack  of  uniformity  in 
the  acuteness  of  feeling  of  the  two  fingers,  and  the 
unevenness,  or  imperfectly  sustained  equality,  of  their 
pressures  are  possibilities  of  confusion  which  did  not 
exist  in  connection  with  the  single  finger. 

There  are  also  in  the  combined  use  of  two  fingers 
inherent  or  physiological  peculiarities  by  which  sen- 
sations are  apt  to  be  modified.  When  two  fingers 
are  paired  in  work,  each  of  them  loses  a  portion  of  its 
individuality,  so  that  the  diversity  of  their  sensations 
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is  thereby  reduced.  A  second  result,  well  known  to 
physiologists,  is  the  transfer  and  reinforcement  of 
the  sensations  of  the  side  of  one  finger  by  those  of 
the  contiguous  side  of  the  next  finger.  Thus  the 
individual  Bensations  of  each  wouJd  become  less 
complete,  and  their  joint  sensations  would  acquire 
greater  force.  The  tendency  will  be  for  the  two 
fingers  to  combine  their  impressions,  and  to  a  certain 
extent  to  palpate  as  one  finger  might  palpate ;  with 
this  difference,  however,  that  the  non-contiguous 
phalangeal  borders  are  farther  apart,  and  that  the 
surface  of  the  pulp  used  is  doubled,  and  possesses  a 
central  area  of  reinforced  capacity  for  feeling.  At 
best,  therefore,  this  combination  is  but  a  distant 
imitation  of  the  single  finger. 

When,  however,  the  two  fingers  are  not  in  mutual 
contact,  the  resemblance  is  at  an  end,  and  the  condi- 
tions are  entirely  novel.  We  may  therefore  assume, 
and  presently  we  shall  be  able  to  explain,  that 
palpation  must  have  different  results  according  as 
the  fingers  are  held  apart  or  in  firm  mutual  contact 
The  latter  is  the  usual  plan ;  and  it  was  in  this  way 
that  the  author's  first  observations  of  the  ictus  were 
made  (see  p.  92),  three  fingers  being  then  used.  A 
separate  consideration  of  these  two  combinations  is 
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Analysis  of  the  Pulse  Sensations  of  Two 

Fingers  applied  to  the  Pulse^  the 

nngers  being  in  nxm 

Mntoal  Oontaot. 

In  repeating  the  original  series  of  "  fundamental " 
experiments,  with  paired  fingers,  it  is  best  to  begin 
with 

Experiment  Z),  the  simplest  to    apply  and  the 


Pressure   iv    (or   pressure  v — obliterative)   applied   with 
paired  fingers :  Ictus  felt  by  QT  only,  on  its  proximal  side, 

easiest  to  interpret.  The  application  of  obliterating 
pressure,  either  by  means  of  both  fingers  or  even  of 
the  proximal  finger  alone,  will  give  precisely  the 
same  sensations  as  previously  recorded  with  one 
finger.  A  solitary  ictus,  limited  to  the  proximal  side 
of  the  central  finger,  will  be  the  result 

In  further  experimentation  with  the  other  degrees 
of  pressure,  it  is  extremely  difiicult  to  be  sure  that 
the  weight  applied  by  the  two  fingers  is  exactly 
identical.  We  shall  proceed  on  the  assumption  that 
it  is. 
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Experiment  A. — ^With  very  light  pressure  two 
sensations  may  be  evenly  distinguished  by  the  flat 
of  each  of  the  two  pulps  (very  little  being  felt  by 


Fig.  39. 


Df 


Cf 


Pressure  1 :  The  progress,  or  ondolation,  of  the  wave  is  per 
ceived  by  the  paired  fingers. 

their  extreme  sides).  One  is  the  sensation  of  a  cen- 
trifugal wave  moving  under  the  finger.  This  was 
only  feebly  obtained  with  the  single  finger. 


Pressure  i :  The  ictus  striking  upwards  against  the  fingers. 

The  second  is  a  feeling  of  upheaval,  analogous  to 
that  previously  described,  but  giving  the  impression 
of  a  more  ample  curve.     This  is  the  ictus,  felt  by  the 
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two  digital  extremities.  But  for  its  flash-like  rapidity, 
it  would  probably  have  been  realised  as  a  double, 
instead  of  a  single  impression. 

Experiment  B. — At  this  stage  more  than  at  any 
other,  viz.,  when  the  pressure  is  increased  from  i  to 
ii,  the  sensation  will  depend  on  the  proportion  of 
pressure  exercised  by  each  of  the  two  fingers.  The 
occurrence  of  an  ictus  on  the  distal  side  of  the  distal 
finger  Df  will  be  the  first  thing  to  attract  notice. 
In  this  respect  no  difference  occurs. 


Preunre  ii :  The  ictus  is  felt  distallj  (below  D),  It  is  also 
perceived  between  the  paired  fingers;  thus  striking  2>/on 
both  sides. 

If  the  pressure  of  the  proximal  finger  be  less 
than  that  of  Dfy  nothing  further  will  be  experienced 
b}'  Cf^  beyond  the  moving  wave,  as  described  on 
page  131. 

Should,  however,  Cf,  as  intended,  be  bearing  with 
an  equal  amount  of  pressure  on  the  artery,  the 
sensation  of  ictus  will  not  be  limited  to  the  distal 
border  of  Dfy  but  the  ictus  will  continue  very 
perceptible  under  both  pulps ;  and  together  with  it 
the  undulation  previously  mentioned.  The  ictus, 
however,  is  not  felt  evenly  under  the  whole  surface 
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of  contact,  but  tends  to  be  localised  at  the  junction 
between  the  two.  This  will  be  more  fully  explained 
under  the  following  heading. 

Much  less  is  the  ictus  evenly  felt  by  the  pulp  and 
by  the  distal  border.  There  is  a  great  preponderance 
of  sensation  at  the  latter. 

It  should  be  pointed  out  that,  whenever  two 
fingers  are  used,  that  nearest  the  wrist  has  a  position 
of  advantage,  owing  to  the  lessening  bulk  of  the 
muscles  and  to  the  larger  surface  of  bone.  The 
relative  strength  of  the  distal  ictus,  to  which  refer- 
ence has  been  made  (see  p.  107),  also  telJs  hi  its 
favour.  The  distal  finger  and  its  distal  side  thus 
become,  or  tend  to  be,  as  it  were,  the  centre  of 
sensation. 

Experiment  C. — When  one  finger  was  used   the 


Preesnre  Hi :  Strong  ictus  felt  between  the  paired  fingers. 

effects  of  this  degree  of  pressure  were  not  strongly 
marked.  With  two  fingers  they  are  most  definite. 
The  feeling  of  wave  is  still  there,  but  it  is  blended 
with  and,  as  it  were,  subordinate  to  the  feeling  of 
ictus.  The  ictus  is  bulky  and  strong,  with  a  big 
heave  striking  between  the  two  Jiugers. 
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This  localisation  in  an  intermediate  position,  and 
this  lumpy  character  of  the  ictus,  were  already  fore- 
shadowed in  the  sensations  described  in  JExperi- 
ment  B.  The  beat  almost  seems  to  possess  solidity 
and  to  wedge  itself  between  the  fingers,  and  its 
surface  to  be  smooth  and  round. 

Some  explanation  for  these  features  has  already 
been  hinted  at.  The  ictus,  which  in  the  case  of  a 
single  finger  has  its  seat  immediately  beneath  the 
pulp,  becomes  in  this  case  centred  where  the  sensi- 
tiveness is  greatest,  viz.,  at  the  contiguous  phalangeal 
borders,  the  tactile  surfaces  reinforcing  each  other's 
impressions. 

Experiment   D, — We   now  revert  to  our  earlier 


Pressure  iv :  Any  ictos  between  Cf  and  Df  indicates  that 
their  pressures  are  not  even ;  and  that  greater  pressure  is 
being  made  by  Df, 


experiment,  to  explain  that  the  occurrence  of  any 
ictus  at  the  junction  of  the  paired  fingers,  in  addition 
to  the  ictus  at  C,  should  be  regarded  as  an  exception 
to  the  rule,  and  as  accidental.  It  would  indicate 
that  greater  pressure  had,  unconsciously,  been  exerted 
by  2)/ than  by  Cf. 
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B. 

Analysis  of  the  Pulse  Sensations  of  Two 

Fingers  applied  to  the  Pulse,  the 

Fingers  not  being  in 

Mutual  Contaot. 

Whenever  the  fingem  are  not  in  firm  mutual 
contact,  the  result  will  altogether  depend  upon  their 
interval. 

<b)  Tbs  Intttrral  bBtveem  tbe  Ftn^era  Is  trlUag, 

The  events  in  this  case  will  closely  resemble  those 
previously  described. 


Fras^nre  iii :  The  enlarged  i 
jection  at  tbe  interspace  bctneec  tbe  fingers. 

In  Ej^periment  C  the  seat  of  strongest  pulsation 
will  be  the  interspace  between  the  fingers ;  and  the 
relative  strength  of  the  pulsation,  there  felt,  will  be 
even  in  excess  of  the  actual  strength  belonging  to 
the  pulse.  This  exaggerated  sensation  is  due  to  the 
fact  that,  unless  the  two  fingers  be  crossed,  as  in  a 
familiar  physiological  experiment,  the  double  ictus 
will  be  felt  as  a  single  one  by  the  two  surfaces 
accustomed  to  feel  mutual  contact ;  and  tliis  will  be 
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experienced  evea  by  obsenreis  conversant  with  the 
analysis  of  the  poise.  The  two  sensations  will  be 
summed,  as  well  as  fused  togetha.  To  Foaqaet 
belongs  the  credit  of  having  first  described  this 
peculiarity,  though  he  does  not  se^n  to  have  sus- 
pected its  cause. 


(b) 

K  the  interval  be  not  less  than  one-third  to  one- 
half  of  a  finger's  breadth,  the  conditions  will  be 
perceptibly  modified.  We  shall  practically  be  feeling 
with  two  single  fingers,  each  capable  of  the  sensations 
of  distal  and  of  proximal  ictus. 

In  Experiment  A  the  perception  will  no  longer 
be  of  one,  but  of  two  points  of  contact. 

FlO.  45. 

nf  cr 


I 


Pretsore  i :  The  fingers  too  far  apart  to  feel  the  ictus  as  a 
single  event. 

On  applying  pressure  ii  {Experiment  B),  the 
rise  of  the  wave  will  be  felt  distinctly  by  the  two 
fingers,  but  the  same  cannot  be  said  of  the  ictus,  at 
least  in  the  majority  of  instances.  Although  an  ictus 
may  be  felt,  with  the  help  of  special  manipulation, 
at  the  distal   border  of  the   proximal  finger,  as  a 
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rule  it  is  not  noticeable,  probably  owing  to  the 
marked  predominance  of  the  feeling  of  ictus  at  the 
distaj  finger. 


PrsBBnre  ii :  The  ictus  felt  niaint?,  or  alone,  \>y  the  distal 
finger,  whicb  teems  to  be  liftoJ  at  each  beat. 

The  peculiarity  of  the  ictus  in  this  case  is  that  it 
appears  to  lljl  the  distal  finger  tip.  The  mind  is 
less  impressed,  than  when  one  finger  only  is  on  the 
pulse,  with  the  distinction  between  the  proximal  and 
the  distal  borders ;  although  with  further  attention 
they  will  readily  be  distinguished. 


FreMore  1* :  The  leaaatiDn  of  letna  is  limited  to  the  proximal 
Bido  ol  f'f;  Bicept  during  the  lighter  degrees  of  preesuro  iv, 
«rhea  the  Anger  maj  feel  as  though  lifted  bodil;  bj  the  beat. 

Exju'rimi-nt  D  is  also  apt  to  give  rise  to  a  sense 
of  lifting  of  the  proximal  finger,  when  the  pressure 


is  not  such  as  to  produce  obliteration  of  the  arterial 
chaunet.  As  soon  as  this  has  occui'red,  the  ictus  is 
felt  exclusively  at  the  proximal  finger  border. 

The  results  of  J-J^cpcrimcnt    C  performed  with  an 
interval  of  half  a  finger's  breadth  are  remarkable,  and 
possess  historical  interest,  having   been    accurately 
described  and  depicted  by  Fouquet,  and  apparently  1 
obtained,  at  a  much  earlier  date,  by  Struthius.*    The  ' 
following  diagrams,  reproduced  from  the  interesting 
work  of  Struthius,  are  conclusive  evidence  that  he 
was  familiar  with  the  sensation  o?  prominent  ictns; 
but  he  does  not,  unfortunately,  specify  the  mode  of  I 
palpation  which  enabled  him  to  perceive  it. 


r~\ 


Fig.  48. 

n 


r-^ 


Strnthjas  {lot  lil).  p.  34  :  "  Qnoci  s!  lias  Ires  srIeTi]C  tiguias 
charBCteribiis  esprimere  velis.  iflti  erant.  Circnluria,  angolaria, 
depresn."  .  .  .  .  p.  !<5  :  "  Angnlaria  figiira  aiteiiit,  si  multum 
BO  extulerit  ad  tactum,  altnm  et  anguslDm  indicat  pubum :  n 
vera  emlneat  ponim,  humilem  et  angiiBCam.  Depreisa  &rteriiE 
ti g lira,  latum  et  humilem  iodicat  pnUum." 

KiG.  4a. 


fitmUiios  ('uc.  ci'f.),  p.  68  ;  "Quod  si  Tiioqiio  modo  depingi 
liEGC  pouinl,  pulsus  conTBtaivuH  aimilis  est  dum  ilistenditur, 
Hneis  iocurvatiB  modice,  utrinq  ;  tensia,  vlbiatus  vera  lioeis 
multum  inlleiis  in  altum,  et  acumioatig  cujiismodi  etiam 
fi^ura  est  cbordte  In  arcu  foitiler  tenao.  aeu  vibrato,  qua 
parte  ei  sagitla  oppaaitur  a 


With  this  degree  of  pressure  the  sensation  of  ictus  J 
or  of  ])ulsation  is  not,  us  in  the  other  cases,  limitedV 


*  Duuhtless  this  peculiarity  is  more  diatinctl;  perceptible  in  certain'^ 
patbological  states,  but  it  is  esieDtially  phjaiological. 


Fftc«imile  of  Fonquet's  OTigioal  iUustntion  of  the  palsatile 
kaob  felt  aod  seen  between  tbe  fiugcrE,  io  the  "  itomachal " 
mivtj  of  pulse. 
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to  one  of  the  two  fingers,  but  is  shared  hy  both,  and 
yet  it  remains  a  single  sensation.  It  resembles  a 
rounded  body  rising  between  the  fingers.  As  stated 
by  Fouquet,  this  prominence  can  also  be  seen  between 
the  two  fingers,  in  the  lean  subject.  This  circum- 
stance gives  further  interest  to  the  observation,  and 
in  connection  with  it  additional  remarks  will  follow 
(see  p.  158,  Oliver's  "  Expansile  Reaction.") 

It  should  be  added  that  in  the  performance  of  this 
experiment  a  thrill  is  often  noticed. 


II.  The  Sensations  perceived  by  Three 

Fingers  Conjoined. 

It  is  unnecessary  to  follow  out  in  full  detail  the 
complications  which  arise  when  three  or  four  fingers 
are  used  jointly.  The  same  principles  will  apply, 
and  with  the  help  of  the  explanations  already  given, 
any  one  can  work  out  for  himself  the  peculiarities 
special  to  each  combination. 

Experiment  xi. 

Fig.  62. 
Mf 


Pressure  ii :  The  ictus  and  lift  occur  at  Df;  a  slight  ictus 
also  felt  by  J^and  Cf. 
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With  three  Ji»(fers  kept  in  firm  mutual  contact 
the  feeling  of  wave-progression  will  be  very  distinct 
under  light  pressure.     Here  again  the  distal  ictus 


FrSBBUre  it  :  The  ictas  and  lift  reatricted  to  Cf;  anj  aeosm- 
tion  eiperienced  fay  Z>/ifl  of  a  different  order  (anastomotic). 

{presBure  ii)  will  be  perceived  under  the  pulp  of  the 
distal  finger ;  and  the  proximal  ictus  (pressure  iv), 
under  that  of  the  proximal  finger,  both  fingers  ex- 
periencing in  turn  the  sensation  of  lift. 


Preesure  iii :  The  ictus  and  lift  centre  in  M/;  ulighter  ictni 
at  Cyand  at  Df. 

The  intermediate  ictus  {pressure  iii)  will  be  localised 
under  the  pulp  of  the  intervening  finger,  Mf,  which 
perceives  it  strongly,  the  adjoining  fingers  sharing  to 
a  shght  extent  in  the  sensation. 
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III.  The  Sensations  perceived  by  Four 
FiNGEES  Conjoined. 

Experiment  xil. 

With  four  fingers  applied  with  pressure  iii,  iu  the 
same  waj  as  in  the  preceding  experiment,  the  inter- 
mediate ictus  will  be  perceived  by  the  two  inter- 
mediate fingers.    Owing  to  increased  sensitiveness 


PreesDTe  Iii :  The  ictus  and  lift  felt,  mainl;  b;  the  two 
fingers  Mf;  slight  iotas  also  felt,  by  CftaA  Df. 

at  their  conjoined  borders,  there  will  be  inequality  in 
the  perception  of  the  progress  of  the  wave,  which 
will  thus  give  rise  to  a  worm-like  feel,  and  in  some 
cases  to  a  thrill. 

Experiment  xiii. 

The  progression  of  the  wave  is  also  prominently 
felt  with  pressure  i ;  in  this  case  because  there  is 
equality  and  separate  perception  of  the  ictus  which 
strikes  each  finger  in  succession,  in  an  axial  direc- 
tion. 
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FlO.  56. 
Nf  Mf 
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Pressure  i :  A  light  ictus  strikes  each  finger  in  succession ; 
the  wave  is  felt  moving. 


Experiment  xrv. 

If  pressure  ii  be  employed,  the  sensation  of  ictus 
will  be  perceived  mainly  at  the  distal  border  of  J9/, 

Fig.  57. 

Mr         Mf 


Pressure  ii  applied  by  Dfonlj,  pressure  i  by  the  rest :  The 
localisation  of  the  ictus  is  the  same  as  when  pressure  ii  is 
made  by  all. 

the  other  fingers  receiving  a  relatively  slight  and 
indistinct  shock.     As  shown  in  Fig.  57,  the  same 
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incidence  of  the  ictus  is  observed  when  Df  only  is 
exercising  pressure  ii,  the  other  fingers  using  pres- 
sure i. 

Experiment  xv. 

The  results  obtained  with  pressure  iv  are  analogous 
to  those  previously  described.  Cf  alone  is  the  seat 
of  sensation. 

Fio.  58. 
Mf  Mf 


Pressure  iv :  Ictus  and  lift  felt  ezclusiyely  at  Cf. 

In  general  it  may  be  stated  that  the  greater  the 
number  of  fingers  used — (1)  the  greater  will  be  the 
duration  of  the  total  impression,  beginning  at  the 
proximal  finger  with  the  onset  of  the  wave  and 
ending  at  the  distal  finger  with  the  ictus;  (2)  the 
more  distinct  also  will  be  the  feeling  of  progression 
of  the  wave ;  and  (3)  the  stronger  also  will  be  the 
sensation  of  upheaval  of  the  artery. 

Since,  however,  the  diflficulty  of  producing  even 
pressures  at  all  points  grows  with  the  number  of 
fingers  employed,  the  variety  in  the  site  of  the 
maximum  impulse  will  be  greater,  and  the  ictus 
may  appear  to  be  a  shifting  quantity.     To  take  only 
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one  instance,  if  the  intermediate  finger  be  pressed 
more  firmly  than  the  extremes,  the  ictus  will  be 
localised  under  this  finger,  with  varying  results  in 
respect  of  the  two  others  according  to  the  degree  of 
the  pressures  made  by  them. 


CHAPTER  VII. 

THE  PROXIMAL,  THE  DISTAL,  AND  THE 
INTERMEDIATE  ICTUS.  THEIR  DI- 
RECTION AND  RELATIVE  TIME. 

The  Directions  from  whloh  the  Iotas  is  felt 

to  axlse. 

From  the  way  in  which  it  strikes  different  parts 
of  the  linger  under  different  degrees  of  pressure,  the 
wave  might  be  expected  to  convey  an  impression  of 
varying  directions.  Thus,  in  cases  when  pressure  i 
or  pressure  iii  was  employed,  the  ictus  would  be 
felt  to  strike  xqnvards.  In  the  case  of  pressure  ii  it 
would  strike  backtvards,  as  though  coming  from  the 
hand.  In  that  of  pressure  iv  the  stroke  would 
possess  a  forivard  direction  as  though  coming  from 
the  heart.  These  are  precisely  the  sensations  ex- 
perienced. 

With  a  view  to  identifying  the  various  directions 
described,  we  propose  to  adopt  the  following  terms  : 
lyroximal  ictus ;  distal  ictus ;  and  intermediate  ictus ; 
these  terms  not  implying  of  necessity  an  identity  in 
the  nature  or  mechanism  of  the  events. 
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Analysis  of  the  Proziinal  Iotas. 

Without  anticipating  remarks  which  belong  to 
another  section  {see  page  304),  attention  may  be 
called  to  the  contrast  which  exists  between  the 
proximal  Ictus  and  the  other  varieties.  The  inter- 
mediate ictus  will  be  found  not  infrequently  associ- 
ated with  the  distal  ictus,  but  seldom,  if  ever,  witli 
the  proximal  Ictus ;  whilst  proximal  and  distal  ictus 
are  absolutely  opposed. 


It>  Oonstltnoat  ■lem«utB> 

The  question  as  to  the  mechanism  of  the  distal 
ictus  has  not  yet  been  answered,  but  we  may  form 
some  idea  as  to  the  mechanism  of  the  proximal 
ictus. 

A  finger,  firmly  planted  down  across  the  artery, 
must  clearly  receive  the  shock  of  the  head  of  the 
wave,  of  the  body  of  the  wave,  and  of  any  Ictus  the 
wave  may  possess.  For  these  constituent  elements 
we  are  entitled  to  search  the  proximal  ictus,  and 
in  favourable  instances  we  shall  identify  them  all 
three.  Jill'  imsct  of  the  wave  constitutes  In  itself 
a  miniature  Ictus ;  in  some  cases  it  may  even 
acquire  the  full  value  of  the  latter  as  regards 
strength  and  suddenness.  It  can  in  most  pulses  be 
distinctly  felt  striking  against  the  finger.  In  its  train 
comes  the  growing  fulness  of  the  ivavr.  Both  these 
preliminary  events  are  of  brief  though  appreciable 
duration,  and  owing  to  their  relative  softness,  apt  to 
be  overlooked,  or  to  be  regarded  as  eaily  phases  of 
the  ichis  gtrictly  so  caUvd.  The  latter  is  the  promi- 
nent event,  though  a  peculiarly  short  one. 
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It  is  noteworthy  that  although  the  ictus  strikes 
up  against  the  finger,  its  pressure  is  evanescent :  the 
blow  is  instantaneous,  and  fSeJls  away  from  the  finger 
with  singular  suddenness.  This  abrupt  ending  con- 
trasts with  the  feeling  perceived  in  Experiment  C, 
a  feeling  more  substantial  and  lasting,  the  ictus 
seeming  not  only  to  strike  the  finger  but  to  pass 
under  it. 

Though  the  two  minor  impacts  associated  with  the 
proximal  ictus  lack  this  abruptness,  and  keep  up 
their  pressure  for  an  appreciable  time,  the  instanta- 
neous character  special  to  the  ictus  itself  becomes 
the  distinctive  feature  of  the  proximal  pulsation  as 
as  a  whole,  a  feature  sufficiently  marked  to  cause  us 
to  regard  this  ictus  as  differing  from  the  two  others. 
Between  the  latter  we  may  possibly  find  similar  dis- 
tinctions, when  their  respective  mechanisms  shall 
stand  forth  as  clearly  as  that  of  the  proximal  ictus. 

The  Direction  of  the  lotus. 

The  ubiquitous  occurrence  and  the  varying  delay 
of  the  ictus  point  to  it  as  a  travelling  event,  or,  at 
any  rate,  as  being  associated  with  some  travelling 
event.  At  the  wrist  the  direction  which  it  naturally 
assumes  is  centripetal.  This  statement  is  borne  out 
by  the  simple  experiment  detailed  on  page  156. 

But  the  simplest  demonstration  of  this  fact  lies  in 
the  inspection  of  an  arm  presenting  at  the  wrist 
and  at  the  elbow  a  strong  visible  pulse  beat.  Instru- 
mental methods  might  be  adopted  for  timing  the 
two  events,  and  for  supplying  written  evidence  of 
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their  time  difference.  They  could  hardly  add  any- 
thing to  the  clearness  with  which  the  finger  perceives 
the  latter.  Palpation  of  the  artery,  inch  by  inch  up 
the  arm,  proves  conclusively  the  identity  and  the 
continuity  of  the  ictus  which  is  observed  at  different 


Tbe  fiQgcr  is  gradualt?  shifted  up  the  arm :  the  same  ictus 
follows  it  up.  This  proves  the  iilentitf  of  tbe  ictua  felt  first 
at  tbe  wrist  and  later  at  the  elbon-. 

moments  at  the  two  extreme  points.  The  delay  at 
the  elbow  must  therefore  be  admitted  as  evidence 
that  the  ictus  has  travelled  upwards  from  the  wrist 
(<;/:  p.  322). 


The  Relative  Time  of  the  lotos. 

The  impression  that  the  tactile  ictus  in  coincident 
and  perhaps  identical  with  the  so-called  percussion- 
wave  is  one  difficult  to  resist.  At  this  early  stage 
of  the  study  of  the  tactile  phenomena,  we  should, 
however,  avoid  nothing  more  cai-efully  than  pre- 
judging the  points  at  issue. 

Beyond  doubt,  in  all  arteries  the  ictus  follows 
very  quickly  upon  the  onset  of  the  systolic  wave ;  but 
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it  has  perhaps  never  been  noticed  that  the  interval 
of  time  between  them  is  not  everywhere  identical. 
This  unexpected  fact  may  be  observed  in  the  radial 
artery,  even  within  the  short  stretch  of  three  inches 
where  it  is  visible  at  the  wrist.  The  differential 
delay  is  very  small ;  but  it  is  not  too  small  for  the 
eye  or  for  the  finger.  The  ictus  will  be  seen  to  take 
place  appreciably  earlier  after  the  onset  of  the  wave 
at  the  extremity  of  the  radius  than  a  little  higher  up ; 
and  the  same  conclusion  will  be  arrived  at  by  the 
trained  observer,  if  he  will  apply  the  full  length  of 
the  thumb,  or  three  finger-tips  to  the  same  region. 

Bow  to  Determine  tbe  XelatiTO  Time  of  tbe  lotos. 

Two  methods  are  at  our  disposal  in  estimating  the 
relative  time  of  the  ictus  at  different  parts  :  the 
tactile  and  the  ocular  method.  Their  respective 
value  will  be  discussed  at  another  place.*  The 
touch  and  the  eye  have  often  to  combine  in  work ; 
but  it  is  possible  to  use  them  separately  in  this 
case. 

The  rapid  rate  of  the  events  and  the  minuteness 
of  any  time-differences  between  their  incidence  at 
various  spots  almost  baffle  observation.  Among  the 
chief  difficulties  is  that  of  keeping  separate  the 
sensation  of  the  advent  of  the  wave,  and  of  the  ictus 
respectively.     The  wave,  being  of  course  perceived 


*  Observers  vary  greatly  as  to  their  capacity  for  timing  their  sensations. 
Considerable  practice  is  required  even  by  those  who  are  excellent  **  timists." 
It  is  important  that  any  isolated  experiments  of  one  individual  should  be 
confirmed  by  a  majority  of  other  observers. 
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first  by  tLe  proximal  finger,  would  almost  inevitably 
cause  tbe  ictus  to  be  felt  first  by  tliis  finger,  although 
the  two  events  do  not  of  necessity  keep  pai'allel 
times  or  necessarily  agree  in  direction.  In  most 
visible  pulses  the  irarc  is  not  seen  ;  we  are  therefore 
able  to  elimuiate  this  possible  source  of  fallacy  by 
using  the  visual  method.  If  we  watch  the  pulse  at 
the  wrist  without  applying  the  finger,  we  shall 
generally  be  able  to  perceive  a  minute  difference 
between  the  time  of  onset  of  the  ictus  at  the  two 
extreme  spots  where  it  may  be  visible,  and  we  shall 
recognise  that  it  is  the  distal  spot  which  shows  the 
earlier  ictus  (see  also  p.  322). 

We  might  substitute  for  the  pressure  of  the  finger 
that  of  a  glass  slide  applied  across  the  long  axis  of 
the  artery ;  this  would  allow  us  to  apply  pressure 
und  at  the  same  time  to  keep  simultaneously  within 
siglit  the  artery  on  either  side  of  the  pressure  appl  led. 
It  will  be  found  that  more  pulsation  occurs  when 
pressure  is  made,  and  that  the  distal  beat  at  the 
same  time  is  delayed, 


Timing  till-  Puhe  icith  t/ie  Foot. 

The  difficult  task  is  much  facilitated  by  the  capacity 
which  we  possess  of  beating  strictly  accurate  time 
to  events  occurring  at  regular  intervals.  In  this 
case  the  personal  factor  and  the  time  of  nerve  con- 
duction are  eliminated.  Our  movements  in  beating 
time  anticipate  our  perception  of  the  rhythmic  events, 
Jind  can  be  made  perfectly  synchronous  with  the 
latter. 

Thus  in  comparing  the  time  of  the  distal  and  of  the 
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proximal  ictus,  we  first  beat  with  the  foot  accurate 
time  to  the  distal  ictus  (obtained  by  using  pressure 
ii,  cf.  p.  115).  Whilst  we  continue  to  beat  time, 
pressure  iv  is  made  by  the  finger  :  this  will  elicit 
the  proximal  ictus.  We  are  now  in  a  position  to 
notice  any  want  of  synchronism  between  the  beat  of 
the  foot,  which  represents  the  distal  ictus,  and  the 
proximal  ictus  which  is  felt  or  seen. 

It  is  well  to  verify  the  continued  accuracy  of  the 
foot  beat  by  relaxing  the  pressure  so  as  to  restore 
the  distal  ictus.  In  this  way  we  can  acquire  proof 
that  the  distal  ictus  is  not  absolutely  synchronous 
with  the  proximal.  My  own  determinations  have 
convinced  me  that  it  is  an  earlier  event  than  the 
latter. 


Fraotloal  Determination  of  tbe  SelatiTO  Time  of  tba 
Distal  and  of  tba  Proximal  lotns* 

There  are  various  ways  of  comparing  the  time  of 
the  two  events ; 

Expeinment  xvi. 

Fio.  60.  Fio.  61. 


A.  First  position  of  fin- 
ger. The  foot  times  this 
ictus. 


B.  Second  position  of 
finger.  The  foot  keeps  up 
the  time  of  A. 
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1.  By  using  one  finger  and  ascertaining  the 
rhythm  of  the  distal  ictus  at  Z>.  The  rhythm  being 
meanwhile  kept  up  by  the  foot,  pressure  iv  is  applied. 
The  proximal  ictus  then  appearing  at  (7  wiU  be 
fractionally  later. 


Experiment  xvii. 

2.  By  using  four  fingers  as  already  described  on 
p.  143.  The  distance  being  increased,  it  will  become 
less  difficult  to  identify  the  delay.  In  a  slow  pulse 
this  method  will  give  very  satisfactory  results. 


FlO.  62. 
Iff  Mf 


A.    First  position.    The  foot  beats  time  to  the  distal  iotas. 

As  shown  in  the  figure,  in  the  first  phase  of  the 
exi)eriment  the  index  finger  alone  need  be  depressed 
to  obtain  the  distal  ictus.  This  will  also  be  the 
most  satisfactory  beat  to  time  with  the  foot. 


154 


DIRECTION   AND  TIME   OF  ICTUS. 


Fig.  63. 


Mf 


Mf 


B.      Second  position.     The  proximal  ictus  is  obtained, 
whilst  the  rhythm  of  A  is  kept  up  bj  the  foot. 

Experiment  xviiL 

3.  Lastly,  by  using  both  arms^  of  the  patient  and 
applying  a  finger  at  the  same  level  to  each  with 
pressures  ii  and  iv  respectively. 


Fig.  64. 


Fig.  65. 


A.    The  distal  ictus,  ob- 
tained in  the  right  arm. 


B.    The  proximal  ictus, 
obtained  in  the  left  arm. 


The  distal  ictus — in  this  figure  the  right — will  be 
easily  recognised  as  the  earlier  of  the  two. 


*  In  all  comparative  time-observations  made  in  both  arms,  an  essential 
preliminary  is  to  ascertain  the  synchronism  of  the  two.  radial  beats,  and 
their  freedom  from  anastomotic  pulsation. 
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If  any  doubt  should  be  felt,  the  observation  should 
be  repeated  with  a  chauge  of  hands  ;  or  the  respective 
pressures  may  be  shifted  from  one  arm  to  the  other. 


Combined  Observation  of  the  Progress  of  the 
IXTave  and  of  the  Progress  of  the  Ictus. 

It  is  good  practice  for  educating  the  timing  capacity 
of  the  finger  to  watch  the  full  succession  of.  events. 

ExjuTiment  xix. 
Kia.  66. 


Freuora  U  applied  by  both  fiiig«iB.     Df  is  ttnick  later  by 
tha  RystoUc  ware,  bat  earlier  by  the  intas,  than  Cf. 


When  two  fingers,  placed  on  the  radial  at  a  short 
interval,  both  exert  pressure  ii,  sufficiently  lightly 
to  enable  the  onset  of  the  wave  to  be  felt  by  each, 
whilst  the  distal  ictus  is  still  plainly  perceptible,  the 
direction  followed  by  the  wave  from  Cf  to  Df  will  be 
quite  unmistakeable.  In  other  words,  Cf  will  be 
struck  by  the  wave  perceptibly  earlier  than  Df.     Yet 
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if  the  attention  be  concentrated  on  the  distal  ictus, 
it  will  be  found  that  ly  is  earlier  than  D. 

This  latter  observation  is  a  little  difficult  to  carry 
out. 

Expemment  xx. 

An  easier  way  for  the  observer  to  demonstrate  for 
himself  the  retrograde  progress  of  the  distal  ictus  is 
to  place  the  four  fingers  of  the  left  hand  in  a  group 
on  his  right  radial  artery,  pressure  ii  being  lightly 
applied.  The  ictus  will  strike  the  fore-fimger  Df 
first,  and  strongly, 

Fio    67. 
Mf  Mf 


Pressure  ii  applied  bj  the  observer  to  his  own  arm.  The 
systolic  wave  is  felt  descetiding  towards  the  wrist,  the  distal 
ictus  ascending. 

It  will  not,  however,  stop  there  ;  but,  if  the  pulse 
be  sufficiently  strong,  and  the  finger  pressure  appro- 
priate, it  will  be  felt  in  succession  by  the  middle 
finger  and  by  the  ring  finger. 

Experiment  xxi. 

Four  fingers   may  also    be    used  to   study  the 
progress  of  the  wave.      If  pressure  i  be  employed. 
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FlO.  68. 
Mf  Mf 


Df 


Cf 


mm 


The  downward  march  of  the  wave  recognised  with  pressure  i 

the  onset  of  the  wave  will  be  felt  in  a  centrifugal 
direction,  as  shown  by  the  arrows,  first  by  the  little 
finger  Cf^  and  seriatim  by  the  others. 


CHAPTER  VIII. 

MODIFICATIONS  OF  THE  PULSE  CAUSED 

BY  COMPRESSION  OF  THE  ARTERY, 

OR  INDUCED  BY  POSTURE. 

I.  The  Effect  of  Obliterating  the  Pulse  at 
THE  Wrist,  on  the  Strength  of  the  Ictus 
ABOVE  the  Block. 

Experiment  xxii. 

If  whilst  pressure  ii  is  kept  up  by  the  proximal 
linger  CJ\  a  distal  finger  Df  be  placed  farther  down 
upon  the  artery,  the  effect  will  be  to  make  the  pulsa- 
tion at  Cf  stronger  ;  and  this  will  be  strongest  if  Df 
be  applied  forcibly  so  as  to  compress  the  artery.* 
This  fact  will  be  easily  recognised  by  alternately 
lifting  and  pressing  down  Df.    At  each  pressure  by 


*  This  observation  is  identical  with  that  described  bj  Dr.  G.  Oliver, 
which  the  author  had  the  pleasure  of  reading  in  Tlie  Practitioner  (vol.  50, 
April  1893),  a  year  after  the  above  was  written.  Further  reference  will  be 
made  to  Dr.  Olivers  interesting  experiments  and  results.  The  term 
**  expansile  reaction,"  which  applies  to  one  phase  of  this  observation,  is  a 
useful  one. 
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the  finger  almost  a  shock  is  felt  at  the  distal  border 
of  Cfy  so  decided  and  distinct  is  the  impression. 


FlO.  69. 


A.    Distal  ictus  at  C/«    (D/is  not  appliecL) 


Fig.  70. 


Cf 


B.    i>/ being  firmly  applied,  the  pulsation  at  ry  is  much 
increased. 

It  may  even  be  said  that  the  pulsation  continues 
to  be  intensified  by  each  successive  increment  of 
pressure  until  Df  produces  obliteration. 

Marey  *  long  ago  described,  in  the  following  words, 


♦  E.  J.  Marey  :  "La  Circulation  du  Sang  a  I'fitat  Physiologique  et  dans 
le^s  Maladies/*  Paris,  1881. 
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the  same  phenomenon,  observed  by  meuK  «£  tc&e 
Sphygmograph : 

*'Si    Ton    comprime    graduellemeiit   rutive 
sphygmographey  au  niveau  de  rarticniaricm 
constate  un  accroiasement  de  ramplitude  dei 
figure  159  donne  un  bon  example  de  oet  tieammemKmit  ^  Ik 
force  du  pouls ;  on  doit  Texpliquer  par  le  choc  de  W 
contre  Tobstacle  sur  lequel  elle  se  r^flechit  co 
vient  butter  contre  un  rocher.     (Test  oet  effiet  que 
d6]k  indiqu6  sous  le  nom  de  coup  de  b^lier, 
bydraulidens  une  expression  tecbnique." 


In  this  connection  it  is  interesting  to 
Frey's  statement,  that  he  has  demonstnted,  lijr 
repeated  experiment,  that  the  oblit^atic 
the  sphygmograph  of  the  radial  or  of  any 
artery,  introduces  no  essential  alteration  into  die 
shape  of  the  tracing. 

The  experiment  described  above  is  most 
tive  in  connection  with  the  proximal  ictus 
Reference  has  elsewhere  been  made  (page  122)  to 
the  observations  obtained  with  the  proximal  border 
of  the  single  finger  employed. 

The  increased  volume  of  the  ictus  is  not,  howevo-, 
to  be  duly  appreciated  by  one  finger.  Tml^ied,  it 
has  already  been  pointed  out  that  if  the  piesBure  be 
very  great  the  sensation  of  proximal  ictus  may  be 
totally  abolished.  The  following  experiment  is 
based  upon  this  peculiarity. 

Experiment  xxiiL 

A  curious  result  may  be  obtained  under  &vouraUe 
circumstances.     The  finger   pressures   may   be    so 
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arranged  that  no  puke  is   perceptible   (A)  at  Cf 
except  when  Df  is  firmly  applied  (B). 


Fig.  71. 


Cf 


^     ■ 


A.     (y  80  lightly  applied  that  it  peroeiyes  no  pnlie,  whilst 
moderate  pressure  is  made  at  2). 


Fig.  72. 


cr 


A 


B.    Stronger  pressure  by  Df  causes  pulsation  to  be  felt  by  Cf. 


During  this  second  phase  (B),  both  fingers  perceive 
the  ictus  ;  but  if  Df  be  pressed  down  very  strongly, 
it  may  in  turn  lose  the  feeling  of  pulsation  (C). 

In  this  way  Cf  and  Df  would  alternately  perceive 
pulsation,  and  cease  to  perceive  it. 
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FlO.  73. 


C.    Forcible  preisiire  deprives  Df  of  the  sensation  of  ictus* 
Ictus  farther  intensified  at  Cf, 


Experiment  xxiv. 

Analogous  results  are  obtained  when  Cf\a  brought 
down  upon  the  artery,  with  pressure  iii  or  iv,  just 


FIO.  74. 


Cf 


I^    The  same  increase  in  pulsation  obtained  when   Cf 
ezertf  pressure  iii  or  iv. 

above  the  seat  of  obliteration.  The  volume  of  the 
pulsation  will  be  much  increased  whenever  Df  makes 
pressure ;  and,  with  pressure  iv,  this  increase  will 
concern  the  proximal  ictus  (see  Fig.  74). 
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The  Effect  of  Forcible  Fressore  on  the  Artery 

and  on  the  Pulsation  above  the 

Seat  of  Fressnre. 

The  arrangement  of  fingers  described  above  enables 
us  to  recognise  a  further  influence  beyond  the  merely 
mechanical  alteration  of  the  intra-arterial  current  and 
pulsation  due  to  distal  obliteration. 

raotltlon*  Arterial  Spasm  and  FaralyBls. 
ExperiTnent  xxv. 

Obliteration  having  been  effected  by  moderate 
pressure,  with  the  result  of  calling  foi*th  the  expan- 


Seusattoii  of  dlminifibed  volume  and  pulsation  of  aiterj  U 
Cfwhan  forcible  pressure  is  made  bj  /y  auddenly. 

sile  reaction,  if  sudden  and  hard  pressure  be  now 
made  upon  the  artery,  the  volume  of  the  pulsation 
under  Cf  will  quickly  diminish,  till  it  almost  ceases 
to  be  felt. 
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If  the  same  pressure  be  kept  up, — after  a  varying 
number  of  seconds,  the  pulsation  will  gradually 
return,  and  ultimately  assume  greater  proportions 
than  previously. 


Pig.  76. 


Palsation  retnrhing  after  a  while  at  Cf^  daring  persistence 
of  pressure  at  Df, 

This  is  a  practical  illustration  of  Marey's  law,* 
that  moderate  stimulation  will  produce  arterial  con- 
traction, and  excessive  stimulation  will  eventually 
produce  dilatation.  In  this  case  the  immediate 
effect  is  arterial  spasm,  which  quickly  gives  way  to 
paralysis  under  the  influence  of  a  continuance  of  the 
severe  stimulation.  We  witness  here  the  results  of 
that  which  may  be  termed  the  traumatic  degree  of 
pressure. 

Just  as  a  direct  lesion  of  an  exposed  artery  causes 
it  to  contract,  the  powerful  pressure  applied  through 
the  skin  stimulates  the  muscular  coat  of  the  artery 
to  spasmodic  contraction. 

We  are  thus  in  possession  of  a  means  of  causing 


*  Marey,  "Mem.  sur  la  Contractilite  Vase."  {Ann.  des  Sc,  Nat,  1858, 
4°»«  Serie,  t.  ix.  p.  69). 
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"Arterial  muscular  spasm,  and  of  studying  the  dura- 
tion of  the  spasm,  and  some  of  its  features. 

The  permanently  exaggerated  pulsation  which 
follows  upon  the  local  occurrence  of  spasm  may  be 
regarded  as  a  species  of  paralytic  relaxation  of  the 
arterial  muscular  tone,  induced  as  a  result  of  the 
previous  stimulation  of  the  muscular  fibres. 


The  Sfibot  of  Obliterating  tbe  Pulse  at  tlie 

Wzist,  on  the  Time  of  the  Ictus 

above  the  Obliteration. 


Expinnment  xxvi, 

Fio,  77.  Fio.  78. 


A.  Right  arm.  Obliti 
adon  &t  Df  causes  t 
iotas  at  Cfto  be  earlier. 


bloclced.  Tho  lolua  at  Cf 
nsed  as  a  standard  of  time 
for  (A). 


The  easiest  way  of  trying  thia  experiment  is  to 
use  the  patient's  two  arms.  In  one  of  them  Df  is 
applied  with  obliterating  pressure  close  to  the  wi-lst ; 
and  Cy' is  lightly  applied  higher  up  the  arm. 
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In  the  other  arm,  Cf^  is  applied  in  a  situation,  and 
with  a  pressure,  identical  with  those  employed  for 
Cf\  but  distal  pressure  is  not  made. 

This  arrangement  enables  the  trained  observer  to 
realise  that  distal  obliteration  causes  a  slight  advance 
in  the  moment  at  which  the  distal  ictus  is  felt  by 
the  proximal  finger. 

II.  Changes  in  the  Tactile  Pulse  induced 

BY  Posture. 

This  influence  on  the  puke  has  been  studied  long 
ago  from  the  point  of  view  of  rate.  Recently,  Dr. 
Oliver  (Practitioner ^  February  to  August,  1893)  has 
investigated  the  effects  on  the  pulse  of  changes  in  the 
posture  of  the  body  in  connection  with  the  "  expan- 
sile reaction."  An  analysis  of  this  portion  of  his 
important  observations  cannot  be  attempted  here. 

Znfluenoe  of  the  Attitude  of  the  Arm  on  the 
Strenirth  of  the  False  Wave. 

There  is,  however,  a  question  almost  more  closely 
connected  with  everyday  clinical  work, — that  of 
the  variations  noticed  in  the  radial  pulse,  according 
as  the  arm  is  raised  or  depressed. 

Experiment  xxvii. 

Marey  {loc.  cit  p.  287)  deals  with  the  subject  in 
the  following  terms  : 

*^  Quand  on  tient  le  bras  en  Elevation,  on  observe  sou  vent  que 
le  pouls  y  devient  plus  fort.     O'est  que  Tart^re,  trop  peu  depres- 
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nible  dane  I'etat  normal  le  devient  davckntage  quand  I'^l^vation  a 
fait  baisser  la  pression  sanguine  dans  le  vaisseau.  Sans  ce  cas, 
I'ondue  sanguine  s'elance  aveo  plus  de  force  dans  I'art&i-e  moina 
tendue,  et  la  variation  de  pression  qu'elle  y  produit  est  pins 
brusque.  Lepine  et  Lorain  ont  constate  pet  elt'et  et  ont  souvent 
utilise,  au  lit  du  ninlade,  cette  mnniere  de  reudi'e  plus  apparent 
iin  pouls  trop  faible  pour  C-tre  fidfelement  inscrit,  etc." 

Von  Kries  (he.  rlt.,  pp.  103-111),  devotee  much 
attention  to  the  investigation  of  this  remarkable 
phenomenon.  His  observations  will  form  the  subject 
of  further  remarks  in  Part  IV.  (see  p.  231)  in 
connection  with  a  study  of  its  mechanism.  Accord- 
ing to  him,  the  increase  in  volume  described  by 
Marey  is  not  the  only  change  brought  about  in  the 
radial  pulse  by  elevation  of  the  arm.  The  additional 
differences  which  he  notices  will  be  gathered  from  an 
inspection  of  the  accompanying  sphygmogram  which 
is  reproduced  from  von  Frey's  work. 


Radial  tiaoingB  reproduced  from  von  Frey  (lo/:  cit.  p.  220). 
The  upper  tracing  taken  with  arm  dependent,  the  lower  trac- 
ing with  arm  raised. 

In  the  tracing  corresponding  to  the  elevated 
position,  the  line  of  ascent  is  more  oblique  in  its 
upper   part,    and   distinctly    anacrotic,    the   Une    of 
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descent  very  slow  in  its  fall,  and  the  dicrotic  notch 
and  rise  both  very  shallow. 

All  these  features  may  not  be  separately  perceived, 
but  they  are  readily  recognised,  as  a  whole,  by  the 
finger.  The  pulse  assumes  the  type  with  which  we 
are  familiar  in  cases  of  mitral  and  of  aortic  stenosis. 


CHAPTER  IX. 

THE  ELEMENTARY    STUDY  OF  THE 
ANASTOMOTIC  PULSE. 

The  complications  which  arise  when  an  anastomotic 
wave  is  combined  with  the  ordinary  wave,  have 
hitherto  obliged  us  altogether  to  exclude  the  former 
from  consideration.     We  now  turn  to  its  study. 

Fig.  80. 


Obliteration  by  one  finger.    The  interrupted  arrows  repre- 
sent the  anastomotic  blood-stream  and  pulsation. 

In  many  radial  pulses,  probably  at  times  in  all, 
the  pulse  wave  finds  its  way  round  the  palmar  arch, 
through  one  vessel  or  the  other ;  most  often,  it  is 
stated,  through  the  Superficialis  Vol(e.  As  explained 
above,  the  presence  of  this  additional  pulsation  may 
be  detected  by  a  single  finger,  if  suflficiently  sensitive, 
by   pressing    so   firmly   against    the    radius   as    to 
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obliterate  the  arterial  channel.  Any  pulee  perceived 
by  the  distal  side  of  the  finger  can  then  be  only  un 
anastomotic  and  recurrent  pulse.  It  is  much  easier, 
however,  to  obliterate  the  artery  with  one  finger  Cf^ 
and  to  feel  the  anastomotic  pulse  with  another  finger 
Df,  applied  farther  down  the  wrist.  This  is  a 
method  which  was  described  by  Ozanam,  and 
separately  by  Dr.  Douglas  Powell  (see  Fig.  81). 


OblitsratiOD  bj  two   Beparata    flogers.      Tbeir    palseleBi 
iDtervat  may  be  tested  by  .U/. 

If  we  keep  the  artery  obliterated  conveniently 
high  in  the  wrist,  we  secure  room  for  further 
manipulations,  and  freedom  from  interference  on  the 
part  of  the  normal  wave.  In  this  way  we  shall  find 
that  in  every  respect,  except  in  its  direction,  which 
is  centripetal,  and  in  its  strength,  which  is  reduced, 
the  anastomotic  pulse  is  analogous  to  the  ordinary 
uncomplicated  pulse  ;  and  that  it  behaves  according 
to  the  same  rules ;  so  that  with  eyes  shut  and  the 
})atient's  arm  duly  covered,  we  might  be  mistaken  as 
to  the  kind  of  pulse  telt.     The  observations  detailed 
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in  eonnectiou  with  the  ordinary  pulse  apply  to  the 
anastomotic,  almost  without  any  alteration,  as  will 
be  gathered  from  the  diagrams,  which  represent  in 
each  case  results  obtained  by  direct  experiment. 


Tbe  Progress  of  the  Anaatomotlc  Wave. 

Expcriinvnt  xxviii. 

The    recurrent    direction    of    the    wave   is  easily 
demonstrated  by  using  three  fingers.      (7/*  stops  tlie 


other  mode  of  demoaBtration  of  the  direciionof  tlicBDaaio- 
motic  wave.  7^/" alternately  interposes  between  Mf  anii  the 
■ware,  or  allows  the  wave  to  strike. 

direct  wave  above ;  Dj\  below,  alternately  sets  free 
and  stops  the  anastomotic  wave ;  and  Mf  likewise 
alternately  receives  and  loses  the  sensation  of  ictus. 

The  instant  Df  is  raised  the  wave  strikes  the 
finger  Mf  on  its  distal  border.  The  instant  Df  is 
depressed  Mf  is  once  more  deprived  of  all  pulse 
sensations.  Meanwhile,  Cf  being  hard  down  on  the 
radius,  no  pulse  can  reach  Mf  from  above,  and  the 
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pulsation  felt  by  it  is  obviously  anastomotic,  being 
conveyed  through  a  collateral  channel  from  the 
ulnar  artery. 

The  Relative  Time  of  the  Anastomotio  Wave 

at  the  Wrist. 

The  longer  route  taken  by  the  anastomotic  wave 
inevitably  causes  its  arrival  at  the  wrist  to  be  later 
than  that  of  the  direct  wave.  This  delay  is  some- 
times, though  not  readily,  perceived  by  the  touch. 

ExperiTnent  xxix. 

FlO.  83. 

cr 


Whilst  the  arrival  of  the  direct  wave  at  C  is  being  timed  by 
the  beat  of  the  foot,  when  Df  is  raised  (see  Fig.  84),  Cf 
feels  the  arrival  of  the  anastomotic  wave  as  a  later  event. 

Let  the  two  fingers  Cf  and  Df  be  applied  at  a 
slight  distance  from  each  other  with  obliterating 
pressure.  The  direct  wave  *  will  strike  the  proximal 
side  of  Cf\  and  the  anastomotic  wave,  the  distal  side 
of  Df. 

The  second  stroke  will  be,  often  appreciably,  later 
than  the  first. 


*  For  farther  comment  on  this,  see  Part  V.,  p.  305. 
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Another  method  consists  in  observing  the  time  of 
the  ordinary  pulse  at  Cf  (the  6nger  used  as  block) ; 
timing  its  beat  with  the  foot,  and,  after  making  sure 
of  the  rhythm,  letting  loose  the  anastomotic  wave  at 
Df\  the  distal  pulsation,  immediately  felt  at  Cj\ 
will  be  unmistakably  later  than  the  stroke  of  the 
foot. 

We  shall  see  that  there  is  reason  to  believe  that 
the  transmission  of  the  ictus  along  the  palmar  circuit 
is  slower  than  the  transmission  of  the  ictus  back- 
wards up  the  arm  {see  p.  y47). 

E-cpcnnwut  XXX. 
Fig.  84. 


One  fiogcr.  carefuU?  applied,  iliatinguisbes  a  delaj  betweoB 
Ihe  two  waves  striking  its  opposite  side*. 

The  same  Interval  in  time  may  be  perceived  with 
the  help  of  one  finger,  as  shown  by  the  diagram. 

In  the  same  way,  if  the  finger  be  applied  firmly 
enough  (pressure  iii)  to  obtain  the  sensation  of  inter- 
mediate beat,  this  sensation  will  not  be  a  simple 
stroke,  as  with  each  of  the  two  fingers  previously 
used,  but  a  more  prolonged  feeling,  made  up  of  the 
sensations  corresponding  to  each  of  the  four  degrees 
of  pressure  (see  Fig.  85). 
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Fig.  86. 


The  sensation  of  intermediate  iotns  analysed  into  a  snoces- 
sion  of  sensations  striking  the  sides  and  the  tip  of  the  finger. 


Variability  of  the  Dolay. 

In  diflferent  individuals  the  delay  of  the  anasto- 
motic wave  will  vary  much.  It  may  sometimes  be 
less  with  a  slow  than  with  a  quick  pulse  rate. 

In  old  people,  and  in  cases  of  arterial  rigidity,  or 
when  tension  is  high,  it  will  be  much  shorter  than  in 
young  subjects  with  elastic  arteries,  or  in  those 
presenting  low  pulse  tension. 

We  may  therefore  expect  the  interval  to  vary  in 
the  same  individuals  with  the  state  of  the  circula- 
tion. 

Experiment  xxxi. 

Since  raising  the  arms  diminishes  arterial  fulness, 
we  may  expect  a  retardation  of  the  anastomotic  wave 
from  this  cause.  If  the  patient's  arm  be  fully  raised, 
the  anastomotic  wave  will  be  noticeably  delayed ;  if 
it  be  lowered  from  the  level  of  the  bed  to  the  floor, 
the  wave  will  become  decidedly  quicker  than  in  the 
horizontal  position. 
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THE   ANASTOMOTIC    ICTUS. 

Hitherto  we  have  spoken  of  the  anastomotic  wave 
and  of  the  time  of  its  impact.  Pursuing  the  analogy 
which  exists  between  this  wave  and  the  direct  wave, 
we  now  turn  our  attention  to  the  ictus  properly  so 
called. 

P^xperimeiit  xxxii. 

When  the  pressure  of  the  blocking  finger  Df  is 
slightly  relaxed,  the  anastomotic  wave,  which  pre- 


After  strikiDg  Cf,  the  anaatomotic  w 
proximal  side  of  Df. 


viously  was  stopped  by  that  finger,  not  only  strikes 
Cf.  but,  if  the  pressure  of  Df  be  suitably  adjusted, 
it  wVa  also  cause  an  ictus  to  be  felt  at  the  heart- 
side  of  Df 

This  experiment  possesses,  ib  will  be  seen,  much 
physiological  importance.  The  anastomotic  ictus  is 
analogous  to  that  which  has  been  described  as  the 
distal  ictus  of  the  ordinaiy  pulse  (see  p.  1 1 4),  although 
now  it  occurs  on  the  reverse  side. 
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Tho  Aolatlvo  Timo  of  the  AAastomotio  Zotos. 

It  was  noticed  (see  p.  152),  in  connection  with  the 
ordinary  proximal  ictus,  that  this  occurred  fractionally 
later  than  the  distal  ictus.  Here  in  like  manner  the 
anastomotic  ictus  should  be  earlier  at  Cf  than  it  is 
at  D/ (see  Fig.  86). 

Experiment  xxxiii. 

This  could  be  easily  verified  by  the  two  fingers 
applied  in  the  same  manner  as  in  the  preceding 
experiment,  by  varying  the  pressure  of  Df. 

no.  87. 


The  anastomotic  ictus,  travelling  upwards,  and  striking  in 
succession  D/,  Cy  (which  is  used  as  block),  and  Zy  again. 

N.B.  The  distinction  between  the  wave-onset  and  the  ictus, 
indicated  in  the  figure,  will  be  dwelt  on  at  p.  305. 

The  ictus  felt  at  Cf  is  indeed  bound  up  with  the 
anastomotic  wave,  propagated  past  Df  and  which 
makes,  at  the  moment  of  its  passage  under  that  finger, 
a  slight  impression  on  the  distal  side  of  Df.  The  two 
arrow-heads  at  Df  represent  the  two  events  occurring 
on  opposite  sides  of  that  finger.  With  sufficient 
attention  it  may  be  possible  to  realise  both  sensations, 
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and  to  notice  that  the  distal  sensation  (at  D)  is  an 
earlier  event  than  the  ictus  felt  on  the  proximal  side 
otDf. 

In  a  boy,  cet.  9i,  it  was  very  plain  that,  whilst 
the  distal  finger  was  pressed  down  moderately 
(say  half-way  through  the  diameter  of  the  artery), 
the  proximal  finger  being  meanwhile  employed  in 
obliterating  the  channel,  Df  felt  the  ictus  on  the 
side  nearest  the  heart.  But  when  the  pressure  was 
increased,  so  as  to  obliterate  the  artery  at  Df,  then 
the  ictus  was  felt  only  on  the  wrist  side  of  the  said 
finger.  In  a  previous  experiment  performed  in  a 
strong  man,  the  ictus  on  the  proximal  side  of  Df  was 
distinctly  later  than  that  felt  on  the  distal  side  of 
Cf,  the  interval  of  time  being  of  course  minute. 

This  accordance,  in  spite  of  reversed  directions, 
with  the  observations  made  on  the  direct  pulse,  is 
strongly  confirmatory  of  the  correctness  of  previous 
results.  The  mechanism  of  the  ictus  in  both  cases 
would,  judging  from  analogy,  be  the  same.  It  will 
be  discussed  later. 

For  the  present  let  it  be  stated  that,  as  regards 
the  ictus,  the  anastomotic  wave  behaves  in  the  same 
manner  as  an  ordinary  descending  wave ;  but  that, 
as  might  have  been  expected,  the  pressuies  necessary 
in  order  to  alter  the  site  of  the  ictus  and  to  obliterate 
the  pulse  are  less  than  is  the  case  with  the  ordinary 
pulse. 

THE  ANASTOMOTIC  THRILL. 

Another  set  of  observations  especially  connected 
with  the  anastomotic  pulse  claims  attention  at  this 

place. 
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Experiment  xxxiv. 

Since,  by  varying  the  pressure  of  the  blocking 
finger  Cf^  we  can  either  obliterate  the  pulse  or 
reduce  it  to  any  extent,  the  artificial  equalisation 
of  the  main  pulse  and  of  the  anastomotic  pulse  in 
the  length  of  artery  included  between  Df  and  Cfy 
would  be  merely  a  question  of  adjustment.  Sup- 
posing this  to  have  been  carried  out,  what  would  be 


Cf 


Diagram  illustrating  the  theory  of  thrill  by  wave-inter- 
ference. 1//"  would  feel  a  thrill  when  the  pressures  made  by 
Cf  and  Df  respectively  were  so  adjnsted  as  to  reduce  both 
waves,  and  to  render  them  equal. 


the  eflfect  produced  at  Cfi  The  equalised  waves 
would  mutually  destroy  their  velocities,  whilst  the 
pressures  would  add  up.  Owing,  however,  to  the 
slight  difierence  in  the  time  of  their  transmission, 
the  waves  would  not  overlap  with  perfect  symmetry, 
but  the  two  summits,  and  any  sets  of  points  corre- 
sponding in  their  level  in  the  two  waves,  would 
alternate  with  each  other.  The  result  might  be  a 
thrill  such  as  depicted  in  the  diagram. 

As  a  fact,  it  is  not  necessary  to  use  more  than 
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one  finger.  K  by  its  means  pressure  be  Taried  with 
nicety,  a  point  may  be  reached  at  which  the  two 
opposed  waves  are  so  balanced  as  to  give  rise  to  a 
thrilL 

It  will  be  shown  elsewhere  that  thrills  are  not 
limited  to  soch  pulses  as  possess  an  anastomotic 
wave,  and  the  mechanism  of  thrills  in  general  will 
receive  consideration. 


PART  IV. 

THE  WAVE  THEORY ;    AND  THE 
INSTRUMENTAL  STUDY  OF  THE  PULSE 

WAVE. 

INTRODUCTORY  REMARKS   ON   THE   INSTRUMENTAL 

STUDY   OF  THE   PULSE. 

Had  any  technical  study  of  the  sphygmograph 
been  ventured  upon  in  these  pages,  they  would  have 
included  a  description  of  M.  von  Frey's  elaborate 
tonograph,  and  of  Professors  Roy  and  Adam's  sphyg- 
mometer *  ;  but  the  reader  must  be  referred  to  the 
original  accounts.  The  sphygmograph  leaves  us  in 
the  dark  concerning  some  of  the  most  important 
elements  of  the  pulse.  Within  certain  limits,  it 
registers  variations  of  pressure  (without,  however, 
defining  their  absolute  value) ;  but  unlike  the  finger, 
it  does  not  even  claim  to  judge  of  the  volume  of  the 
artery  at  the  various  stages  of  the  pulse  wave,  neither 
does  it  supply  us  with  data  as  to  any  modifications 
in  the  rapidity  of  the  blood  stream.  For  a  demon- 
stration of  the  variations  of  the  arterial  volume  and 

♦  The  Practitioner,  Feb.  to  July,  1890. 
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of  the  intra-arterial  velocity  we  must  turn  to  the 
piethysmograph  and  to  the  tachograph  respectively. 
The  need  for  a  separate  study  of  shape,  volume, 
and  velocity  of  the  pulse  is  rendered  obvious  by  the 
differences  between  the  three  curves,  which  may  be 


Pulae-presaurt',  volume,  nnd  Telocity,  expressed  in  lineii 
(A.  Ficli).  A:  The  ftpbygmograro  (of  the  radial  arterj). 
B :  The  plethTBmogram  of  the  hand.  C :  The  corre  of 
Telocity  (in  this  case  derived  by  cklculation). 


termed  respectively  the  sphygmogram,  the  plethys- 
mograiD,  and  the  tachogram,  obtained  by  means  of 
the  three  instruments  bearing  corresponding  names. 
Other  instruments  have  a  less  direct,  though  im- 
portant, bearing  upon  the  study  of  the  pulse — viz.. 
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the  cardiograph,  but  more  especially  the  myo-cardio- 
graph,  and  Dr.  H.  D.  RoUeston's  *  instrument  for  the 
registration  of  intra-ventricular  pressures.  To  these 
some  allusion  will  be  made  in  connection  with  the 
movements  of  the  heart. 

Lastly,  reference  should  be  made  to  Dr.  George 
Oliver^s  pressure-gauge,t  with  which  ingenious  ob- 
servations have  been  made  on  the  variations  of 
arterial  pressure. 


*  The  PraetUioner,  vol.  xliv.  p.  162,  1890 ;  also  Journal  of  Physiology, 
vol.  viii  p.  296,  1887. 
t  The  BractUioner,  February  to  Angast^  1893. 


CHAPTER  I 

ON  THE  PROPAGATION  AND  REFLECTION 

OF  WAVES  WITHIN  ELASTIC  TUBES 

FILLED  WITH  FLUID- 

Wave  reflection  enters  largely  into  present 
theories  of  the  pulse,  and  must  claim  some  of  our 
attention.  The  rebound  of  waves,  as  it  occurs  within 
elastic  tubes,  has  been  deeply  studied  by  various 
observers. 

The  following  brief  review  of  the  results  of  recent 
investigations  are  abstracted  from  von  Kries' 
"  Studien  zur  Pulselehre,"  '  and  from  M.  von  Frey's 
"  Die  Untersuchung  des  Pulses."  t  The  latter  work 
contains  a  bibliography  of  the  subject,  and  may  be 
regarded  as  the  latest  scientific  treatise  on  the  pulse. 
Among  earlier  works,  that  by  Gi-ashey,  "  Die  Wellen- 
bewegung  elastischer  Rohren  und  der  Arterienpula 
des  Menschen  sphygmographisch  untersucht,"  deals, 
as  the  title  indicates,  with  the  physical  aspect  of  the 
question  :  it  is  specially  mentioned  here,  not  only  on 
account  of  its  scientific  importance,  but  because  it 
supports  a  view  to  which  reference  must  be  made. 


•  Fieibnrg  in  Breisgsn,  1392. 
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The  Total  KeSsctlon  or  Ssboand  of  Vavaa. 

The  occuiTetice  of  wave- rebounds  within  elastic 
tubes  has  long  been  demonstrated  in  artificial 
schemata  of  the  cii-culation.  A  question  now  arises, 
as  to  the  condition  of  the  wave  after  it  has  suffered 
reflection. 

The  original  wave,  which  we  will  assume  to  be  one 
of  positive  pressure,  might  rebound  as  a  positive  wave, 
as  in  Fig.  90,  where  A  represents  the  primary,  and 


A ;  Wave  of  positive  pretsnre  travelling  towards  D. 
re  bound- wave,  also  poaitive  (von  Krieg). 


Ji  the  secondary,  or  rebound  wave  ;  or  it  might  con- 
ceivably, as  in  Fig.  91,  be  reflected  as  a  negative 


The  event  does  not,  however,  depend  on  mere 
chance.  The  positive  or  negative  character  of  the 
rebound  is  strictly  determined  by  the  circumstances 
of  the  experiment. 
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If  the  end  of  the  tube  be  closed,  any  positive  wave 
suffering  total  reflection  at  the  spot  will  rebound  as 
a  positive  wave,  as  in  Fig.  'JO. 

li\  on  the  contrary,  the  extremity  at  which  reflection 
occurs  be  open,  the  positive  wave  will  pass  into  the 
negative  phase,  and  rebound  as  a  negative  wave,  as 
shown  in  Fig.  91. 

The  same  rules  would  have  applied,  mutatis 
mutandis,  had  the  primary  wave  been  a  negative 
wave. 


Tbe  Partial  Sefieotlon  of  Wavea  In  tlie 
Contlnnltr  of  a  Tnbo, 

The  reflected  waves  to  which  we  have  alluded  are 
not  exclusively  produced  by  total  reflection  at  the 
end  of  tubes.  Similar  reflections  of  a  partial  kind 
occur  also  in  the  length  of  tubes,  whenever  any 
sudden  change  occurs  in  their  diameter  or  in  the 
qualities  of  their  walls,  and  whenever  they  undergo 
subdivision,  A  reservation  must,  however,  be  mnxle 
in  connection  with  the  influence  of  the  branching  of 
tubes.  Branching  nmy  occur  without  giving  rise  to 
any  reflection  ;  but,  according  to  von  Kries,  this  can 
only  be  the  case  when  the  dividing  tubes  alter  their 
diameter  inexact  proportion  to  the  alterations  in  the 
velocity  of  the  wave.  In  other  words,  any  increase 
in  diameter  must  be  compensated  by  a  thickening  of 
the  wall,  any  decrease  in  diameter  by  a  thinning  of 
the  wall-  In  the  special  case  of  a  tube  dividing  hito 
a  number  of  small  tubes  of  equal  size,  their  aggregate 
diameter  on  the  one  hand  and  the  velocity  within 
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them  on  the  other,  are  the  factoi*s  to  be  used  in  deal- 
ing with  the  problem. 

Should  the  tube  present  at  some  spot  a  constric- 
tion, this  would  similarly  be  the  seat  of  a  positive 
rebound  of  limited  extent ;  any  widening  of  the 
lumen  would  on  the  contrary  be  the  seat  of  a  partial 
rebound  of  the  negative  kind. 

The  conditions  thus  far  are  simple,  and  the  cha- 
racter of  any  of  these  rebounds  might  be  predicted, 
given  a  knowledge  of  the  tube. 


Fiiotion  a  Soiiroe  of  Partial  Befleotton  of  WaTOs. 

In  aU  tubes,  however,  but  in  some  more  than  in 
others,  the  conditions  are  complicated  by  friction. 
Von  Kries  (loc.  city  p.  24)  has  shown  that  friction 
(such  as  that  occasioned  by  a  short  plug  of  loose 
cotton- wool  inserted  in  the  tube)  determines  a  wave- 
rebound  of  the  same  variety  as  the  primary  wave. 

Thus,  a  localised  friction  will  produce  a  wave- 
rebound  analogous  (though  on  a  smaller  scale)  to  that 
induced  by  the  sudden  turning  off  of  a  stopcock. 

It  might  happen  that  the  tube  traversed  by  a 
positive  wave,  whilst  presenting  a  considerable 
dilatation,  should,  at  the  same  spot,  offer  a  consider- 
able increase  of  frictional  resistance  The  positive 
rebound  due  to  friction  might,  in  a  tube  of  this  kind, 
exceed  the  negative  rebound  due  to  dilatation  ;  and 
the  returning  wave  might,  in  spite  of  the  dilatation, 
remain  a  positive  wave.  Precisely  this  combination 
is  found  in  the  circulation,  at  the  seat  of  the  expan- 
sion of  the  arterial  into  the  capillary  lumen. 
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The  iiitmisic  frictions  occurring  ■within  the  fluid 
itself,  and  between  it  and  the  tube  walls,  must  of 
course  modify  the  normal  relations  between  flow  and 
pressure.  This  influence  von  Kries  has  also  verified 
experimentally.  He  has  shown  that,  within  naiTow 
tubes,  periodical  oscillations  of  pressure,  set  up  within 
the  tube  at  one  end,  no  longer  keep  strictly  parallel 
with  the  oscillations  of  velocity. 

Additional  complications  arise  in  tubes  which 
contain  a  fluid  in  motion  :  the  current  itself  may 
suffer  acceleration  or  retardation  in  consequence  of 
the  passage  of  waves. 


TI10  Meeting:  of  Waves. 

When,  at  a  given  spot,  two  equal  waves  of  the 
same  kind  meet  from  opposite  directions,  their  pres- 
■  sures  combine  at  this  spot  to  a  pressure  twice  as 
great  as  that  of  either.  Their  velocities,  on  the  other 
hand,  will  exactly  counterbalance  each  other.  In 
the  special  case  of  the  closed  end  of  a  tube,  there 
being  no  possibility  of  any  outflow,  the  rebound  will 
be  a  positive  one  ;  had  the  given  spot  been  the  open 
end  of  a  tube,  the  positive  wave  of  pi'essure  would 
have  been  reflected  as  a  negative  wave. 


Compound  Waves* 

het  us  now  consider  the  case  of  any  other  spot  not 
a  terminal  one.  Provided  the  distance  from  the  end 
of  tlie  tube  be  greater  than  one  entire  wave  length, 
the  direct  and  the  reflected  wave  will  be  recognisable 
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as  two  distinct  waves.     Otherwise,  the  direct  and 
the  reflected  wave  will  overlap,  in  proportions  vary- 
^^^^^l^_  ing  according  to  the  distance 

^^^^^H^l  l^etween  their  summits,  and 

^^^^^I^H  they  will  give  rise  to  various 

^^^^H^l  wave-combinations     and 

^^^^^I^H  shapes,    to    which    it    must 

^^^^^^^H  here    suffice    to   have    called 

^^^^^^^1    ^        attention.      Von   Kries  and 
^^^^^^^1  Grasliey  have  described  these 

^^^^^1^1  combined  forms. 


Wave  Reboundfl,  Iiatent 
or  Overlooked. 


The  diversity  of  the  modi- 
fications as  well  as  of  the 
origin  of  wave-rebounds 
would  naturally  lead  to  their 
being  sometimes  overlooked 
and  often  misinterpreted. 
Thus,  according  to  von  Kries, 
Landois' "  Euckstoss  Eleva- 
tionen  "  and  Moens'  "  Schlies- 
sungs  wellen  "  are  two  ordi- 
nary instances  of  ^\■ave-re- 
bound. 

Landois'  "  Elasticitilts  Ele- 
vationen  "  are  explained  by 
von  Kries  as  oscillations  such 
as  may  be  imparted  to  a  loop 
of    indiarubber-tubing   filled 
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with  water,  by  raising  it  at  one  end,  and  letting  it 
fall  again  abruptly  on  to  the  table  ;  or  else  as 
waves  of  elliptical  deformation,  such  as  may  be  set 
up  within  a  suspended  piece  of  elastic  tubing  j&lled 
with  water  by  striking  it  a  sharp  blow  with  the 
handle  of  a  scalpel.  Neither  of  these  conditions  are 
fulfilled  by  the  radial  artery. 


CHAPTER   II. 
ON   THE   VELOCITY   OF   WAVES. 

I.     Pulse  Pressure  and  Velocity.     Von  Kries' 
Tachograph. 


The  PreBBnre-Wave  and  the  Velocity- Wave. 

All  oscillations  of  pressure  occurring  within  tubes 
filled  with  fluid  are  bound  up  with  the  production  of 
current  (or  with  the  modification  of  any  current  that 
previously  existed),  in  a  direction  from  the  point  of 
the  highest  towards  that  of  the  lowest  pressure. 

If  the  fiuid  should  previously  he  moving  at  a  given 
rate,  the  descent  of  a  wave  of  pressure  down-stream 
will  be  mavked  at  each  point  by  a  temporary  increase 
in  the  velocity  of  flow.  To  this  modification  von 
Kries  gives  the  name  of  icai-e  of  vdurity.  Although 
in  this  case  running  hand  in  hand,  it  is  not  identical, 
with  the  wave  of  pressure.  For  had  the  wave  of 
positive  pressure  been  travelling  iqi-.ttream,  the  cur- 
rent would  have  suffered  temporary  retardation  at 
each  spot  reached  by  the  wave :  in  this  case,  the 
positive  pressure-wave  would  have  been  accompanied 
by  the  negative  velocity-wave — a  combination  leading 


J 
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to  this  result :  that  the  maximum  ofpr-essvrc  at  any 
jioint  tcoidd  comcide  wUJi  the  minimum  qfvelocitp.* 
Thus,  let  OB  repeat  that,  if  the  flow  taking  place 
vdthin  a  tube  be  steadUy  in  one  direction,  the  passage 
of  any  waves  of  increased  or  diminished  pressure  will 
tell  very  differently  according  as  the  wave  travels  in 
the  direction  of  the  current  or  in  a  direction  opposed 
to  it ;  and  for  greater  clearness  in  discussing  these 
diflerent  combinations  we  shall  use  the  convenient 
expression  employed  by  von  Kries,  and  speak  of  the 
transient  acceleration  or  retardation  arising  in  con- 
nection with  the  passage  of  a  wave  of  positive  or  of 
negative  pressure  as  a  "  wave  of  velocity."  The 
wave  of  velocity  travelling  in  the  direction  of  the 
stream  will  be  a  "  positive  velocity-wave  " — another 
name  for  a  wave  of  acceleration  ;  that  travelling  back- 
wards will  be  a  "  negative  wave  of  velocity,"  in  other 
words,  a  wave  of  retardation. 


On  the  Rate  of  Transmission  of 
fressnre- Waves. 

llie  rapidity  with  which  the  oscillations  of  pressure 
travel  along  the  fluid  is  determined  by  the  specific 
gravity  of  the  fluid,  by  the  thickness  and  elasticity 
of  the  membrane,  and  by  the  diameter  of  the  tuba 
It  is  only  indirectly  dependent  upon  the  pressure — 
viz.,  to  the  extent  in  which  pressure  affects  the 
diameter  and  the  dilatability  of  the  tube.     Animal 


*  Conrenelj,  anj  vetoci^-waTe  mnit  Kt  up  -within  the  Bn'.d  a  mn  of 
preasnre  which  wiU  be  podtiie  or  negative  as  tbe  cai«  may  be. 


CHAPTEK  n. 

ON  THE  VELOCITY  OF  WAVES. 

I.    Pulse  Pressure  and  Velocity.    Von  Kries' 

Tachograph. 

The  Pressure-Wave  and  the  Velooity-Wave. 

All  oscillations  of  pressure  occurring  within  tubes 
filled  with  fluid  are  bound  up  with  the  production  of 
current  (or  with  the  modification  of  any  current  that 
previously  existed),  in  a  direction  from  the  point  of 
the  highest  towards  that  of  the  lowest  pressure. 

If  the  fluid  should  previously  be  moving  at  a  given 
rate,  the  descent  of  a  wave  of  pressure  down-stream 
will  be  marked  at  each  point  by  a  temporary  increase 
in  the  velocity  of  flow.  To  this  modification  von 
Kries  gives  the  name  of  wave  of  velocity.  Although 
in  this  case  running  hand  in  hand,  it  is  not  identical, 
with  the  wave  of  pressure.  For  had  the  wave  of 
positive  pressure  been  travelling  up-fitream^  the  cur- 
rent would  have  sufiered  temporary  retardation  at 
each  spot  reached  by  the  wave :  in  this  case,  the 
positive  pressure-wave  would  have  been  accompanied 
by  the  negative  velocity-wave — a  combination  leading 
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to  this  result :  that  the  mrvximum  of  pressure  nt  any 
point  would  coincide  udth  the  minimum  of  tvlocitf/.* 
Thus,  let  us  repeat  that,  if  the  flow  taking  place 
within  a  tube  be  steadily  in  one  direction,  the  passage 
of  any  waves  of  increased  or  diminished  pressure  will 
tell  very  differently  according  iis  the  wave  travels  in 
the  direction  of  the  current  or  in  a  direction  opposed 
to  it ;  and  for  greater  clearness  in  discussing  these 
different  combinations  we  shall  use  the  convenient 
expression  employed  by  von  Kries,  and  speak  of  the 
transient  acceleration  or  retardation  arising  in  con- 
nection with  the  passage  of  a  wave  of  positive  or  of 
negative  pressure  as  a  "wave  of  velocity."  The 
wave  of  velocity  travelling  in  the  direction  of  the 
stream  will  be  a  "positive  velocity-wave  " — another 
name  for  a  wave  of  acceleration  ;  that  travelling  back- 
wards will  be  a  "  negative  wave  of  velocity,"  in  other 
words,  a  wave  of  retardation. 


On  tbe  Rate  of  TransmlsBlon  of 
Pressure-'Waves. 

The  rapidity  with  which  the  oscillations  of  pressure 
travel  along  the  fluid  is  determined  by  the  specific 
gravity  of  the  fluid,  by  the  thickness  and  elasticity 
of  the  membrane,  and  by  the  diameter  of  the  tube. 
It  is  only  indirectly  dependent  upon  the  jjressure — 
viz.,  to  the  extent  in  which  pressure  affects  the 
diameter  and  tbe  dilatability  of  the  tube.     Animal 


•  Conversely,  nny  velocity-waya  must  set  np  within  the  Bn;(!  a 
pressnre  which  will  be  positive  or  negativs  a»  the  case  maj  be. 
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latter.  The  oscillations  of  velocity  (see  Fig.  93), 
were  derived  by  calculation  from  the  oscillations  of 
volume. 

Since  then,  the  tachograph  invented  by  von  Kries- 
has  rendered  possible  a  direct  determination  of  the 
velocity  of  waves,  and  we  are  therefore  indebted  to 
von  Kries  for  a  practical  method  of  determining 
and  graphically  representing  the  direction  of  waves 
of  pressure  within  the  arterial  system,  based  upon 
simultaneous  records  of  the  intra-arterial  pressures 
and  velocities. 


Von  Kries'  Tadto^rrapta. 


Von  Kries'  instrument  registers  on  the  bromide-  I 
paper  of  a  revolving  drum,  enclosed  in  a  dark  case  I 
{which  is   provided  with  an  appropriate   slit),    the  | 


Tachogram   lakrii    Uy   vq]i    Kriis   f 
npper  arm.     (Rcprodnced  from  vi 

oscillations  imparted  to  the  flame  of  a  specially  con- 
structed lamp  by  the  pulsatile  changes  in  volume  of  1 
the  air-chamber  (plethysmograph)  in  which  the  limb'  J 
under  observation  is  enclosed. 

At  the  side  the  image  of  another  flame,  influenced^ 
by  the  vibrations  of  a  tuning  fork,  or  of  an  organ-pipe,  j 
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is  projected  by  a  miiror  through  the  slit — and  gives 
a  time  record  to  the  tracing. 

The  tachogram  here  reproduced  will  convey  a  clear 
idew  of  the  general  characters  of  this  form  of  pulse 
tracing.  Von  Kries  draws  special  attention  to  the 
very  deep  drop  which  immediately  follows  the  rise, 
and  which  coincides,  in  the  sphyrjmogram,  with  a 
period  of  Idgh-prfmurc.  The  dicrotic  event  is  also  a 
prominent  feature  in  the  tachogram  of  the  pulse. 


A :  The  air-chamber  for  the  arm,  conoectcd  with  tlic  gas 
flame  F.  V  ■  The  revolving  drnin,  onolosed  in  a  ilark  chamber 
provided  with  a  slit,  The  oscillalions  of  a.  time-recording 
flame  [not  shown)  are  aL«i  tocusaed  on  the  drum.  (Bepro- 
dnced  from  von  Frej.) 


Instead  of  being,  as  in  the  pletbysmographic  pro- 
cess, immersed  in  water,  the  limb  is  surrounded  with 
air  only.  A  tube,  which  must  be  sufficiently  broad 
to  obviate  any  resistances,  establishes  a  connection 
between  this  air  space  and  the  central  air  space  of 
the  gas  flame,  the  oscillations  of  which  are  photo- 
graphed on  the  moving  surface,  simultaneously  with 
the  time  record.  • 
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Besoiiption  of  the  Method. 

The  following  principle  underlies  the  method  in 
question.  Whenever,  within  elastic  tubes,  a  wave 
travels  down-stream,  the  maximum  of  pressure  co- 
incides at  each  point  with  the  maximum  of  velocity  ; 
but  should  the  wave  be  travelling  up-stream,  every 
local  increase  in  pressure  coincides  with  a  local 
decrease  in  velocity.  The  accompanying  schema 
(see  Fig.  96),  reproduced  from  von  Frey's  book,  will 
afford  a  ready  demonstration  of  these  facts. 

It  is  not  at  first  obvious  how  the  arrangement  we 
have  described  can  supply  information  as  to  the 
rapidity  of  the  arterial  current.  This  is  best  ex- 
plained by  von  Frey'8  diagram,  in  which  we  deal 
with  the  variations  in  volume  and  in  velocity  of  the 
contents  of  a  single  tube  passing  through  an  air 
space.  Water  is  supposed  to  flow  from  a  reservoir 
through  the  tube  at  a  constant  rate.  A  lever,  placed 
(at  I)  on  the  tube  before  it  reaches  the  bottle,  indi- 
cates any  variations  in  pressure,  whilst  the  tacho- 
gram  is  obtained  by  connecting  at  II,  the  air  con- 
tained in  the  bottle,  with  the  sensitive  flame  of  the 
tachograph.  Air  would  obviously  be  diiven  out  at 
II  by  any  increase  in  the  volume  of  the  loop,  and 
sucked  in  again  by  any  decrease  in  volume,  with 
corresponding  results  on  the  size  of  the  flame,  if 
connected.  It  is  found  that  if  a  wave  of  positive 
pressure  be  sent  down  the  loop  in  the  direction  of 
the  stream,  air  is  driven  out,  showing  that  the  loop 
has  increased  in  volume ;  in  other  words,  more  water 
flows  in  at  I  than  flows  out  at  III.  Any  increased 
rapidity  of  in-flow  is  in  this  way  registered  by  a  rise 
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in  the  size  of  the  flame.  The  exact  opposite  occurs 
when  the  wave  of  pressure  is  made  to  travel  in  the 
opposite  direction  from  III  to  I.  In  this  case, 
although  the  lever  may  register  a  rise  in  pressure 
equal   to  that  previously  recorded,  the  flame  sinks 


Von  Frey's  schema:  Water  fiowa.  from  the  Up,  tUroagb 
the  U-Bhaped  elastic  tube.  The  empl;  bottle  freely  communi- 
cates with  the  outer  air  at  II.  A  reooriliog  lever  is  anpposod 
to  rest  on  the  iadiambber  connectloo  at  I. 

instead  of  rising  :  in  other  words,  the  loop  has  lost 
volume,  showing  that  the  in-flow  has  become  less 
than  the  out-flow. 

In  a  rough  schema  of  this  sort  the  rate  of  out- flow 
is  not  absolutely  uniform  ;  but  in  the  living  subject 
since  the  venous  out-fiow  is  rendered  nearly  constant, 
the  variations  in  velocity  may  be  mainly  ascribed  to 
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circumstances  aflFecting  the.  in-flow.  Von  Frey  also 
shows  that,  if  the  loop  were  to  be  constricted  at  its 
middle,  greater  uniformity  of  in-flow  would  be  secured, 
and  the  conditions  found  in  the  living  artery  would 
be  more  closely  approached.  A  great  portion  of  the 
pressure  wave  travelling  down  the  loop  would  then 
suffer  reflection  at  the  constriction,  and  on  its  return 
to  I  would  occasion  a  secondary  rise  of  the  lever ; 
whilst  the  rapidity  of  in-flow  would  have  varied  from 
a  maximum  to  a  minimum,  the  maximum  coinciding 
with  the  first  of  the  two  rises  of  the  lever,  the  mini- 
mum with  the  second  rise. 

II.  On  the  Kate  of  Transmission  of  the 

Pume-Wave. 

The  Znflnenoe  of  the  Blastioitj  of  the  jUrterial  Wall. 

Were  arteries  rigid,  the  transmission  of  the  systolic 
shock  would  be  almost  immediate,  from  the  heart  to 
the  periphery — somewhat  in  the  same  way  as  the 
last  of  a  continuous  row  of  billiard  balls  is  instantly 
displaced  by  the  stroke  dealt  at  the  first.  Since, 
however,  arteries  are  elastic,  the  pulse-wave  at  the 
periphery  can  never  be  synchronous  with  that  at  the 
heart.  The  maximum  rapidity  of  its  ti'ansmission 
will  be  reached  (for  any  given  degree  of  elasticity), 
when,  even  during  beats,  the  aorta  and  arteries  are 
kept  not  only  full,  but  under  tension. 

The  great  varieties  found  between  arteries  as 
regards  fulness  and  tension  will  correspond  to  similar 
varieties  in  the  rate  of  transmission  *  of  the  wave. 
With  equal  arterial  fulness,  and  systoles  equal  both 

*  In  this  connection  see  the  remarks  on  the  pulse  of  aortic  reflux. 
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in  volume  and  energy,  the  wave  will  travel  quickest 
in  stiffened  arteries.  Czermak,'  Grunmach.t  A.  T. 
Keyt.t  and  J.  G.  Edgren  5  all  report  analogous  results 
as  to  the  increasing  rapidity  of  pulse  transmission 
with  age.  Grunmach  and  Edgren  also  point  to  the 
same  influence  as  arising  from  chronic  nephritis  with 
hypertrophy.  The  diflerences  resulting  from  valvular 
defects  are,  according  to  Edgren,  slight  in  comparison. 
On  the  contrary,  the  pulse-wave  moves  with  least 
rapidity  in  those  arteries  which  are  most  elastic. 
This  leads  us  to  inquire  into  the  coefficient  of 
elasticity  ||  of  arteries. 

Professor  Roy's  experiments  H  on  the  elasticity  of 
the  arterial  membrane  have  furnished  some  important 
results. 


TraaaverKe  ntrips  of  aoita,  1  cm.   wide,  were  lengthened  by  » 
load  of  lUU  gi-ammes  in  the  following  proportions  ; 
p.c,  in  the  case  of  a  child  cet.    2J 


48-2 
le-fi 


Q  at.  22 


Roy's  results  also  point  to  an  enormous  elastic  capacity  of  t 
pulmonaty  artery. 


■  Gesam.  Schriften,  Leipiig,  1879,  bd.  L  p.  708, 
t  Virchow'a  Archiv.,  bd.  IU3,  18S5,  b.  565. 

t  "SphygmogtBphj  and  Cardiography,"  New  Yoik  and  London,  1887. 
S  Nordisk.  Med.  Archiv.,  bd.  xi„  1888 ;   see  also  Skandiaav.  Archiv., 
bd.  I,  1889,  B.  67. 

R  By   ooeSicieat    of    elafticily   (Elagticitatsmodnl}  is  Dnderstood   the 


increment  of  tention  which  i 
double  its  length,  were  the 
throDghout. 

1  Journal  of  Physiol^'/, 

"  Theae  were  cases  of 
from  calcareoua  deposit. 


<u1d  be  needed  to  increase  the  diameter  ti 
to  remain  proportionate  to  the  tension 


iii.  p.  25,  1881. 

o-aoleroBis,  but  the  strips  uaed  were  fre« 
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Unfortunately,  determinations  of  this  sort  are 
practicable  only  in  the  larger  arteries.  It  must 
remain  matter  for  conjecture  how  and  to  what  extent 
elasticity  may  vary  in  the  different  sections  of  the 
great  bulk  of  the  arterial  system.  Instead  of  being 
able  to  use  this  as  a  known  quantity  for  the  calcula- 
tion of  the  velocity  of  the  wave,  we  need  to  determine 
the  latter  experimentally  in  order  to  gain  some  idea 
of  the  tension  of  the  walls  of  small  arteries. 


Varioiui  Bstimates  of  the  Velooitj  of  tbo 

Palse-WaTO. 

f 

Von  Frey  states  that  E.  H.  Weber  found,  between 
the  pulses  of  the  external  maxillary  and  of  the 
anterior  tibial  arteries,  an  interval  of  one-sixth  or 
one-seventh  of  a  second  :  he  estimated  from  this  the 
velocity  of  a  pulse-wave  as  ranging  between  7 '92  and 
9  '24  metres  per  second.  This  wide  range  is  exceeded 
in  other  estimates.  Czermak  found  a  rate  of  670 
metres  per  second  for  the  upper,  and  of  11 '16  metres 
for  the  lower  extremity.  Most  observers  agree  with 
him  in  adopting  a  quicker  rate  for  the  latter ;  but 
both  Kejrt  and  Edgren  find  the  velocity  in  the  upper 
limb  a  higher  one,  in  the  following  proportions  :  7*37 
to  6-83  (Keyt);  7*32  and  7*63  to  6  20  and  6*59 
(Edgren). 

Tlie  Znflnenoo  of  OalibrOf  Blood-ProssiirOf  and 

Arterial  Tone  on  the  Velocity  of 

the  Pnlao-WaTO. 

Although  the  aggregate  sectional  area  of  arterial 
subdivisions  increases  with  their  distance  from  the 
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heart,  and  the  size  of  the  wave  therefore  decreases, 
the  velocity  of  the  latter  need  not  decrease,  provided 
there  be  a  proportionate  variation  in  the  tension. 
Von  Frey  aptly  suggests,  that  the  rapidity  of  the 
peripheral  rebound-wave,  which  does  come  under  our 
observation,  favours  the  view  that  small  arteries 
possess  very  good  capacity  for  the  rapid  transmission 
of  waves.* 

Moens  (quoted  by  von  Frey,  loc.  cit.,  p.  132) 
studied  the  velocity  of  the  pulse-wave  during  the 
performance  of  Valsalva's  experiment  (straining  with 
filled  chest).  During  quiet  breathing,  the  velocity 
wjis  84  metres  per  second  ;  during  stram  it  fell  to 
7'0  metres.  In  animals  he  found  an  analogous 
diminution  during  stimulation  of  the  vagus.  For 
this  retardation  he  seeks  an  explanation  in  the 
diminished  ventricular  fulness,  and  in  tlie  fall  in 
arterial  pressure  (wliich  is  coupled  with  a  correspond- 
ing increase  in  the  amplitude  of  the  pulse  oscilla- 
tions), t 

Moens  suggests,  on  the  strength  of  his  observations, 
that  the  amount  of  the  arterial  blood-pressure  might 
be  ascertained  from  determinations  of  the  velocity  of 
the  pulse-wave — a  very  unreliable  mode  of  measure- 
ment, since,  as  von  Frey  shows,  arterial  tone  is  apt 
to  vary  from  one  section  of  an  artery  to  another. 

Von  Frey  {loc.  cit.,  p.  137)  draws  attention  to  the 


*  It  should  be  remembered  that,  whereas  the  aortic  blond  U  compars. 
IWelv  at  rest  during  the  heart's  diastole,  the  arterial  blood  at  the  periphery 
is  ^teadll;  tlowiag.     This  circ  urn  stance  must  exert  some  influence  on  the 


t  RoyandAdami'a  experiments,  Bi 
hatai  tine  of  the  sphjgmograiu. 
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retardation  (14  p.  c.)  of  the  radial  puke  obtained  by 
Grunmach  by  keeping  the  arm  in  a  warm  bath — or 
by  placing  a  light  elastic  band  on  the  fore-arm. 
Assuming  the  general  blood-pressure  to  have  re- 
mained the  same,  it  is  made  probable  by  this  experi- 
ment that  the  rapidity  of  transmission  is  locally 
depressed  by  a  locally  lowered  arterial  tone.  It 
should  be  borne  in  mind  that  arteries  in  contracting 
alter,  not  only  their  coefficient  of  elasticity,  but  also 
their  thickness. 


CHAPTER  in. 


THE  REBOUND  OF  ARTERIAL  WAVES 
OF   BLOOD-PRESSURE. 

I.  Von  Keies'  Method  applied  to  the 
Circulation. 

Reveuting  now  to  the  circulation,  we  perceive  how 
a  comparison  of  simultaneous  tachograms  and  sphyg- 
mograms  would  enable  us  to  ascertain  the  direction 
followed  by  a  wave  of  pressure-  In  this  way  von 
Kries  has  arrived  at  definite  conclusions  concerning 
the  meaning  of  the  sphymographic  events.  These 
conclusions,  which  are  largely  supported  by  von  Frey, 
will  be  dealt  with  in  due  place. 

The  occurrence  within  the  arterial  system  of 
rebounds  of  the  primary  or  systolic  ventricular  wave, 
long  regarded  as  probable,  no  longer  admits  of  doubt  ; 
but  to  what  extent  the  laws  wliich  govern  the 
behaviour  of  waves  within  elastic  tubes  may  apply 
to  the  circulation  is  a  question  not  easily  answered. 
The  most  recent  observers,  von  Kries,  von  Frey,  and 
Krehl,  have  satisfied  themselves  that  the  same  laws 
are  applicable.  We  propose  briefly  to  set  forth  some 
of  the  evidences  and  the  views  expressed  by  von 
Kries  on  the  characters  and  most  hkely  modes  of 
production  of  arterial  rebound- waves. 
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On  the  Sites  of  Xefleetion  of  Zntra-Arterlal  Waves. 

I.  Waves  set  up  within  an  artery  rebound,  not 
only  from  the  points  of  division  of  the  vessel,  but 
from  any  other  point  where  the  muscular  tone  is 
locally  diflferent  from  the  rest. 

In  any  elastic  tube,  a  local  alteration  of  the  co- 
efficient of  elasticity  will  lead  to  the  reflection  of  a 
wave.  Since,  however,  the  blood  is  constantly  flow- 
ing, a  wave-rebound  must  also  take  place  at  the  seat 
of  each  arterial  division.  We  may  assume  that  a 
healthy  artery  usually  possesses  an  even  calibre  in 
the  intervals  between  its  branchings.  Nevertheless 
(putting  aside  the  pathological  changes  which  might 
modify  the  lumen),  it  is  consistent  to  imagine  that 
the  muscular  coat  may  be  the  seat  of  local  contrac- 
tions or  relaxations,  and  that  a  narrowing  or  a 
dilatation  affecting  all  the  arteries  of  a  given  district 
may  occasion  a  rebound  perhaps  hardly  noticeable 
in  the  individual  vessels,  but  perceptible  in  the  larger 
vessels,  into  which  the  several  rebound  waves  con- 
verge and  are  piled  up. 

II.  The  c/iic/*  site  of  the  rebound  of  intra-arterial 
pressure- waves  is  the  periphery  of  the  vascular 
system — the  capillary  area.  Owing  to  their  very 
small  diameter,  capillaries  present,  relatively  to  their 
capacity,  a  vast  surface  of  friction  which  presumably 
more  than  outweighs  the  great  increase  in  their 
aggregate  lumen.  As  pointed  out  by  von  Frey, 
intra-capillary  resistance  is  enormously  increased  by 
the  blood  corpuscles,  which  cannot  but  add  much  to 
the  lateral  friction  of  the  blood-stream,  whilst  their 
tendency  to  obstruct  the  smallest  capillaries  sets  up 
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a  yet  more  efficient  obstacle  to  the  passage  of  the 
wave,  and  under  ordinary  filrciimstances  determines 
its  almost  total  reflection. 


The  Character  and  Dlrectloo  of  th«  BeSected 

Arterial  'Vavea. 

Von  Kries  arrives  at  the  conclusion  that,  at  every 
branching  of  the  artery,  some  kind  of  rebound  of 
pressure  must  take  place.  The  ideal  adjustment 
which  alone  might  prevent  a  local  rebound  is  sup- 
posed by  him  to  be  hardly  ever,  if  ever,  met  with. 
Concerning  the  nature  of  this  rebound,  opinions 
have  differed.  Grashey,  whilst  admitting  that  the 
rebound  of  a  wave  of  pressure  (whether  positive  or 
negative),  could  take  place  without  change  of  signs — 
i.e.,  without  the  wave  being  thrown  into  the  opposite 
phase — contends  that  this  can  only  be  the  case  either 
when  the  vascular  lumen  is  diminished,  or  when  the 
vascular  wall  becomes  less  extensile  :  and  that,  under 
all  other  circumstances,  positive  waves  of  pressure 
would  be  reflected  as  negative  ones,  and  vice  vermt. 
In  opposition  to  this  view,  von  Kries,  and  subse- 
quently von  Frey,  have  satisfied  themselves  that, 
partly  owing  to  Increased  friction  (von  Kries),  partly 
owing  to  the  resistance  of  the  blood  corpuscles,  the 
widening  of  the  capillary  area  does  not  cause  the 
wave  to  be  reversed,  but  that  the  rebound  from  the 
capillaries  remains  a  positive  rebound.  The  positive 
character  of  the  rebound  may  be  regarded  as  proved 
by  some  of  the  tactile  observations  recorded  In 
Part  III. 
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The  Froo&  of  a  Peripheral  Reflection  of 
Arterial  Waves. 

Proofs  of  a  peripheral  rebound  of  the  pulse-wave 
have  been  sought  in  two  directions  :  {!)  by  physio- 
logical experiments ;  (2)  by  a  comparative  analyaia 
of  pulse-tracings  taken  at  various  distances  from  the 
heart. 

( 1 )  The  experimental  demonstration  which  we  owe 


The  coDtinuoDS  tracing  of  the  femota.1  pulse  teas  taken 
during  life;  the  artificial  pulse-waves  are  also  from  the 
femoral  artwy  (von  Kiiea). 

to  von  Kries  '  and  von  Frey,  consisted  in  determin- 
ing the  arterial  pressures  in  animals  bled  to  death,  in 
whom  an  artificial  circulation  of  defibrinated  blood 
was  kept  up  by  means  of  intra-aortic  injections.  In 
this  way  von  Kries  succeeded  in  obtaining  evidence 
of  a  secondary  wave  in  the  femoral  artery  of  dogs  i 
(the  normal  femoral  tracing  having  previously  been 
taken  during  life). 


D  Kriea,  loc.  ciV.,  p.  G2,  tiS. 
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Under  the  circumstances  of  the  experiment,  this 
wave  would  have  had  its  origin  neither  in  the  aorta 
itself,  nor  in  the  spring  manometer  employed. 

Hoorweg's  failure  to  obtain  analogous  waves  is 
attributed  by  von  Kries  to  the  great  length  of  india- 
rubber  tubing  (10  metres)  inserted  between  the 
source  of  pressure  and  the  aorta.  The  same  faulty 
arrangement  was  adopted  by  Bernstein,  who  used 
7  metres  of  tubing,  and  also  failed  to  obtain  any 
result.  In  the  hands  of  von  Frey  and  Krehl,  the 
experiment  was  entirely  successful. 

Evidence  of  reflection  might  also  be  obtained  by 
comparing  the  differences  in  the  intervals  between 
successive  waves  at  the  periphery  and  nearer  the 
heart ;  this  method  would  be  more  promising  but  for 
the  fact  that,  after  travelling  a  long  distance,  waves 
lose  their  definition  and  undergo  deformation,  espe- 
cially in  channels  exposing  them  to  much  friction. 

It  is  pointed  out  by  von  Frey,'  that  an  excellent 
proof  of  the  positive  reflection  of  arterial  waves  has 
been  unintentionally  supplied  in  the  course  of 
Hlirthle's  investigations. 

The  proof  is  an  indirect  one.  The  oscillations  of 
pressure  observed  in  the  femoral  artery  were  found 
by  Hiirthle  to  be  considerably  greater  than  those  in 
the  carotid  of  the  same  animals.  Thus,  from  78  to 
230  mm.  of  mercury  was  the  range  for  the  femoral ; 
from  74  to  168  mm.  only  for  the  carotid  :  in  another 
experiment  in  the  femoral,  the  pressure  ranged  from 
94  to  249  mm.  of  mercury,  whilst  in  the  carotid  it 
did  not  exceed  from  94  to  183  mm. 
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This  unexpected  result  can  hardly  find  a  better 
explanation  than  in  the  action  of  peripheral  reflection, 
leading  in  the  more  distant  vessel  to  the  summation 
of  direct  and  of  reflected  waves. 


II.  Von  Frey's  Demonstration  of  the  Theory 

OF  Arterial  Rebounds. 


The  following  abstract  from  von  Prey's  book,*  in  conjunction 
with  his  diagrams,  will  throw  further  light  on  the  difficulties 
connected  with  a  study  of  the  pulse-wave,  and  on  some  of  the 
explanations  supplied  hj  the  theory  of  wave-rebound. 

Fig.  98. 


fso  cm 


The  head  of  the  systolic  wave  (S)  has  reached  P,  after  lapse 
of  0*15  sec. ;  its  sammit  has  not  yet  entered  C. 


The  Diagram^ 

For  greater  simplicity,  the  aorta  and  the  arterial  system  are 
represented  by  a  single  elastic  tube  150  cm.  in  length,  of  even 
diameter  throughout,  open  at  the  cardiac  end  C,  and  closed  at  the 
peripheral  end  P,  This  is  supposed  to  contain  a  fluid  at  rest, 
traversed  by  a  wave  which  possesses  a  uniform  velocity  of  10  metres 
per  second,  and  which  is  free  from  the  disturbing  influence  of 
friction. 

The  horizontal  line  CP  represents  the  tube ;  and  the  upper  line, 
the  successive  levels  attained  by  the  pressures  within  it. 


•  Lqc  citf  pp.  181-192. 
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The  Fulse-Wave  and  Its  Be  flection* 
A.    The  VrbaUTj  Hebonnd. 

The  powitive  (aortic)  wave  is  BUpposeU  to  occupy  l>-2  Beconde  in 
renching  itu  full  development  from  its  beginniog  to  its  acme. 
Starting  at  €',  it  will  only  need  O'lo  seconds  to  arrive  at  P,  where 
it  muat  be  reflected — as  shown  diagrammatically  in  II ;  aad  by 


Attbeendot  O'S  lec.  the  anmmit  of  the  vave  has  entered  0. 
Its   head   would  have  reached  S',   bat  ii  reflected  as  B  B. 

R  E  being  Bnperposed,  as  so  much  additiooal  pressure,  to  the 
original  wave,  the  local  distribiitiuD  of  prcsaare,  at  that 
momeiit,  is  reprcBented  by  the  Hue  8  S  +  R.  A  mimmal  piea 
ame  occurs  st  E ;  the  two  maxima  at  C  and  at  P. 


the  time  its  summit  has  entered  the  tube  (viz.,  after  (>'2  sec.),  it« 
beginning  will  have  travelled  back  asfariLS  A',  as  a  positive  refluent 
wave ;  and,  therefore,  the  pressure  at  eiach  spot  between  P  and  E 
will  be  raised  by  a  corresponding  amount.  This  is  espressed  in  the 
diagram  by  superposing  the  reflected  portion  over  the  earlier 
portions  of  the  wave. 

The  diagrams  III  and  IV  are couKtructed  on  the  some  principle, 
and  represent  the  conditions  after  lapse  of  0-^5  sec.  and  0'30  sec. 
respectively. 


The  ChanffCB  In  PreBiore. 

Let  us  conader  the  successive  pressures  at  a  point  E,  distant 
100  cm.  from  C.  The  wave  will  not  reach  that  spot  until  0' 10  aec. 
have  elapsed  since  the  aortic  valves  have  opened  a  way  for  it  into 
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0-15  1-7 1 

After  kpeof  Cr2r.>  .  .  .  .  ^-«>  vould  be  the  fiLasmc  due  to 

FiGw  loa 


'    -S 


8  tr :  The  length  of  wmre  after  0^  mc  S  S  -r  B  :  The 
local  diftiibotioii  of  prcaame  at  that  fnoment,  P  S'  hanng 
•offered  refleetiofi  at  P. 

But  meanwhfle  (an  shown  in  diagram  III)  an  additional  pressure 
of  1  '7  haa  accrued  at  point  E  from  the  paasage  of  the  reflected 
[lart  of  the  wave — and  the  total  pressure  at  E  amounts  to  t>'7. 

After  lapfie  of  0*30  flee,  the  pres^mre  at  ^  is  hi^er  still  (Dia- 
gram IV). 

Baftrtnr  of  these  Data  on  the  Arterial  Pulse. 

An  important  fact  in  illuKtrated  b^  thin  mode  of  demonstration. 
^Hie  liigheHt  premure  at  E  will  not  always  coincide  with  the 
moment  of  transit  of  the  apex  of  the  primary  wave.  Whenever 
the  reflected  wave  ruieH  more  quickly  than  the  primary  wave  falls, 
the  Kummit  of  the  combined  pressures  will  be  later  :  the  apex  of 
the  preMMure-curve  will  be  broadened.  And  again,  the  nearer  to 
P  ill  the  point  selected,  so  much  the  smaller  will  be  the  inequality 
between  the  primary  wave-pressure  and  that  of  the  superposed 
wave,  until  at  P  the  pressure  of  the  primary  wave  Ls  exactly 
doubled. 

The  Femoral  artery  of  mam  presents  a  characteristic  broadening 
of  tli/e  summit,  which  is  due  to  the  combination  of  a  primary  and  of 
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•a  re/Uded  wave,  whilst  in  the  less  distant  Radial  artery  the  summit 
of  the  primary  and  that  of  the  reflected  wave  are  less  far  apart.* 

In  animals,  direct  measurements  show  that  the  femoral  pulse  is 
often  a  bigger  one  than  thoA  of  the  carotid,  presumahly  because,  in 
the  former,  summation  oj  the  pressures  more  readily  occurs. 

Fig.  ioi. 
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Von  Frey's  diagram  t  (slightly  altered)  uf  the  coarse  of  a 
systolic  wave,  in  an  elastic  tabe  (or  artery)  150  cm.  in  length. 

On  the  other  hand,  the  tachograph  shows,  in  the  arteries  of  the 
limbn,  a  rapid  fall  of  the  primary  summit  towards  the  periphery* 
If  is  noteworthy  that  a  similar  diminution  takes  place  in  the 
ensuing  minimum  of  velocity. 

Had  the  pressure  been  determined  at  the  point  D  (20  cm. 
•distant  from  C),  the  record  would  have  been  as  follows  : 


TIME. 

PRESSURE. 

000  sec. 

0 

005 

10 

010 

20 

oir» 

4-5 

0-20 

5-0 

•  See  Figs.  102a  and  1026,  p.  214.  f  Loc.  cit,,  p.  18?. 
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The  apex  of  the  primary  wave  occurs  0*02  sec.  later,  and  the 
pressure  begins  to  fall  again.  But  this  fall  only  lasts  0*03  sec., 
after  which  begins  a  fresh  rise  to  a  yet  higher  maximum.  The 
fall  of  the  primary  wave  and  the  subsequent  rise,  due  to  the 
advent  of  the  rebound  wave,  are  shown  in  Diagram  II ;  and  it 
will  be  readily  understood  that  the  intervening  minimum  will 
have  a  greater  depth  the  'nearer  to  the  heart  is  the  point 
selected. 

The  two  summits  might  likewise  be  separated  by  diminishiog 
the  velocity  or  the  length  of  the  waves. 

Instances  of  this  kind  are  also  to  be  found  in  the  living 
subject. 

It  must  be  borne  in  mind,  however,  that  in  the  living  artery 
the  reflected  wave  is  so  much  reduced  by  friction,  etc.,  that  it  will 
hardly  raise  the  pressure  above  that  of  the  primary  wave,  except 
in  the  neighbourhood  of  the  summit  of  the  latter. 


B.  The  Saeondarj  Xabounds. 

Revei'ting  once  more  to  the  diagram,  we  will  now  assume  that 
the  wave  reflected  towards  C  finds  that  opening  closed.    The  wave 

Fig.  102. 


«tiSie 


The  startmg  point  C  reached  again,  after  0*30  sec,  by  the 
head  of  the  rebound  wave.  Henceforth  a  secondary  reflection 
must  occur  at  C  (if  closed) ;  and  yet  later,  a  tertiary  reflection 
at  P. 

would  suffer  a  second  reflection  at  C ;  and  would  resume  the 
direction  of  the  original  wave.  Von  Frey  propases  to  distinguish 
it  from  the  latter  as  a  wave  of  the  second  order.  Its  relations  to 
the  reflected  wave  will  be  precisely  analogous  to  the  relations 
described  above  a£  existing  between  the  primary  and  the  reflected 
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wave.  Therefore,  BiiniiltHneoiis  obaervatfons  at  Kymmetrical  pointtt 
in  the  vicinity  of  ('  ami  in  the  vicini^  of  P  respectively,  wouJd 
give  the  following  rei^ulta : 

In  l/te  vieiniti/  o/C :  (o)  a  first  summit,  that  of  the  primaiy 
centrifugal  wave ; 

(6)  8  second  !<ummit,  the  joint  product  of  the  reflected  wave  of 
thejirU  order,  a,n<i  of  the  centrifugal  wave  oftke  teeoftd  order; 

(e)  a  third  summit  belonging  to  the  combination  of  the  centri- 
petal wave  of  the  seeoiid  order,  and  of  the  centrifugal  wave  of  tA« 
third  order,  etc. ; 

AtuI  in  the  vicinity  of  P :  (a)  a  first  summit  due  to  combiiietl 
direct  and  reflected  waves  o/thtjirtt  order  ; 

{h)  a  second  summit,  compounded  of  the  direct  and  reflected 
waves  of  the  second  order,  ett-. 

ThuA  the  maxima  at  the  two  end^  ai-e  both  composite,  but  not. 
analogous ;  tlie  central  maxima  rei^ulting  from  wavett  of  different 
orders — the  peiipheral  maxima,  of  waves  of  the  same  order. 

Ah  a  practical  deduction  from  the  above,  the  summits  of  the 
pulse-wavew  of  two  arteries  at  points  e<iuidL>!tant  from  the  heart 
may  lie  compared  ;  not  !*o  those  of  two  arteries  unevenly  distant 
from  the  lieiirt.  In  particular,  the  dia-olie  elevations  of  the 
arteries  of  the  limbs  are  regarded  by  von  Frey  lu^  reprefsenting  the 
summation  of  the  direct  and  reSected  waves  of  the  sfcond  order. 
The  alternation  which  he  lias  frequently  ob^rved  between  the 
riecondary  elevations  of  the  innominate,  and  those  of  the  external 
iliac  pulse,  leads  hi  in  to  sus[>ect  that  those  of  the  innominate 
belong  to  the  central  type  (combination  of  a  direct  wave  of  the 
n"  order,  and  of  a  reflected  wave  o/'(Ae  (n+  1)  order). 


Tlie  Sebonnds  In  tha  3*lvlng'  Arterial  Srstem. 


Passing  now  from  the  crude  ,^implicity  of  the  diagram  to  a 
consideration  of  the  i-eal  conditions  of  the  arterial  an<l  capillary 
system,  we  must  account  for  au  enonnous  number  of  small 
rebounds  which  by  mutual  summation  will  ultimately  (in  the 
aorta),  grow  to  a  considerable  total.  Owing  to  their  multiple 
diversity  in  time,  their  resultant  wave  will  lose  much  of  its  height 
and  become  broader.     The  undoubted  occurrence  of  resultants  of 
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this  kiDd  soggesto  their  probaUe  origin  from  large  TBaciilar 
such  as  thoee  of  the  intestine,  of  other  visoera,  and  of  the  limbs 


Fig.  102a. 


-\- 


> 


Brachial  traciDg,  with  time-record,  by  von  Kries,  reproduced 
from  von  Frey,  loc  eii,,  p,  168. 

Fig.  1026. 


^ 


> 


Femoral  tracing  from  the  same  subject,  very  different  in 
shape  from  the  brachial  tracing ;  iUnstrating  the  dependence 
of  any  polse-cnnre  npon  the  kind  and  arrangement  of  its  com- 
ponent rebounds. 


it  also  suggests  the  possibility  that  the  existing  inequalities  in 
distance  from  the  heart  may  be  partly  compensated  by  corre- 
sponding differences  in  the  velocities,  as  a  result  of  differences  in 
the  condition  of  the  arterial  walls  in  different  regions  of  the 
organism. 

The  alterations  due  to  muscular  contractility  under  nerve 
influence,  open  up  an  almost  incalculable  range  of  possible  com- 
binations. 

Yon  Frey's  numerous  observations  on  the  pulse  of  the  innomi- 
nate artery  have  yielded  most  variable  results  in  different  animal^s, 
some  of  the  pressure-curves  being  monocrotic,  others  provided 
with  three  or  with  four  summits.  Even  in  the  same  animal  the 
tracing  will  entirely  alter  its  character  in  the  course  of  a  single 
experiment.  The  pulse  will  pass  from  a  monocrotic  into  a 
polycrotic  phase,  becoming  either  anacrotie  *  or  kataorotic,  without 


*  If  a  rebound-wave  should  coincide  with  th«  iise«nt  ot  a  direct  one,  an 
anacrotic  tracing  will  result  (von  Frey,  fce»  tft.^  |K  tM), 
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3  of  any  alteration  either  in  blood- preesu re  or  in 
cardiac  rbytbm.  The  only  explaQation  for  this  variability  is  to 
be  found  in  vasomotor  intluenceR. 


Tracings  of  the  Tempotal  (A),  of  the  Radial  (B),  and  of  the 
Dorsalis  pedis  palee,  taken  in  lapid  aacceitHion  in  the  same 
pereon  (ron  Frej*) :  lUusttating  the  essential  diversity  in 
their  conGgnralioD. 

Ton  Frey  also  draws  attention  to  the  short-circuit  rebounds 
taking  place  from  one  branch  of  an  arterial  bifurcation  into  the 
other  t ;  and  lastly,  to  the  reSux  waves  due  to  anastomosis. 

In  conclusion,  the  thorough  discussion  of  any  pulse-tracing  is, 
strictly  speaking,  impossible  in  the  absence  of  a  knowledge  of  the 
niuuber,  origin,  and  direction  of  the  waves  which  Hhare  in  its 
production. 

The  centripetal  waves  of  distant  peripheral  parts,  can  be  traced 
to  a  definite  mode  of  production  ;  but  the  centrifugal  waves  may 
have  their  origin,  not  only  in  the  heart.,  but  in  any  other  part  of 
the  body  capable  of  generating  an  arterial  rebound,  and  of  trans- 
mitting it  to  the  arteries  under  observation. 


t  Reference  ti 
found  at  page  2£ 


3  local  reboauds,  described  by  vou  Kriei,  will  be 


CHAPTER   IV. 

THE  PULSE-WAVE  STUDIED  IN  THE 
PULSE-TRACING. 


The  Spb.7gmograpli :  Its  Aims  and  Its  Umits. 

Leaving  aside  the  gross  imperfections  of  some  of 
the  speciiil  forms,  the  shortcomings  of  the  sphygmo- 
graph  in  general  have  hitherto  been  of  three  kinds. 
It  has  failed  to  report  as  to  the  hardness  or  other 
tactile  qualities  of  the  pulse — to  gauge  the  absolute 
value  of  blood-pressure — and  to  supply  trustworthy 
information  as  to  the  size  of  the  pulse,  and  the 
direction  of  its  waves.  Some  of  these  data  are  ' 
furnished  by  the  plethysmograph  and  the  taclio-  I 
graph. 

The  qualities  of  a  good  sphygmograph  are  briefly 
described  by  Roy  and  Adarai : 

To  obtain  sattHfactory  graphic  recordti  of  the  pul^^e,  u.n  iastiii- 
meat  is  required  which  will  give  with  certainty  taioilar  I'esults 
when  applied  at  diffei-ent  times,  when  the  pulHe  has  aot  undergone 
alterations  in  the  intervabt ;  which,  secondly,  can  be  applied  with- 
out difficulty  ;  thirdly,  the  pi-eanure  upon  the  artery  must  bo 
capable  of  being  regulated  with  exactitude ;  fourthly,  it  must 
give  tracings  sufficiently  large  to  enable  us  to  di<3tinguiKb  minute 
variations  in  the  characters  of  the  pulse-wave  ;  fifthly,  the  curves 
obtained  must  be  free  from  inertia- vibrations  ;  sixthly,  it  mast 
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capable  of  measuring  the  blood -pressure  within  the  artery ;  and 
lastly,  it  must  be  Huth  that  it  ciin  be  conveniently  employed  iit 
the  bedside. 

Roy  and  Adami  claim  for  their  instniraent,  the 
sphygmometer,  described  and  depicted  in  the  Pvkc- 
tifioiicr  (vol.  xlv.,  p.  29,  18'JO),  that  it  fulfils  most  of 
these  conditions. 


The  Sphygznogram. 

All  observers  are  agreed  as  to  the  main  features 
of  the  sphygmogrdm.  These  consist  {in  Koy  and 
Adami's  nomenclature)  of: 

(1)  Ajn'im'd-i/  icaiv  ;  a,nd  of  at  least  three  second- 
ary waves ; 

(2)  The  upstroke  of  the  primary  wave  is  continued 
into  the  Jirnt  secondary  wave; 

The  downstroke  presents  various  events  : 

(3)  A  predicrotiu  wave,  or  second  secondary  ira  ve  ; 

(4)  A  dicrotic  notch  ; 

(5)  A  "  post -dicrotic  "•  wave,  or  third  secondary 
ware  ; 

(G)  A  rounded,  shoulder  included  between  the 
post-dicrotic  wave  and  the  base  line; 

(7)  "  Finally,  in  tracings  taken  near  the  heart,  a 
small  notch  and  short  positive  u'ave  corresponding 
in  time  with  the  commencement  of  the  ventricular 


In  addition  to  these  manifest  constituents,  other 
elements,  which  are  partly  latent,  are  held  by  some 
to  take  an  important  share  in  shaping  the  sphyg- 
mog;rain. 

*  " Poat-dicrotic  "  is  Died  instead  of  "dicrotic."  Botb  names  mean  the 
6iLiiie  eTGDt,  vix,.  Lbc  vave  iuunediatel;  foUowipg  the  notch. 
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Its  Interpretations. 


Considerable  difference  of  opinion  prevails  as  to 
the  origin  of  the  leading  features  of  the  pulse-tracing, 
and  as  to  their  individual  variations.  Von  Kries  and 
von  Frey  attribute  much  to  peripheral  influences  and 
■wave  rebound.  Roy  and  Adami,  on  the  other  hand, 
lay  great  stress  upon  the  mode  of  the  cardiac  con- 
traction as  influencing  the  configuration  of  the 
curve. 

The  two  views  might  almost  be  contrasted  as  the 
central  and  the  ^jen^Afj-a/  {ntevpretatlon  of  the 
sphygmogram :  Roy  and  Adami  recognising,  in 
addition  to  the  ivarfs  of  inertia,  among  which  they 
include  the  dicrotic  wave,  three  Afor(-)t'«w.s(a  primary 
wave  due  to  the  contraction  of  the  heart-wall — a  first 
secondary  or  "  papillary  wave "  due  to  the  late  and 
brief  contraction  of  the  papillary  muscles — and  a 
second  secondary  or  "  outflow-remainder  "  wave,  due 
to  the  continued  contraction  of  the  heart-wall,  out- 
lasting the  papillary  contraction)  ;  whilst  von  Kries 
and  von  Frey  are  content  with  a  single  heart-tvave,  ' 
the  peripheral  rebounds  of  which  are  supposed  to 
be  such  as  to  give  rise  to  the  various  accidents  in  the 
outline. 


KUY  AND  ADAMI  8   VIEWS. 

The  SXode  of  Production  of  tbe  Several  Bventa. 

Roy  and  Adami's  important  experimental  observa- 
tions on  the  function  of  the  papillary  muscles  lead 
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them  to  suggest  alterations  in  the  interpretation  of 
the  pulse-trace,  and  in  the  names  to  be  applied  to 
its  several  constituents. 


(1)  For  the  term  "percussion-wave"  they  substitute  that  of 
"  papUlary-wave,"  on  the  ground  that  the  portion  of  the  pulse- 
curve  which  corresponds  in  time  with  the  ventricular  outflow 
agrees  in  form  with  tlie  intra -ventricular  pi-essure -curve, 

(2)  The  rounded  shoulder  or  secondaiy  wave,  hitherto  known 
as  Uie  "  tidal  or  pre-dicrotic,"  shouUl  be  called  the  "  outflow 
remunder-wave."  It  coincides  in  time  with  the  thii-d  pha.se  of 
ventricular  systole,  thiit  which  precedes  the  dicrotic  notch. 

(3)  The  dicrotic  notch  is  re^i-ded  as  a  wave  of  inertia  of  the 
blood  in  the  aorta  and  larger  arteries,  causiiig  a  negative  wave  at 
the  root  of  the  aorta.  This  ia  propagated  in  the  same  direction 
as  the  positive  wave.     It  may  be  considered  as  the  result  of  the 

n  of  the  ventricular  outflow. 


The  depth  of  the  dicrotic  notch  is  of  course  in- 
fluenced by  the  height  of  the  wave  which  follows  it. 
The  size  of  this  post-dicrotic  (dicrotic)  wave  is  not 
determined  by  inertia  alone.  Boy  and  Adami  have 
observed  that  this  positive  wave  often  coincides 
exactly  with  the  onset  of  the  ventricular  diastole, 
and  are  inclined  to  connect  it,  at  least  in  part,  with 
the  sudden  change  in  the  rigidity  of  the  heart-wall 
at  that  moment,  an  influence  which  might  be  trans- 
mitted to  the  adjoining  vessel.  In  cases  in  which 
this  synchronism  did  not  obtain,  they  have  sometimes 
noticed  two  waves  instead  of  one,  and  one  of  these 
did  coincide  with  the  onset  of  diastole. 


A  second,  much  smaller  wave,  which  is  also  positive,  follows  the 
poBt-dicrotic  wave.  Roy  and  Adami  regard  it  as  due  to  inertia  ; 
at  least,  they  are  unable  to  find  any  other  cause  for  it. 

Laatly,  in  tracings  from  the  early  portion  of  the  aorta,  a  small 
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notch  and  a  short  positive  wave  immediately  precede  the  up- 
stroke. ''  They  appear  to  be  due  to  the  pull  upon  the  aorta  which 
results  from  the  first  part  of  the  ventricular  systole/' 

The  Timef  Sisei  and  Hapidlty  of  the  Vpstroke. 

At  the  root  of  the  aorta  the  beginning  of  the  pulse- 
wave  does  not  bear  a  constant  relation  to  the  onset 
of  the  ventricular  systole  (a  fact  apt  to  influence  the 
form  of  the  pulse- wave).  For  there  may  be  delay  in 
the  opening  of  the  sigmoids — due  to  intra-aortic 
pressure— or  again,  the  intra- ventricular  pressure  may 
be  raised  more  or  less  quickly  during  the  earlier  part 
of  the  systole. 

The  height  of  the  systolic  rise  is  influenced  : 

( 1 )  by  the  volume  of  ventricular  output ; 

(2)  by  the  freedom  of  outflow  into  capillaries ; 

(3)  bv  the  degree  of  arterial  wall  rigidity  ; 

(4)  by  the  d^ee  of  pressure  of  the  reconiing 
instrument  on  the  vessel. 

Its  rapidity  varies  with  the  rapidity  of  the  outflow 
from  the  heart. 

.  The  point  corresponding  to  the  cessation  of  ven- 
tricular outflow,  may  be  determined  by  the  simul- 
taneous use  of  the  myocardiograph.  The  cessation 
of  the  shortening  of  the  muscles  will  indicate  this 
point,  which  must  occur  in  the  tracing  above  the 
dicrotic  notch.  Usually  (the  cessation  being  gradual) 
no  indication  is  traceable  in  the  pulse-curve. 

The  Sphjflrmoffraphio  Charaotera  of  the  Pulse  of 
BiflTh  Tension  as  seen  in  the  Downstroke. 

Roy  and  Adami  have  conclusively  shown  that  the 
mere   shape   of  the  pulse-curve   often  conveys   no 
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inforuiation  as  to  the  height  of  the  blood-pressure, 
and  that  it  is  uecessai^  to  state  the  amount  of  the 
extra-vascular  pressure  employed.  Considerable 
oscillatioiia  of  the  lever  are  observed  in  some  cases  of 
high  tension.  The  pre-dicrotic  wave  in  them  may 
be  as  short  in  duration  as  it  is  in  pulses  of  low- 
tension," 


Tho  Sphysmoffram  not  an  Obvious  Seoord  of  the 
Hedtuai  Arterial  Pr< 


It  is  pointed  out  that  much  confusion  would  arise, 
if  the  mere  form  of  the  pulse-wave  were  regarded  as 
a  safe  guide  to  the  height  of  the  medium  arterial 
jjressure. 

By  comparing  a  healthy  sphygmogram  with  one 
obtained  from  a  patient  on  the  eighth  day  of  erysipelas, 
the  authors  arrive  at  the  conclusion  that 

"  The  medium  arterial  press-iire  may  be  reduced  considerably 
below  tlie  normal  without  any  chao^  io  the  form  of  the  pulse- 
tradog  being  necessnrily  produced  thereby." 

Again,    the    pulse-curves    in    cases    of    Anseraia 


ie  to  thill  has,  bowever,  not  (ai  far  as  known  to  the  aQthor) 
been  alleged.  A  prolonged  pre-dicrotic  wave  coinciding  with  large  sixe 
of  the  main  wave  has  not  been  observed  in  cases  of  tow  tension.  We  may 
regard  Mabomed'a  test  as  a  safe  iodicatlon  of  the  existence  of  tension  in 
the  la:^e  group  oE  cases  in  whicii  high  tension  is  of  the  luilaineil  kind. 
His  test  ehould  be  regarded  as  Irastworthr  where  it  applies  as  a  positive 
lest,  but  it  cannot  be  used,  as  at  one  time  alleged,  as  a  negative  test,  since 
high  tension  ma;  exist  in  its  absence. 
Mahomed's  teat  ia  the  tollowiDg  : — 
A  tine  U  drawn  /ron  the  apex  of  the  tracing  to  the  fiottnm  of  the  illcrolic 
notch.  If  ani/part  of  the  jiulie  trace  riitt  above  Ikit  contucling  line,  high 
pretiure  it  ihoan  to  txitl  {Guy't  Hotii.  Sqi.,  1873,  p.  371).  It  in  alto  atatrd 
that  tht  Iteel  at  mhidi  the  ilicrotie  tveni  oeain  it  an  indieation  of  the  amount 
pfpretiure ,'  the  higher  poiUion  meaning  the  hitfher  preetvrt. 
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(Hydraemia)  may  fail  to  indicate    the  existence  of 
veiy  dififerent  types  of  pressure.     Thus  : 

''A  patient  (from  whom  Fig  30*  was  taken)  was  intensely 
anaemic,  and  had  functional  mitral  incompetence.  Nevertheless, 
the  arterial  pressure  was  not  low,  the  minimum  being  85  mm.  of 
mercury.  As  the  dicrotic  depression  was  very  marked  and  deep, 
analogous  to  that  seen  in  the  so-called  low  tension  pulse,  therefoi*e 
a  typically  dicrotic  pulse-wave,  of  the  kind  usually  called  the  low- 
tension  pulse  curve,  may  be  present  in  cases  where  the  blood- 
pressure  in  the  systemic  arteries  is  little,  if  at  all,  below  the 
normal." 

In  another  patient  the  minimum  pressure  was  lower 
than  normal ;  nevertheless  the  pulse  curve  did  not 
resemble  the  so-called  low-tension  pulse. 

B. 
VON  frey's  views. 

Von  Frey,  like  von  Kries,  has  little  to  say  con- 
cerning the  mode  of  the  cardiac  contraction  as 
directly  influencing  the  fluctuations  of  the  outline  of 
the  pulse-wave. 

The  difierences  between  his  analysis  of  the  sphyg- 
mogram  and  that  given  by  von  Kries  are  not  con- 
siderable, and,  but  for  the  few  remarks  which  follow, 
the  accounts  given  by  the  two  authors  might  be 
conveniently  blended. 

Tlie  Influence  of  the  Attendant  Circumstances  on 

the  Pulse  Cunre. 

Mistakes  in  interpretation  are  often  traceable  to 
the  following  influences : 

*  Xoc  ci^,  vol.  xlv.  p.  22. 


ON  THE  SPHYGMOGRAM.  22/1 

(1)  Pulsatile,  so-called  locomotor,  changes  in  this 
position  or  curvature  of  the  artery.  The  disturb- 
ances  set  up  in  the  tracing  in  this  way  are  probably 
of  a  complicated  nature. 

(2)  Fulness  of  the  subcutaneous  veins,  mechani- 
cally raising  the  level  of  the  tracing,  may  supervene 
very  rapidly,  and  within  the  duration  of  a  single 
tracing. 

(3)  The  smaller  tracings  being  the  more  reliable 
ones,  the  higher  pressures  should  be  used  first,  and 
gradually  diminished,  so  long  as  no  obvious  defonna- 
tion  of  the  tracing  is  set  up.  This  is  in  direr;t 
opposition  to  the  practice  of  the  early  teachers  of 
sphygmc^raphy.*  Complete  flattening  of  the  artery 
by  the  button  is  not  likely  to  occur,  seeing  tliat  th#> 
pressure  of  the  latter  will  diffuse  itself  in  evfsry 
direction  in  the  watery  tissues.  Under  tlie  inflij^i/;^) 
of  the  heightened  tissue-tension,  the  artery  will  f'/fw 
tract  fahiy  evenly^  whilst  the  hWA^yremnrH  m 
resisted,  no  kn^er  by  the  surtensd  wall,  btjt  by  tU^ 
tissues  aroond  and  by  the  spaing  of  tiiH  n\fhyffwO' 
graph. 


Yon  Frey  regazds    ^Jb    ^ij'ffft^^j^^^    ^    w^ 
suited  Ibr  decen&ir^acdriCfli  h:  tr^  vf/^l  ^/f^r)^^     ^\ih 
tonogniph  fee  tLe  lastz^  ^^.0^.  ^x,\j,  vw5/,j(  ♦//  M^'-  m^/ 
av<ndafafe  m0:n^sBS0BXSJi  'Y  *i>5:  fy.-A  ^A  V^  fl/"  UvUnu 

to  which  iLey  auT  ^STT'^  riw:-  ^r/t  ^'u^j^^-n^f  n*t*hn 
meot  he  uKid  3i  m  r»nwsrxa;-v>*:  V-!%^.  ^i\^„u*/r  ^''''"  ''''' 
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same  artery  wiU  be  very  different  when  taken  at 
different  points  of  its  course,  or  from  the  same  spot 
at  different  times.  Frequency  seems  to  be  almost 
the  least  variable  of  the  qualities  of  the  pulse. 

The  size,  as  well  as  the  hardness  or  maximum  of 
tension,  both  decrease  from  the  centre  to  the  peri- 
phery. So  changeable  is  the  shape  of  pulse-curves 
that,  if  any  comparison  is  to  be  made  between 
tracings  from  different  arteries,  they  should  all  be 
taken  under  identical  circumstances  and  with  as 
little  interval  as  possible  (of.  Fig.  103,  p.  215). 

The  line  of  ascent  and  the  primary  summit  pre* 
sent  noticeable  differences  in  tracings  from  different 
arteries  in  the  same  individual.  The  primary  summit 
occurs,  according  to  von  Kries,  in  the  carotid  0*05 
of  a  second  after  the  beginning  of  the  tracing,  0*06 
in  the  brachial,  0'08  in  the  femoral,  and  0*10  in  the 
radial. 

Much  attention,  as  will  presently  be  seen,  has  also 
been  bestowed  on  the  exact  timing  of  the  so-called 
dicrotic  wave.  In  respect  of  the  remaining  details 
of  their  configuration,  any  two  curves  may  be  totally 
different :  the  minute  elevation  in  the  one  may 
corresiX)nd  to  a  depression  in  the  other ;  the  primary 
summit  may  be  rounded,  or  it  may  be  sharp ;  the 
line  of  descent  may  be  concave  or  rounded.  More- 
over, when  features  of  two  different  curves  do  co- 
incide, are  we  justified  in  concluding  that  the  two  like 
summits  or  depressions  are  really  equivalent  ?  They 
may  be  the  resultants  of  very  different  wave  com- 
\uuHtiou8* 


CHAPTER  V. 

VON  KRIES'  ANALYSIS  OF  THE 
PULSE-TRACING. 

Prellminaxy   Remarks    on   the   Peripheral 
Rebound. 

Vox  Kries'  analysis  of  the  sphygoiogram  is  worked 
out  strictly  on  the  theory  of  peripheral  wave-rebound, 
with  the  help  of  a  comparative  study  of  the  pulse- 
tracing  and  of  the  tachograin. 

A  Perlphsral  Be  bound  obtainable  In  the  Artificial 
Clronlatlon  wttliln  the  Z>ead  Body  (of  AntmaU). 

Experiment.-,  of  this  kind,  lii-at  [iiiWishod  by  Bei'iiKtein,*  liubse- 
(juently  by  Hooi'weg.t  and  by  von  Frey  ami  K.relil,t  wei-e  previously 
conducted  in  1K82,  althoiigli  not  publishei],  by  von  Ki-iex.  The 
occurrence  of  a  peripheral  wave-rebowiid  wrb  recognised  by  von 
Kries,  and  by  von  Frey  and  Krelil  ;  but  the  otlier  two  observers 
failed  to  obtain  it,  most  ]>njbflbly  owing  to  the  unfavourable 
conditions  special  to  their  experinieuto.  The  positive  reBiilbt 
reooriled  are  a  t^trong  argument  in  nupport  of  the  probable 
occurrence  of  similar  rebound-wnvew  during  life. 

*  IJitzungs  bericbto  dcr  Natnrrorschenden  Geselbcbaft  lu  Kallc,  1837. 
t  Pflligers  Archiv.,  bd.  4fi,  s.  IflT. 
t  Da  Bob  K«;mond'B  Archiv.,  ISIIO, 
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■nitUs's  Gomparatlve  Stadjr  of  Central  and 
P«rtplieral  Pnlas- Traoln^R, 

Hiirthle,*  in  his  compai-ativo  study  of  the  nerial  suminits  of  the 
carotid  and  of  the  femoral  pulse-tracings,  did  not  succeed  in  ob- 
taining conclusive  evidence  in  favour  of  the  wave-rebound  theory. 
According  to  von  Knet.,  he  appears  to  have  overlooked  the  fact 


^H  that  any  elevation  due  t<}  a  rebound  must  approach  nearer  and 

^H  nearerto  the  primary  apex,  the  nearer  to  the  periphery  the  tracing 

^1  has  been  taken. 

H 

■ 

■         kii 

■ 


Tha  IFave-KeboundB  at  the  Entrance  of  the  Kedlain> 

Blzed  and  Small  Arteries,  and  of  the  GaplUarlea, 

are  not  of  the  Hepatlre  KiniL 

In  opposition  to  Gvashey,  von  Kries  contends  that 
the  wave-rebound  from  the  capillaries  is  of  a  positive 
kind ;  and  he  also  argues  that  the  arterioles  likewise 
throw  back  the  wave  as  a  positive  one. 
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He  iacliaea  to  a  Iielief  that  the  wave,  in  passing  from  the  larger 
artenen  into  the  middle-iized  ones,  does  not  suffer  any  considerable 
positive  rebound,  but  at  any  lute  not  any  negative  rebound,  and 
that  (Afl  rale  of  Iraiitiniuioji  of  the  pulse-wave  aloiuf  the  latter  vetSfU 
rather  ttiereases  than  iliminiahea  towarda  the  periphery. 

An  opinion  is  also  expres^eil  that,  in  them,  the  aggregate 
increa^  in  lumen  Ls  not,  during  life,  as  considerable  as  it  has 
hitherto  been  estimated  from  observations  in  the  dead  body. 

Mattel'^  ai-e  widely  different  in  connection  with  the  arterioles 
and  capillai-ieH.  Their  aggregate  lumen  progrensively  and  largely 
increases.  Meanwhile  friction  occurs  in  a  remarkably  increased 
proportion,  so  much  indeed  as  to  warrant  us  in  expecting  a 
positive  rebound  analogouti  to  that  seen  at  the  closed  end  of  a 
tube.  At  the  same  time  von  Kries  does  not  allow  that  the 
evidence  to  that  effect  is  absolutely  conriucing,  and  it  is  still 
conceivable  that  tAe  extrnordinary  dilatafnlit;/  of  cnpiUariei  may 
convpenatUe  for  their  increaaed  fridional  reeUtatice. 


Tbe  Slow  Bescent  of  the  Down-Stroke  of  tbo 
Spliygmoprain  !■  dae  to  WaTa-Keboand, 

The  aortic  systolic  inflow,  which  causes  the  pulse- 
wave,  occupies   less  than  half  the  duration  of  the 


Eleroentarj  pulse-L-uire  from  a  schema  (voo  Hries). 

latter.  From  about  the  beginning  of  the  dicrotic 
rise,  or  even  eariier,  it  has  entirely  ceased.  Why 
should  the  pulse-curve  be  so  slow  in  falHng  ^    FrictioBi 
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in  a  tube  of  the  diameter  of  the  aorta,  is  too  slight  a 
force  to  explain  the  delay.  On  the  other  hand, 
tracings  taken  from  an  elastic  reservoir,  distended  by 
a  periodical  inflow  and  provided  with  narrow  orifices 
of  outflow,  exactly  imitate  the  pulse-curve  in  its 
elementary  form — (viz.,  when  freed  from  secondary 
elevations).  In  the  fluid  contained  in  a  completely 
closed  elastic  balloon,  the  rise  due  to  external  pres- 
sure is  kept  up — because  there  is  no  outflow ;  in  the 
reservoir  mentioned  above  it  is  kept  up  for  a  longer 
time  than  the  external  pressure,  because  the  gi'eater 
part  of  the  wave  of  pressure  undergoes  complete 
reflection  at  the  narrow  orifices. 

Tbe  WaTe-Heboui&d  in  its  BelatioiM  to  the 
Arterial  Distribution. 

Von  Kries  insists  that  in  any  arterial  district  the 
secondary,  dicrotic,  wave  is  to  be  regarded  as  the 
combination  of  the  rebounds  occurring  in  all  other 
vessels  throughout  the  body. 

The  study  of  wave-rebounds  is  much  complicated 
by  the  extensive  range  of  difference  in  the  length  of 
arteries.  It  may  be  admitted,  however,  that  the 
very  long  and  the  very  small  arteries  are  in  the 
minority  ;  and  that  the  greater  number  are  included 
within  a  certain  average  as  regards  length  (among 
these  may  be  reckoned  the  arteries  supplying  the 
intestine  and  abdominal  viscera).  To  this  larger 
group  the  chief  rebound  must  be  attributed,  which 
eventually  supplies  the  dicrotic  wave ;  and  owing  to 
its  multiple  origin  we  may  expect  this  wave  to  pre- 
sent a  broad  summit.  In  reality,  the  dicrotic  summit 
is  always  much  less  pointed  than  the  primary. 


VON   KRIE8. 


S29 


Meanwhile  the  shortest  arteries  will  have  given 
rise  to  much  earlier  rebounds,  which  would  be 
registered  at  an  earlier  stage  of  the  pulse-curve — that 
is,  anterior  to  the  dicrotic  wave. 


The  FredicroUc  Waves. 


Von  Kries  traces  the  occurrence,  in  the  interval 
between  the  main  summit  and  the  dicrotic  summit, 
of  two  small  waves  (which  Landois  has  described 
under  the  name  of  "  Elastic  Elevations.") 

These  waves  are  very  easily  overlooked.  If  the 
main  wave  should  be  very  pointed,  they  stand  out 
as  elevations ;  but  a  very  rounded  summit  of  the 
pulse-wave  may  not  allow  them  to  be  recognised,  or 
even  suspected,  except  by  the  expert, 

Simultaneous  study  of  the  tachogram  has  led 
von  Kries  to  regard  the  first  of  these  as  a  centripetal 
wnve.  The  second,  of  much  less  constant  shape, 
haa  a.  tviitn/iir/al  direction.  It  is  to  be  considered  as 
analogous  in  its  origin  to  the  dicrotic  wave,  but  as 
due  to  rebounds  from  much  shorter  vessels. 

In  some  cases  alterdtlons  in  the  innervation  of 
some  of  the  vascular  districts,  or  influences  of  a 
dtrterent  kind  (such  as  that  of  nitrite  of  amyl),  may 
produce  alterations  in  the  size  of  this  wave — or  in  ita 
shape  : — its  apex,  for  instance,  may  become  doubled. 
Von  Kries  has  tried  to  prove  this  mode  of  influence 
by  sphygniograms  taken  from  the  radial,  whilst  the 
other  arm  was  exposed  to  severe  cooling,  and  he 
believes  that  the  resulting  eflFect  is  more  strongly 
marked  in  the  predicrotic  wave  than  in  any  other. 
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High  TensionB  of  Peripheral  Origin. 

Von  Kiies  {loc.  cit.^  p.  125)  is  in  favour  of  the  old 
view,  that  a  slow  and  even  fall  of  the  line  of  descent 
with  little  prominence  of  the  dicrotic  wave,  argues 
high  tension  ;  and  that  low  tension  is  indicated  by  a 
rapid  descent,  and  a  marked  dicrotism.  The  slow 
fall  has  been  shown  to  be  due  to  peripheral  rebounds. 
The  greater  the  rebound  set  up  as  a  result  of  a  con- 
tracted state  of  the  vessels,  so  much  the  closer  will 
be  the  resemblance  between  the  sphygmogram  and 
the  tracing  obtainable  from  an  elastic  reservoir  with 
narrow  outlets,  a  tracing  in  which  the  faU  in  pressure 
is  absolutely  gradual  from  the  apex  of  the  wave  to 
the  foot  of  the  next  upstroke. 

The  instance  of  the  local  pulse-modifications  ob- 
served in  the  arm  when  raised  teaches  us  not  to 
draw  too  hasty  a  conclusion  from  the  pulse-tracing 
from  any  single  artery,  as  to  the  condition  of  others. 
Above  all,  it  would  be.  rash  to  apply  the  observa- 
tions made  in  the  vessels  of  the  Umbs,  and  in  the 
cutaneous  vessels,  to  the  visceral  districts. 

It  is  very  doubtful  whether  the  strong  dicrotism 
observed  in  feverish  states,  indicates  a  general  re- 
laxation of  all  the  vessels.  The  disappearance  of 
dicrotism  at  the  height  of  the  nitrite  of  amyl  reaction 
substantiates  this  doubt. 

The  variety  of  pulse-tracing  which  is  usually 
ascribed  to  high  tension,  may  be  brought  forth  by 
local  conditions  of  the  limb  ;  but  it  may  also  be  a 
result  of  multiple  and  extensive  rebounds,  occurring 
within  shorter  vascular  territories. 


VON  KRIES  ON  SOME  ARTIFICIAL  OK 

EXPERIMENTALLY  PRODUCED 

MODIFICATIONS  OF  THE 

PULSE-TRACING. 


I.  The  Changes  in  the  Pulse  due  to 
Raising  the  Arm. 

On  raising  the  arm  the  most  conspicuous  effect, 
easily  demonstrated  by  connecting  the  plethysmo- 
with  the  flame  of  an  ordinary  gas  lump 
provided  with  a  graduated  cyhndrical  glass  chimney, 
is  an  increase  in  the  itize  of  the  pulse. 

The  plethysmogram  (vohim-puls)  of  the  forearm 
(the  instrument  being  in  this  case  charged  with  air 
instead  of  water)  shows  an  increase  In  the  size  of  the 
oscillations. 

The  tachogram  likewise  yields  increased  values, 
whether  the  observation  be  confined  to  the  hand  or 
include  the  middle  of  the  forearm. 

Marey  explains  the  greater  amplitude  of  the 
sphygmogram  as  being  due  rather  to  the  increased 
excursions  of  the  arterial  wall  than  to  any  real 
increase  in  pressure. 

Vou  Kries,  working  with  a  transmissiuu  sphyg- 
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mograph,  the  movements  of  which  were  registered 
on  a  much  enlarged  scale  by  photography,  found  the 
leading  features  of  the  two  modifications  of  the 
pulse-curve  to  be : 

With  arm  dependent :  Sharp  rise  and  a  rather 
quick  fall  of  the  tracing,  dicrotism  marked  ; 

With  arm  raised :  Slow  rise  with  anacrotism,  slow 
fall  of  the  line  of  descent ;  dicrotism  very  feebly 
marked.  These  points  are  illustrated  in  the 
annexed  tracings,  by  von  Frey  {loc.  cit^  p.  220). 

Fig.  106. 


B 


Tracings  from  the  radial  (von  Frej).    A :  With  arm  dependent ; 

B :  With  arm  raised. 

It  is  noticed  that  in  the  tachogram  the  drop  which 
immediately  follows  the  main  rise  occurs  more  slowly 
with  raised  arm,  giving  to  the  wave  summit  greater 
breadth. 

On  the  other  hand,  the  drop  is  much  more  con- 
siderable, showing  that  the  wave  is  much  more 
strongly  reflected  in  the  raised  position. 

It  is  regarded  as  certain  that  the  pressure  is  much 
lessened  in  the  vessels  of  the  raised  hand,  and  that 
the  capillaries  are  emptied  of  much  of  their  blood. 
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117(1/  is  the  Systolic  Wm^e  slowed  in  th-e 
Raised  A  tin/ 

Von  Kries  briefly  considers  the  possible  influence 
of  stretching  on  the  diameter  of  the  artery,  and  of  a 
smaller  diameter  on  the  shape  of  the  wave.  More 
stress  is  laid  on  the  influence  of  the  short -circuit 
rehotdufs,  originating  at  the  level  of  the  shoulder,  and 
on  their  centrifugal  course,  tending  to  delay  the  main 
wave  and  to  broaden  its  tracing. 

The  increased  dimensions  of  the  tachogram  are  to 
be  explained  in  connection  with  the  relaxed  condi- 
tion of  the  artery  and  the  slackened  speed  of  the 
wave. 

The  small  anacrotic  elevation  seen  in  the  sphyg- 
mogram  is  really  the  main  summit.  The  higher 
summit  is  that  of  a  powerfjl  rebound  made  up  not 
only  of  the  backward  rebound  from  the  hand,  liut 
also  of  the  centrifugal  rebound  from  the  whole  arm. 

The  lessened  degree  of  dicrotism  observed  is  a 
direct  result  of  the  sustained  height  of  the  curve. 


II.  Modifications  of  thb  Pulse  due  to  the 
Application  of  Cold  oe  of  Warmth  to 
THE  Arm. 

Cooling  the  arm  lowera  the  sphygmographic  oscilln^ 
tions  in  a  marked  degree. 

Tachograms,  taken  by  means  of  a  plethysmograph 
provided  with  an  alternating  hot  and  cold  water 
supply,  also  show  gi-eat  diflerences. 
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At  the  same  time^  however,  modifications  in  shape 
are  much  less  noticeable  than  in  the  case  of  raising 
and  lowering  the  arm. 

Probably  the  influence  of  the  cold  application  is 
also  exercised  on  vessels  of  a  larger  size  above  the 
seat  of  the  application.  This  would  explain  alike 
the  diminution  of  the  oscillations  of  pressure,  and  the 
indistinct  character  of  the  phenomena  due  to  wave- 
reflection.  The  predicrotic  wave  is  apt  to  be  very- 
prominent,  both  in  the  pulse-tracing  and  in  the 
tachogram.  This  is  probably  due  in  part  to  re- 
bovm^  occurring  at  a  %her  level  in  theLo. 

Warmth  causes  much  less  departure  from  the 
ordinary  type  of  tracing.  The  line  of  descent  falls 
rapidly  at  first,  and  subsequently  much  more  slowly. 

III.  Modifications  Resulting  from  Changes 
Induced  in  Distant  Vascular  Districts. 

Alterations  in  the  vascular  conditions  of  separate 
districts  influence  the  radial  pulse  only  in  proportion 
to  the  eflfect  which  they  take  upon  the  contents  of  the 
first  part  of  the  aorta.  But  they  also  tend  to  set  up  (as 
in  the  case  of  the  occlusion  of  large  vascular  areas)  vaso- 
motor compensations  of  a  highly  complex  character. 
Nevertheless,  von  Kries  does  not  agree  with  Landois 
that  the  distant  influences  are  unable  to  modify  the 
pulse-trace.  By  alternately  tightening  or  loosening 
a  ligature  placed  round  the  abdominal  aorta,  very 
striking  difierences  are  set  up  in  the  carotid  sphyg- 
mogram,  and  the  efiect  is  yet  more  pronounced  in 
the  tachogram. 

If,  as  practised  by  Marey,  the  artery  imder  exami- 
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V           nation  be  obliterated  lower  down,  the  fact  that  the 
H            dicrotic   wave  remains  perceptible  above  is  not  an 

FlO.    1117. 

Kadial  tracing  (Marey,  Joe.  n/.,  p.  287).  From  the  moment  C, 
when  corapresBlon  was  maiiebelow  thtaphygmogratih,  "there 
ii  ua  increase  in  the  size  of  the  pulsations,  aa  well  aa  in  Ihnt 
of  iheir  sjBtolio  andalationa  1.  2,  Slc,  and  of  their  diastolic 
nndulallons  a,  a,  kc'' 

adequate  proof  of  the  centrifugal  nature  of  the  wave, 
as  alleged  by  Marey. 

"  Alors  en  efl'et,  I'onde  centrifuge  ne  pourraiC  franchir  le  point 
comprinii^,  et,  la  reflexion  »e  faisant  nil  lieu  mcme  oi)  I'art^re  est 
exploree,  ii  n'y  aurait  plus  de  separation  entre  I'onde  centrifuge  et 
t'onde  centrip^te  ;  on  aurait  seulement  une  onde  unique  tnaia  plus 
haute  qu'A  I'ctat  normal.  Or,  en  comprimant  la  radiale  au  poipiet, 
audeusouH  du  point  d'application  du  Hphjgmogtuphe,  on  ne  sup- 
prime  pas  la  deuxi^me  onde ;  oelle-ci  est  done  centrifuge  comme  la 
premiere." 

Since  the  vessel  above  remains  in  communication 
with  the  ulnar  artery,  which  is  still  capable  of  con- 
veying a  reflux  wave,  and  with  the  aorta  to  which 
reflux  waves  from  other  parts  may  have  been  trans- 
mitted, the  wave  in  question  might  yet  have  been  a 
centripetal  wave.  If  the  effect  of  distal  closure  of  an 
arteiy  is  to  be  studied,  the  observations  should  be 
made,  as  in  the  case  of  the  radial  when  the  arm  is 
raised,  within  the  vascular  distribution  of  the  artery 
submitted  to  the  modifying  influence. 

1 

CHAPTER  VIL 

THE  DICROTIC  EVENTS,  AND  DICROTISM ; 

AND  THE  PREVAILING  THEORIES 

AS  TO  ITS  ORIGIN. 

A  COMPLETE  history  of  the  theories  on  dicrotism 
would  be  too  large  a  subject  for  these  pages.  Let  us 
take  it  at  its  present  stage.  The  choice  lies  to-day 
between  two  views,  representing  the  two  systems  of 
sphygmology : 

(1)  Marey  s  original  view  that  the  dicrotic  rise 
was  a  ivave  rebounding  from  the  closed  central  end 
of  the  aorta,  subsequently  abandoned  by  physio- 
logists, has  been  taken  up  and  ably  defended  by 
von  Kries  and  von  Frey. 

(2)  Meanwhile  the  ''fluid  inertia  theoi^''  has  been 
widely  adopted,  although  the  conditions  most  favour- 
able to  this — viz.,  a  rigid  system  of  tubes — are  not 
those  distinctive  of  a  healthy  arterial  system.* 

(3)  Another  less  important  view  may  find  mention 
at  this  place.     Those  who  ascribe  the  sigmoid  closure 

*  This  doctrine  has  led  Roy  and  Adami  {Praditioner^  vol.  xlv.  1890)  to 
state  in  opposition  to  previous  teachings  that  the  dicrotic  pulse  is  peculiar 
to  high  arterial  pressures,  because  these  tend  to  render  the  arterial  walls 
rigid. 
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to  avfivrsnl  0/  the  aortic  sttraiii;  explain  the  dicrotic 
fall  and  the  dicrotic  rise  as  expressions  of  this  tem- 
porary reversal  and  of  the  ensuing  return  of  the 
current  to  its  original  direction.  Since  this  view  is 
bound  up  with  the  assumption  of  an  actual  reflux  of 
blood  into  the  ventricle — ^a  reflux  which  in  the  case 
of  an  exaggerated  dicrotisni  would  presumably  be 
almost  as  considerable  as  the  ventricular  output — 
we  need  only  ask  by  way  of  comment,  Why  is  not  a 
regurgitant  murmur  audible  1 

THE    DKRUTir    WAVE  ;    AND    ITS    FEATURES    AS    FAK 
AS    KNOWS. 

There  Is  no  difficulty  in  most  tracings  in  identifying 
the  dicrotic  wave.  Authors,  in  their  remarks,  clearly 
refer  to  the  same  object.*  The  only  doubt  is  as  to  its 
nature,  its  cause,  and  its  mechanism. 

Tbe  Direction  and  Cbaraoter  of  tbe  Dicrotic  Wave. 
Zta  Analogy  wltb  tbc  Prlmarjr  Wave. 

(1)  The  wave  is  a  juLsiricc  wave  because  it  produces 
u  distinct  elevation  of  the  trace.  (2)  From  Roy  and 
Adami's  remarks  we  may  conclude  that  they  regard 
the  wave  as  ceatrifaijal,  altliough  tbey  do  not  give 
their  reasons.  The  same  view  is  explicitly  stated  by 
von  Kries  and  von  Frey,  and  based  upon  demon- 
stration (see  p.  253).  (3)  Since  the  wave  is  detected 
even  in  tracings  from  the  aorta,  we  may  regard  its 

"  Roy  and  Adami  usa  in  speaking  of  tlie  dicrotic  wate  the  oipreMion 
"  Post.dlcroiic  wave,"  which  by  moat  oathors  U  reserved  (or  the  elevation 
which  is  apt  to  foUow  the  wave  in  question. 
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appearances  in  the  various  arterial  tracings  as  expres- 
sions of  one  and  the  same  wave.  In  all  these 
particulars,  therefore,  as  a  positive,  as  a  centrifugal, 
and  as  a  continuous  wave,  the  dicrotic  resembles  the 
primary  wave. 

The  Position  of  tbe  Diorotlo  WaTOi  Zo  it  OonotMit 

or  Variable  t 

The  dicrotic  wave  occupies  a  definite  place  in  the 
series  of  events  belonging  to  the  pulse-wave,  and 
therefore,  a  definite  position  in  the  tracing.  Some 
go  so  far  as  to  say  that  the  time  relation  between  the 
primary  and  the  dicrotic  wave  is  identical  in  the 
same  individual,  whichever  be  the  artery  supplying 
the  tracing.  Thus  Marey,  Grashey,  Hoorweg  (in 
man),  and  Hurthle  (in  the  dog),  have  failed  to  obtain 
any  variation  in  the  time  of  onset  of  the  wave.  Other 
observers,  however,  including  Landois,  von  Kries, 
and  Edgren,  have  been  able  to  trace  a  slight  diflference 
in  the  time  of  the  wave  at  spots  differing  in  their 
distances  from  the  heart. 

Landois*  found  the  interval  between  the  beginning  of  the  curve 
and  the  dicrotic  summit  on  the  average  equal  to :  *345  of  a  second 
in  the  carotid ;  '40  of  a  second  in  the  azUlaiy ;  *89  in  the  radial ; 
*60  in  the  femoral ;  and  *52  in  the  dorsalis  pedis. 

Yon  Kries  finds  *34  for  the  carotid ;  *39  for  the  brachial ;  *40 
for  the  radial ;  *48  for  the  dorsalis  pedis ;  *45  to  50  for  the  femoral. 
Time  measurements  on  the  tachogram  lead  to  similar  results. 

Edgren's  figures  are  analogous  to  these,  but  the  differences  are 
smaller,  *29  of  a  second  for  the  radial  and  carotid,  *81  for  the 
femoral  artery. 

*  Quoted  by  von  Frej,  loc,  c<V.,  p.  162. 
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Landois  concludee  that  the  faither  from  the  heart  it  ia  traced, 
so  much  the  later  will  the  dicrotic  wave  appear  iu  the  sphygmo- 
gi-nm  1  but  his  fact.s  it  is  pointed  out  by  voii  Kries,  do  not  quite 
beni'  out  thiK  constructioD,  For  instance,  tbe  relative  delay  in  the 
arrival  nf  the  dicrotic  wave  into  the  dorsaliH  pedis  artery,  aa 
compared  with  the  carotid,  ia  really  smaller  than  would  be  expected 
on  the  assumption  that  the  delay  was  determined  by  distance. 
Tbe  minute  attention  bestowed  by  von  Kries  upon  comparative 
measurements  renders  his  resulLs  and  his  criticisms  especially 
weighty. 

Thus,  although  von  Kriea  almowt  entirely  agrees  with  Landois 
in  his  timing  of  the  dicrotic  summit,  he  does  not  Kubscribe  to  the 
conclusion  dmwn  by  that  author  ;  nay,  he  holds  that  the  difference 
in  time  is  much  greater  in  appearance  than  it  is  in  reality,  and 
that  it  is  for  the  greater  part  dependent  upon  tl)e  points  selected 
for  meaburements  in  the  tracings.  The  earliest  measurements, 
those  by  I^ndoLs,  utilise  the  beginning  of  the  primary  wave  and 
the  nummit  of  the  dicrotic. 

Von  Kries  repeated  these  experiments  with  the 
results  stated  ;  but  in  addition  he  determined  the 
distances  between  the  beginning  of  the  primary  wave 
and  that  of  the  dicrotic  wave,  a  proceeding  also 
employed  by  HUrthle  and  by  Hoorweg. 

Reckoning  (in  hundredths  of  a  second)  from  the 
beginning  of  the  primary  wave,  in  tmcings  obtained 
by  means  of  the  tachograph,  von  Kries  found  the 
following  delays : 


For  the  primary  Kummit : 

at  the  femoral            ,         .         .         . 

0-10 

at  the  middle  of  the  calf  . 

0-09 

at  tbe  middle  of  the  upper  arm 

009 

at  the  middle  of  the  forearm     . 

008 

at  the  femoral           .... 

0-27 

at  mid-calf 

0-25 

at  the  middle  of  the  upper  arm 

0-25 

at  the  middle  of  the  forearm     . 

0-25 
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For  the  summit  of  the  dicrotic  rifae  : 

at  the  femoral 0*43 

at  mid-calf 0'4G 

at  the  middle  of  the  upper  arm  0*38 

at  the  middle  of  the  forearm  .  0*35 

From  these  experiments  von  Kries  draws  the 
important  conclusion  that  the  beginning  oftlie  dicrotic 
rise  hears  an  almost  constant  relation  to  that  of  the 
primary  wave  in  all  arteries,  although  the  summit 
of  tlie  dicrotic  wave  occupies  very  various  positions. 

Tbe  Velocity  of  tbe  Dicrotic  WaTc. 

This  constant  relation  in  time  between  the  primaiy 
and  the  dicrotic  wave  leads  von  Kries  to  conclude 
that  the  dicrotic  wave  travels,  not  only  in  the  same 
direction,  but  with  the  same  velocity,  as  the  primary 
wave,  suffering  hurry  or  delay  in  the  same  proportion 
as  the  latter.  He  is  inclined  to  lay  little  stress  on 
an  argument,  which  has  been  quoted  also  by  von 
Frey,  to  the  effect  that  since  small  waves  travel  less 
rapidly  than  large  ones,  the  local  accelerating  or 
retarding  influence,  special  to  each  of  the  various 
arteries,  must  tell  unevenly  upon  the  primary  and 
the  dicrotic  wave,  or  upon  dicrotic  waves  of  different 
sizes. 

Tbe  Sbape  and  Sixe  of  tbe  Dicrotic  WaTC  and  tbeir 

Ziocal  Differences. 

It  may  be  said  of  the  dicrotic  wave  that,  in  sphyg- 
mograms,  we  know  it  by  its  site  and  by  its  surround- 
ings, rather  than  by  its  shape  and  size.  Than  the 
latter  nothing  could  be  more    variable — ^in    some 
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tracings  insignificant,  in  others  almost  equalling  that 
of  the  primary  wave.  Its  shape  also  varies  con- 
siderably. Von  Kries'  detenninations  of  the  distance 
of  the  beginning,  as  well  as  of  the  summit  of  the  , 
dicrotic  wave,  has  provided  us  with  a  mathematical  I 
demonstration  of  differences  in  size,  which  otherwise 
were  likely  to  be  overlooked. 


Expressed  in  hundredths  of  a  second,  the  primary  wave  wns 
separated  from  the  be^nning  and  from  the  Bummit  of  the  diorotis 
I  wave  respectively  by  the  following  inteiTala  : 

L  For  the  brachial  artery,  -27  and  -39  (a  diflerence  of  -12). 

I  For  the  radial  artery,  "28  and  "40  (a  difference  of  '1:2). 

f  For  the  femoral  ai-tery,  '33  and  ■40  to  'h2  (a  difference  of  '12  to   j 

r     -17. 

For  the  dorsalis  pedis  artery,  -32  and  "48  {a  difference  of  -IG). 
I  The  tachograph  gave  analogous  results. 

I  The  upshot  is,  that  the  dia-otic  wave  in  the  lower  1 

P  extremity  is  much  more  Jtattened  and  long  draivn  I 

I  dul 


Von  Kries*  iiphygmograra  of  tbo  brachial  puUu.     (Repro- 
duced from  von  Frey,  Ux.  dt.,  p.  168.) 


Fcmoi-al  tracing  from  the  same  subject,  showiag  a  later  and 
broader  dicrotic  Bummit  than  the  brachial  tracing. 


than  it  is  in  the  upper  limb  and  in  the  carotid.    Thi»  ] 
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is  readily  verified  by  referring  to  the  tracings  taken 
from  the  extremities  of  healthy  subjects  by  other 
observers.  Like  von  Kries'  sphygmograms,  those 
taken  from  the  lower  extremity  will  show  a  later 
dicrotic  summit  than  those  from  the  upper. 

The  fact  that,  the  farther  any  waves  travel  withiu 
elastic  tubes,  so  much  the  more  flattened  do  they 
become,  does  not  fully  explain  the  peculiarity  men- 
tioned, and  fails  to  help  us  in  the  elucidation  of  other 
questions  connected  with  dtcrotism. 

The  same  artery  will  yield  very  different  shapes  of 
the  dicrotic  wave  in  different  individuals,  all  healthy. 
As  to  the  pathological  variations,  there  is  no  limit  to 
them.  Even  a  slight  indisposition  may,  as  illustrated 
in  Roy  and  Adami's  paper,  produce  a  great  change 
in  this  respect.  The  most  striking  form  of  patho- 
logical dicrotism  is  that  obtained  from  fully  dlcrotous 
or  hyperdicrotous  pulses.  It  illustrates  the  extent 
to  whicli  types  of  dicrotic  waves  may  vary. 


CHAPTER   VIII. 

THE  "INERTIA"   THEORY  OF  DICROTISM. 

This  theory  has  found  its  latest  exponeats  in  Roy 
and  Adami,  whose  views  (iuUy  set  forth  in  the 
Practitioner,  Feb.-July,  1890)  are  easily  accessible 
to  the  reader,  and  need  here  but  a  brief  description. 

I.  Normal  Dicrotltm. — This  is  apt  to  vary  within 
wide  limits,  but  is  generally  represented  in  the  down- 
stroke  by  a  ledge  rather  than  by  a  notch,  and  by  a 
shoulder  ratlier  than  by  a  rise. 

((()  The  normal  dicrotic  notch  is  to  be  regarded  as 
a  negative  wave  due  to  the  inertia  of  the  blood 
driven  into  the  aorta.  Its  depth  would  increase  with 
the  velocity  of  the  output,  and  with  the  abruptness 
of  its  cessation*  ;  and  also  with  the  degree  of  rigidity 
of  the  arteries — and,  therefore,  with  the  degree  of 
intra-arterial  pressure  from  which  their  rigidity  is  apt 
to  arise.     The  negative  wave  travels  onwards. 

(&)  In  immediate  succession  comes  the  positive 
"  post-dicrotic"  wave,  also  centrifugal,  the  varying 
height  of  which  influences  the  apparent  depth  of  the 
notch.     This  wave  is  likewise  attributed  to  inertia. 


•  JVaofih'oner,  vol.  iliv.  p.  418, 
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although  not  exclusively  so.  "  Its  form  can  also  be 
affected  by  the  sudden  relasation  of  the  ventricular 
wall  at  the  end  of  systole." 

(c)  The  late  and  inconstant  small  positive  wave  J 
following  the  dicrotic  elevation  is  also  r^arded  by  I 
Roy  and  Adami  as  a  wave  of  inertia. 

II.  Excessive  Dicrotism. — (o)  An  increased  depth  ■ 
of  the  notch  would  be  most  favoured  by  the  conjunc- 
tion of  (1)  a  small  and  abrupt  ventricular  output, 
and  (2)  a  raised  intra-arterial  pressure* ;  since  both 
would  favour  the  wave  of  inertia. 

{h)  The  ti-acings  taken  in  sthenic  fever,  or  in  the 
sthenic  stage  of  exhausting  fevers,  show  that  marked 
dicrotism  may  co-exist  even  witli  a  larger  ventricular 
output  than  normal,  provided  that,  thanks  to  a 
diminished  resistance  to  the  peripheral  outflow  from 
thearteries,  the  outflow  be  rendered  euflici en tly  abrupt. 

(c)  Other  tracings  t  also  supply  evidence  that  a 
typically  dicrotic   pulse-trace,   of  the    kind    usually 
called  a  low-tension  pulse-curve,  may  be  obtained  in 
cases  where  the  blood    pressure*   in    the   systemic  i 
arteries  is  little  if  at  all  below  the  normal. 


The  Oondltloas  Iieading-  to  an  Increased  Septh  of 
tbe  Diorotlo  Notch. 

A  normal  amount  of  dicrotiKin  is  that  which  may  be 


*  Tbe  depth  of  tbe  notch  would  be  increased  b;  high  iQtn>an«rl>l    , 
preassree,  ituwamub  as  the;  tend  to  make  the  vessel  waits  more  rl^d. 
tbii  coDneotioD  R07  and  Adami  dwell  upoa  tbe  coniradictioD  which  ex 
between  tbe  alleged  caaaatioD  of  dicrotiimi   by  tow  preasnres  and  the   I 
recognised  function  of  arterial  elaatidtj,  the  purpose  of  which  is  to  ti 
fortn  the  intermittant  into  a  continuoas  cnrront. 

t  Praclitioatr.  toI.  xlv.  p.  33. 

{  Under  the  above  Btatement  mB?  be  tinderBtood  the  minimum  anerfal 
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by  momentnrily  holdiag  the  breath  with  open  glottiB.  The  traciiig 
theo  shows  in  most  cases  no  positive  rise  of  the  lever  after  tha 
notch.  The  tracing  (Fig.  2l>,  loc.  dt..  p.  421)  shows  varioiu 
depths  of  the  notch  in  connection  with  varying  pressures. 

The  greatest  depth  in  this  case  coincided  with  a  high  intra- 
thoracic pressure,  equal  to  4:^  mm.  mercury,  the  effect  of  which 
would  be  to  lessen  the  systolic  charge.  The  mean  arterial  proesuie 
rises  at  the  same  time  somewhat  above  the  normal.  Another 
feature  of  this  phase  of  the  tracing  was  the  total  absence  of  the 
outflow -remainder  {pre- dicrotic)  waves.  In  other  words,  the 
outflow  from  the  ventricle  had  been  completed  coincidently  with 
the  rapid  contraction  of  the  muecnli  papillaris,  and  had  therefore 
ceased  before  the  dicrotic  rifie,  Tlie  increased  depth  of  the 
dicrotic  notch  is  explained  by  Roy  and  Adami  in  connection  with 
this  rapid  emptying  of  the  ventricle,  together  with  the  heightened 
pressure  set  up  within  the  arterial  system. 

As  the  breathing  is  resumed,  the  abdominal  veins  till  agtun,  the 
systolic  charge  inci'eases,  and  the  arterial  pressure  diminishes. 
The  depth  of  the  dicrotic  notch  then  letiMins,  although  the  g;reater 
part,  if  not  the  entire  outflow,  is  still  brought  about  by  the 
contraction  of  the  papillary  muscles.  In  the  third  stage,  the 
wavee  rise  to  a  considerable  height,  owing  to  the  increased  intake 
and  output.  The  outflow-remainder  wave  asserts  itself  once 
more, 

Roy  and  Adami  regard  the  mechanism  of  the  heart-beat  as 
beautifully  adapted  for  a  rapid  outflow  with  a  minimum  of  inertia 
vibrations,  because  the  maximum  of  pi-essure  occurw  early  in 
systole,  and  the  pressure  is  falling  fast  at  its  termination.  But 
this  saving  of  inertia  vibrations  is  only  to  be  secured  when  the 
ventricular  output,  the  ai-terial  pressure,  and  the  peripheral 
resistance  maintain  mean  values. 

In  conclu.sion,  "  the  depth  of  the  dicrotic  notch  is  inci'eased  by 
any  cauHe  which  diminishes  the  volume  of  blood  which  is  thrown 
out  by  the  ventricle  at  each  contraction,  and  also  by  any  cause, 
which,  cateria  paribus,  raises  the  pressure  within  the  systemic 
arteries."  "  A  pulse-wave  with  greatly  increased  dicrotism  may 
occur  with  intra-arterial  pressures  at  or  above  the  normal." 

Roy  and  Adami  consider  the  nature  of  the  heart's  action  as 
being  of  great  importance  "  as  a  factor  in  the  production  of 
iacreaeed  dicrotism."     A  short  sharp  systole  with  rapid  propulsion 
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of  the  blood  into  the  arteries  will  lead  to  a  correspondingly  sharp 
and  energetic  rebound  or  reactionary  wave — "  that  is  to  say,  to 
increased  depth  of  the  dicrotic  notch." 

The  Xnoreased  Dlorotlsm  of  Stbenio  Fever. 

After  referring  to  changes  in  the  tracing  which  seem  to  have 
been  premonitory  to  an  attack  of  coryza,  Roy  and  Adami  mention 
among  the  peculiarities  of  the  dicrotic  pulse  in  sthenic  fever  the 
great  height  of  the  wave,  indicating  a  large  ventricular  output, 
and  probably  an  increased  rapidity  of  the  shortening  of  the  myo- 
cardium. 

As  a  result  of  the  abrupt  and  forcible  ventricular  emptying, 
occurring  mainly  during  the  time  of  the  active  depression  of  the 
mitral  flaps,  the  inertia  vibration  would  be  increased  and  would 
produce  an  increase  in  the  post-dicrotic  rise.  Meanwhile,  the 
rapidity  of  the  fall  of  the  wave  down  to  the  notch  indicates  great 
freedom  of  outflow  from  the  arteries. 

All  these  features  may  be  obtained,  at  least  temporarily,  by 
taking  a  deep  breath,  which  increases  the  blood  within  the  heart 
without  increasing  the  peripheral  resistance. 

The  authors  conclude  that  "  diminished  resistance  to  the  outflow 
of  blood  from  the  arteries,  by  allowing  the  outflow  to  finish  at  an 
early  period  in  the  systole,  may  lead  to  marked  dicrotism,  even 
although  the  volume  of  blood  expelled  from  the  heart  at  each 
contraction  is  greater  than  normal ;  although  it  is  possible  that 
this  may,  in  certain  cases,  be  due  to  increased  rapidity  of  ventri- 
cular contraction." 

The  febrile  curve  described  may  pass  by  easy  gradations  into 
the  so-called  low-pressure  dicrotic  curve. 

From  these  remarks  it  may  be  gathered  that  certain  differences 
are  admitted  to  exist  between  the  increased  dicrotism  of  high  and 
of  low  pressures. 


CHAPTER  IX. 
THE  "  REBOUND  "  THEORY  OF  DICROTISM. 


Von  Rries  and  von  Frey  support  the  notion  of  a 
to-and-fro  reflection  of  the  systolic  wave,  according 
to  which  the  dicrotic  wave  would  be  merely  a  third 
entry  on  the  sphygmographic  stage  of  the  original 
heart-wave.  They  base  this  theory  on  a  searching 
analysis  of  the  sphygraogram  and  of  the  tachogam. 

Von  Kries  reviews  the  whole  question  in  the 
following  way : 

(1)  In  the  first  place,  does  the  wave  start  from  the 
cardiac  end  of  the  aorta,  or  from  the  periphery  ? 

(2)  In  the  second  place,  if  central  in  its  origin,  is 
it  due : 

(a)  to  the  mode  of  cardiac  contraction  ? 

(6)  to  the  sigmoid  valve  closure  ? 

(c)  to  the  displacement  of  the  heart  ? 

{(/)  or  to  an  elastic  stretching  of  the  aorta  ? 
(l)  The  first  question  is  answered  by  the  tacho- 
graph, which  demonstrates  the  peripheral  origin  of 
the  wave. 

The  origin  is  peripheral,  because  the  wave  Is 
preceded  in  the  tachogram  by  a  deep  depression, 
indicating  the  passage  of  a  positive  wave  of  pressure 
in  a  backward  direction.     Thus  this  dicrotic  wave 
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would  be  a  twice-reflected  wave  (once  at  the  periphery 
and  ODce  at  the  semilunars).  This  corresponds 
with  Marey's  "  Eebondissement."*  But  Frdd^ricq, 
Hoorweg,  and  Hiirthle  reject  a  peripheral  reflection. 
The  tachograph,  which  records  an  event  almost 
identically  coinciding  in  time  with  the  sphygmo- 
graphic  dicrotism,  has  in  like  manner  enabled  von 
Kries  to  demonstrate  the  centrifugal  nature  of  the 
dicrotic  wave.  He  draws  attention  to  the  dicrotic 
summit  being:  slififhtly  earlier  in  the  tsuchosvajn  than 
in  the  sphy^o^  t :  this  is  taken  to  beTproof  of 
the  centrifugal  direction  of  the  dicrotic  wave. 

The  tachograph  not  being  applicable  to  the  arteries  of  the 
trunk,  we  are  restricted  in  connection  with  them  to  other  methods 
of  proof,  which  are  at  least  confirmatory ;  thus,  according  to  von 
Frey,  Chauveau  and  Lortet's  hsemodromographic  tracings  of 
velocity  in  the  carotid  of  the  horse  show  considerable  agreement 
with  the  results  elsewhere  obtained  with  the  tachograph ;  again, 
in  artificial  circulation  experiments  in  animals  just  killed,  the 
positive  reflection  of  each  positive  oscillation  of  pressure  may  be 
traced  up  with  great  regularity  into  the  aorta  (von  Frey  and 
Krehl,  Du  Boia  ReymondPa  Archiv.^  1890,  s.  81). 

The  failure  of  Bernstein  and  Hoorweg  is  considered  to  be 
explained  by  their  interposing  some  10  metres  of  indiarubber 
tubing,  and  by  their  diluting  blood  with  NaCl  solution,  which 
does  not  give  rise  to  the  same  reflection  of  waves  as  defibrinated 
blood,  a  difierence  which  von  Frey  illustrates  by  experiments  and 
tracings. 

*  This  view  would  also  agree  with  the  statement  of  R07  and  Adami : 
**  A  short  sharp  systole  with  rapid  propulsion  of  the  blood  into  the  arteries 
will  lead  to  a  correspondinglj  sharp  and  energetic  rebound  or  reactionary 
wave — that  Is  to  say,  to  increased  depth  of  the  dicrotic  notch ''  {Practitionert 
vol.  zlv.  p.  23). 

t  Von  Frey  notices  that  the  dicrotic  summit  is  followed  in  the  taoho- 
gram  by  a  drop  which  he  regards  as  analogous  to  the  deep  drop  after  the 
primary  summit ;  he  thinks  that  another  rebound-wave  is  latent  in  this 
situation. 
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As  early  as  l«(i5,  Oaimtia  and  Yiry  derived,  from  the  occur- 
rence of  pulsation  in  the  ^-eins  in  C.  Bernanl's  chorda-tympani 
Btimulatioi)  experiments,  the  notion  that  the  normal  arterial 
rebound  was  due  to  the  blood-cells  in  the  capillaries.  They 
found  that  the  same  pulsation  could  be  sot  up  lin  the  reins 
by  diminiehing  largely  the  number  of  the  corpusclea  by  vene- 
eection.^ 

(2)  Supportera  of  the  view  that  the  origin  of  the 
dicrotic  wave  is  central,  are  met  with  objections 
arising  from  the  subject  itself : 

Cases  of  heart  disease  may  differ  widely  in  most  important 
respects.  Some  are  cases  of  valvular  disease,  others  of  hyper- 
trophy, others  of  dilatation,  etc.  Yet  their  pulses  may  preserve, 
as  regards  the  dicrotic  wave,  a  general  uniformity,  which  is  in 
contrast  with  their  functional  inequalities.  On  the  other  hand, 
the  iuHtances  in  which  dicrotism  assumes  unusual  proportions,  ore 
often  precisely  those  in  which  little  or  no  organic  defect  is  traceable 
in  the  heart  or  in  the  vascular  system. 

Theories  which  ascribe  the  origin  of  the  dicrotic  ware  to  causes 
having  their  seat  at,  or  near  the  heart,  suffer  in  common  fi-um  the 
difficulty  of  explaining  away  these  remarkable  facts. 

We  cannot  follow  von  Kries  into  a  discussion  of 
the  various  theories  enumerated  under  (a),  (h),  (c), 
and  (d),  with  the  exception  of  the  more  important 
one. 

ARGUMENTS   AGAINST  THE   "  SIGMOID    VALVB- 
CLOSUBE"   THEORY. 

Von  Kries  has  put  very  strongly  the  objections  to 
the  view  which  attributes  Lhe  wave  to  the  effect  of 
the    closure    of   the    sigmoid    valve.     This   theory 

( lU  la  Pli.j,!ol.,  1866.  p.  148  {quoted  hj  von  Frey. 
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practically    presiipposas  a  reflux  into  the  ventricle 
prior  to  complete  closure  of  the  valve.     Hoorweg,  , 
Fick,  and   Hiirthle,  all    three  adopt  the  theory  rf  ] 
reflux,  and  Hiirthle  has  even  endeavoured  to  show  ' 
experimentally,  that  a  reflux  of  0'5  cm.  of  blood  will 
suffice  to  close  the  pulmonary  valves. 

If  this  is  to  be  regarded  as  the  normal  reflux  i 
corresponding  to  a  normal  dicrotic  wave,  what  wiU 
be  the  amount  which  must  regurgitate  in  order  to 
produce  dicrotic  waves  of  the  size  seen  in  absolute 
dicrotism  and  in  hyperdi erotism  ?  Judging  from  the 
size  of  some  of  the  dicrotic  waves,  this  would  mean 
the  reflux  into  the  heart  of  a  very  large  propoi-tion 
of  its  systolic  output — and  the  occurrence  of  a 
regurgitant  aortic  murmur  would  be  quite  unavoid- 
able. 


Von  KricB  acliena  illuKtraling  the  beliaviour  of  Intra-aortic 
pressure   which   would  correfpond   with   the  allied  reOox 

((«.  at.,  r.  7*). 


We  should  not  lose  sight  of  the  fact  that,  at  the  j 
moment  preceding  closure,  the  velocity  of  the  blood  \ 
immediately  above  the  valves  as  well  as  below  them^ . 
ia  nil,  whilst  the  pressure  is  one  and  the  same  in  th^  I 
sinuses  of  Valsalva  and  in  the  ventricle.  The  negative  | 
phase  of  pressure  is  not  reached  in  the  ventricle  until  I 
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the  valve  has  separated  the  cavity  from  the  high- 
pressure  contents  of  the  aorta. 

Martius*  admits  a  "  Verharrungszeit,"  during 
which  the  valves  are  in  unstable  equilibrium,  the 
ventricular  output  having  come  to  an  end,  whilst 
suction  has  not  yet  been  set  up  by  expansion  of  the 
ventricle. 

At  that  moment  a  veiy  feeble  force  would  suffice 
to  close  them,  since  they  would  have  been  already 
floated  up  into  position  (gestelll),  and  almost  into 
contact.  Therefore,  with  the  advent  of  diastole, 
there  would  be  no  back-leakage,  and  the  second 
sound  would  be  produced  by  their  tension  at  the 
moment  when  the  ventricular  pressure  suddenly 
began  to  fall. 

Martius  suggests  that  most  probably  Ceradini's 
eddies  t  ( Wirbel)  are  the  small  force  in  question. 

Von  Kries  regards  the  return-wave,  reflected  from 
the  peripheiy,  as  perhaps  sufficient  for  the  purpose. 
According  to  this  view  a  close  relation  would  exist 
between  the  rebound-wave,  the  valve-closure,  and 
the  dicrotic  wava 

Von  Frey  remarks,  that  the  causes  of  dicrotism 
are  probably  various,  and  that  it  would  be  premature 
to  formulate  any  definite  theory  as  to  its  mode  of 
production.  Mere  frequency  of  rate,  mere  elevation 
of  body-temperature,  mere  lowering  of  arterial  ten- 
sion t — none  of  these  are  constant  causes, 


•  "  Epikrltische  Beltrnge  sur  Lehre  von  der  Herz  Beweguog  "* 
iZeiUchrififur  klin.  itoL,  bd.  19). 

+  According  lo  Ceradini  eddies  are  set  np  by  tbe  axial  stream  from  the 
Tentricle,  in  the  more  atagosnt  blood  filling  the  sinuses  of  Vcilsalva. 

I  Von  Fre;  insists  that  this  tow  tension  is  not  to  be  confased  with  low 
arterial  preBsnre  {cf.  p.  43). 
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When  the  cord  is  divided  in  animals  the  vessels  dilate,  the 
tracings  lose  their  definition,  and  the  dicrotic  rise  becomes  difficult 
to  identify.  Stimulation  of  the  cord  will  at  once  bring  them  into 
view  again.  These  same  experiments,  however,  afford  demon- 
stration of  the  fact  that  the  distinctness  of  the  secondary  waves, 
and  in  particular  of  the  dicrotic  wave,  does  not  remain  constant 
under  any  given  pressure,  but  is  apt  to  vary,  though  the  heart- 
beat and  blood-pressure  may  have  remained  the  same. 

In  short,  there  is  not  a  single  fact  pointing  to  low  tension  as  a 
necessary  factor :  whilst,  in  von  Frey's  estimation,  vaso-motor 
innervation  has  a  large  place  in  the  aetiology  of  dicrotism. 

From  all  this,  the  conclusion  may  be  drawn  that 
dicrotism  may  arise  &om  various  causes.  We  know 
this  much,  that  in  fever,  whilst  the  blood-pressure 
may  rise  and  the  internal  vessels  may  undergo 
constriction,  the  superficial  arteries  and  capillaries 
are  in  a  state  of  relaxation  so  long  as  dicrotism  is 
actively  proceeding.  And  von  Frey  is  almost 
tempted  to  state  that  dicrotism  will  arise  whenever 
cutaneotts  hypercBmia  sets  in  together  with  strong 
and  quick  arterial  heat,  in  subjects  presenting  normal 
or  raised  arterial  pressure.  Even  this  nde,  however, 
has  its  exceptions. 


CHAPTEK  X 

VON  KRIES'  ANALYSIS  OF  THE  DICROTIC 
WAVE. 


Tbe  OBBtriftiral  01r«etlon  of  the  Dicrotic  Wave. 

In  order  to  demoDstrate  the  centrifugal  direction 
of  the  dicrotic  wave,  it  is  necessary  to  determine  at 
any  one  spot  the  behaviour  of  the  pulse-wave  and  of 
the  "velocity-wave."  The  latter  may  be  mathe- 
matically evolved,  as  shown  by  Fick,  from  the  inflow 
and  outflow  curve  or  plethysmograra,  which  he  was 
also  the  first  to  draw,  and  which  is  supplied  by 
MosBo's  hydro-sphygraograph.  The  tachograph* 
supplies  the  "  velocity-curve "  without  so  much 
trouble.  In  this  curve  also  the  dicrotic  elevation  is 
represented,  sometimes  very  slightly  in  advance  of 
the  sphygmographic  rise,  but  usually  coinciding  with 
it.  Had  the  direction  been  a  centripetal  one,  the 
tachograra  would  have  shown  a  fall  instead  of  a  rise. 
The  following  figures  give  the  delays,  in  hun- 
dredths of  a  second,  from   the  beginning  of  the 


*  Van  Rriei,  "  Ubei  ein  neaeB  Terfahreti  lOr  Beobachtnng  der  Wellen- 
beweging  des  Blutes."  Dtt  BoU-RiyTnondi  Archiv.,  1887  ;  »lao  "Stadieo 
inr  PnUlebre."  laSl,  p.  143. 


«»«i4."— J_ 


having  been  proved  to  be  omtiiiiigaj, 
leoninfi — irhere  does  the  dicrotic  wuva 
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arise?  Does  it  originally  start  from  the  heart,  or 
from  the  periphery  ?  This  is  again  answered  by  the 
tachogram.  Whilst  in  the  sphygmogram,  the  lever, 
having  reached  the  highest  point  of  the  main  up- 
stroke, gradually  subsides  towards  the  level  of  the 
dicrotic  notch,  the  flame  of  the  tachogram  records  a 
very  different  course.  Immediately  after  the  main 
apex,  it  presents  a  sheer  drop  to  a  very  low  level,  the 
lowest  in  the  whole  tmcing,  This  signifies  that, 
whilst  the  pressure  is  little  diminished,  the  velocity 
suffers  a  great  check — and  this  combination  has  been 
shown  to  indicate  the  passage  of  a  positive  wave  in 
a    reversed  or  centripetal  direction.     A  rebound  of 


.'  tiii:hog[am  taken   from  the  upper  part  of  tlic 
same  aabject.      (Reproduced  from  von  Frej,  lae. 


this  magnitude  must  obviously  force  its  way  back  as 
tar  as  the  origiu  of  the  aorta  ;  and  finding  the 
sigmoid  valves  closed,  raust  be  ouce  more  reflected 
towards  the  periphery.  Whatever  other  influences 
may  contribute  their  share  to  the  result,  an  adequate 
link  is  thus  established  between  the  two  centriiugal 
waves  (the  systolic  and  the  dicrotic).  Moreover,  this 
intervening  centripetal  and  positive  wave  affords  the 
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desired  explanation  for  the  continued  high  pressure 
in  the  arteries  during  the  early  portion  of  the 
sphygmogram. 

The  Dicrotic  Summit. 

The  Znflnenoe  of  Distance  firom  tbe  Heart  on  tbe 
Position  of  tbe  Apex  of  the  Diorotio  Wave. 

Hoorweg  found  in  man,  and  Hiirthle  in  animals, 
that  varying  distances  made  no  change  in  the  position 
of  the  summit.  Von  Kries  agiees  with  Landois  and 
with  Edgren  that  it  occurs  later  in  the  more  remote 
arteries. 

Hiirthle  and  Hoorweg  measured  the  distance  between  the 
beginning  of  the  main  wave  and  that  of  the  dicrotic  elevation, 
whilst  Landois'  measurements  extended  to  the  dicrotic  summit : 
there  lies  the  cause  of  the  discrepancy.  Yon  Kries'  determina- 
tions have  shown  that  in  all  pulses  the  dicrotic  rise  begins  nearly 
at  the  same  point,  but  that  the  relative  position  of  the  summit 
varies  considerably. 

Whj  is  the  Diorotio  Summit  Broader  in  the 

Ziower  Bxtremitj* 

Landois'  explanation  is  stated  by  von  Kiies  to  be  based  on  the 
assumption,  already  criticised  as  '^  untenable/'  that  the  shape  of 
the  wave  in  any  part  of  the  body  is  mainly  governed  (under  the 
influence  of  reflection)  by  the  local  vascular  configuration  of  the 
part.  Far  from  this  being  the  case,  the  dicrotic  wave  is  the 
expression  of  a  secondary  maximum  of  pressure,  set  up  in  the 
aorta  as  a  resultant  of  rebounds  from  all  parts ;  and  it  must  follow 
the  primary  wave  at  about  the  same  interval  in  all  arteries. 
Landois'  figures  fail  to  establish  a  strict  correspondence  between 
the  delays  in  the  summit  and  the  length  of  individual  arteries. 

The  fact  that  small  waves  travel  more  slowly  than  larger  ones 
and  that,  after  a  long  journey,  their  summit  gradually  becomes 
blunted,  is  also  an  insufficient  explanation. 
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Von  Kries  turns  to  a  fresh  quarter  for  an  answer 
to  the  problem. 

An  artery  a,  bifurcating  into  branches  h  and  c,  of 


Sjnchronous  rebounds,  of  a  syatolic  trave  S,  [rom  the 
periphery  of  two  equal  arterial  branches.  These  ascending 
reboiiDds  combine.  The  dsEceuding  rebouQde  (into  h  and  e\ 
bclBg  equal  and  opposed,  are  neutralised.  (Modified  (ram 
TOO  Kries,  ioc.  eit.,  p.  83.) 

even  size  and  of  even  length,  receives  from  them 
simultaneous  rebounds  of  the  systolic  waves,  which 
ascend  In  it  as  a  single  wave. 

It  is  to  be  noted  that  the  rebounds  from  c  into  h, 
and  from  h  into  c,  which  are  part  of  the  same  process, 
mutually  destroy  one  another. 


NoD-arncbronons  rebounds  from  the  peripbur;  of  branches 
of  Qneqnnl  length.     (Hodified  from  von  Kries.) 

Should  the  two  branches  be  of  uneven  length,  the 
rebound  from  the  shorter  one  h  will  be  the  first  to 
return  into  «,  and  at  the  same  time  into  c  also. 
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The  resulting  eflFect  on  the  shape  of  the  reflected 
wave  must  be  obvious.  Whenever  an  important 
vascular  supply  of  great  extent,  but  of  short  length, 
is  given  up  above  the  origin  of  a  long  vessel,  there 
will  be  reduplication,  or  at  least  broadening,  of 
the  summit  of  the  wave  reflected  from  the  longer 
artery. 

As  a  plausible  hypothesis,  von  Kries  suggests  that 
the  mesenteric  rebound,  and  especially  that  portion 
of  the  rebound  which  is  reflected  down  the  abdominal 
aorta,  may  be  competent,  not  only  to  broaden  the 
dicrotic  summit  of  the  femoral  tracing,  but  to  set  up, 
within  that  vessel,  that  high  systolic  pressure  which 
has  already  been  mentioned  as  much  in  excess  of  that 
within  the  carotid. 


The  Oonditioiui  favoiiriiiir  a  Marked  Dlorotlsin. 

The  chief  condition  for  a  prominence  of  the  dicrotic 
event  in  tracings  is,  according  to  von  Kries  {loc.  cit, 
p.  110),  a  strong  fall  of  pressure,  immediately 
following  the  main  summit.  Whenever  the  centri- 
petal rebound  inserts  itself  between  the  main  wave 
and  the  dicrotic  wave,  which  are  both  centrifugal, 
pressure  is  maintained  during  the  interval  between 
them. 

Stro7ig  dicrotism  will  therefm*e  arise  in  those 
arteries  whose  channels  are  tvidened,  whilst  collateral 
arteries  remain  in  a  condition  capable  of  producing 
strong  rebounds. 
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On  the  Influence  of  Nn'mxE  of  Amvi,  on  the 
PuuiE- Tracing. 

Von  Prey  reports  that  nitrite  of  amyl  is  credited 
with  very  different  results  by  different  observers. 
Thus,  Schweinburg  *  instead  of  finding,  with  Lauder 
Brunton,  a  depression  of  the  blood-pressure  in  animals, 
discovera  a  decided  rise  in  animals  as  well  as  in  man, 
and  never  any  loss  of  pressure.  These  results  are 
confirmed,  so  far  as  they  relate  to  man,  by  von 
Maximowitsch  and  Rieder, +  the  rise  being  as  high 
as  fifty  per  cent,  during  the  stage  of  arterial  excite- 
ment and  flush.  Von  Frey  does  not  possess  a  key  to 
this  conti-adiction  betwen  recognised  authorities. 

According  to  von  Kries,  the  effects  produced  by 
nitrite  of  arayl  are  multiple,  and  occur  in  a  definite 
sequence,  as  may  be  demonstrated  by  a  continuous 
series  of  tracings.     (See  Fig.  115.) 

One  of  the  early  results  of  the  inhalation  is  a 
diminution  of  the  dicrotic  wave,  almost  amounting 
to  its  suppression.  A  later  result  is  a  great  and 
rapid  fall  of  the  lever,  immediately  after  the  main 
summit,  almost  to  the  base-line,  from  which  the 
dicrotic  elevation  then  begins  its  rise.  The  dicrotic 
wave  is  blunt  and  broad,  and  the  second  predicrotic 
elevation  is  blended  with  it.  This  is  the  fully 
developed  stage  of  the  vascular  reaction.  The  pulse 
rate  has  risen  considerably  and  the  tracings  have 
diminished  in  size. 


■   Wiener  JUal.  Frtut,  1885. 

+  Arek./.  Ktin.  JUal.,  bd.  4A,  a.  3»5,  letH) 
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On  the  contrary,  the  tachogram  shows  larger  waves 
in  spite  of  the  rapid  heart-rate.  The  predicrotic 
elevation  is  absent — and  the  dicrotic  wave  is,  as,  in 
the  pulse-trace,  altered  and  broadened,  but  not 
suppressed  as  in  the  latter. 

Fio.  115. 


1 


9 


AAMAAA 


Radial  pulse  (1)  before  ;  (2)  immediately  after,  inhalation ; 
(8)  strong  beating  in  the  carotids ;  (4)  cataneous  flash,  and 
recovery.    (Reduced  from  von  Frey,  lac,  ci^.,  p.  232.) 

Yon  Kries  suggests  an  easy  explanation  for  this  sequence  of 
events.  We  may  assume  that,  owing  to  the  high  degree  of 
dilatation  of  large  arterial  districts,  the  peripheral  reboimd  is 
almost  extinguished  within  them,  the  relaxed  arterioles  allowing 
the  capillaries  to  be  strongly  filled. 

Nevertheless,  the  arm  does  not  lose  its  wave-rebound,  though 
the  radial  artery  does,  and  the  enlarged  tachographic  tracings 
suggest  either  a  widening  of  the  larger  arteries  of  the  arm — 
or  else  an  increased  arterial  dilatability  due  to  lessened  pressure. 

The  disappearance  of  the  predicrotic  wave  is  probably  correlated 
with  the  suppression  of  some  of  the  rebounds. 
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The  modification  in  the  shape  of  the  dicrotic  wave  and  its 
blending  with  the  second  predicrotic  wave  are  probably  due  to 
some  very  simple  variation  in  the  mode  of  reflection. 

In  conclusion,  nitrite  of  amyl  relaxes  the  arterial 
muscular  fibre ;  but  not  evenly  at  all  parts,  nor  within 
the  same  delay. 

A  slight  administration  dilates  some  of  the  shorter 
arteries ;  this  explains  the  deep  drop  observed 
immediately  afler  the  main  summit.  Meanwhile,  if 
rather  longer  vessels  such  as  the  abdominal,  should 
still  give  rise  to  rebounds,  the  pulse  will  show  strong 
dicrotism.  Should  they  on  the  contrary,  like  the 
others,  become  widely  dilated,  dicrotism  is  completely 
suppressed  in  the  sphygmogram. 


CHAPTER  XL 

EPITOME  OF  THE  FACTS  AND  OPINIONS 
CONCERNING  DICROTISM. 

Let  us  briefly  review  the  factors  which  have  served 
as  a  basis  for  the  theories  referred  to.  The  following 
are  points  of  agreement : — 

(1)  The  direction  of  the  dicrotic  wave  has  been 
demonstrated  to  be  centrifugal 

(2)  Accurate  time  measurements  have  been  made 
showing  that :— (ct)  the  wave  begins  at  a  fairly  con- 
stant interval  after  the  primary  wave,  and  (6)  its 
duration  is  various,  being  longest  in  the  most  distant 
arteries. 

Simultaneous  investigation  of  the  dicrotic  pulse  in 
the  radial  artery  and  at  the  root  of  the  aorta  is  still 
wanted  as  a  crucial  experiment,  but  Rolleston's  endo- 
cardial studies  and  Roy  and  Adami's  simultaneous 
myocardiagraphic  and  sphygmometric  determinations 
have  shed  light  upon  some  previously  obscure  points. 

(3)  The  semilunar  closure  has  also  been  timed  and 
shown  to  precede  the  so-called  dicrotic  notch ;  but 
normally  to  occur  after  the  pre-dicrotic  wave  (Roy 
and  Adami's  outflow-remainder  wave). 

(4)  In  the  ** dicrotic''  pulse  tracing  the  wave  last 
mentioned  is  absent  from  the  line  of  descent. 


Roy  and  Adami  conclude  that  it  does  not  occur  in 
this  variety  of  pulse.' 

(5)  The  systolic  charge  is  small ;  or  if  large— and 
Koy  and  Adarai  admit  that  it  may  be — its  size  must 
be  compensated  by  the  ease  and  the  rapidity  of  the 
peripheml  outflow. 

(6)  The  systole  is  rapid.  Roy  and  Adami  consider 
that  it  is  completed  at  the  end  of  the  papillary  con- 
traction, leaving  no  "  outflow  remainder  "  to  be  dis- 
posed of  by  further  contraction  of  the  cardiac  waU. 
This  assumption  of  a  variation  in  the  mode  of  the 
systole  must  be  specially  noted.  As  to  the  unusual 
rapidity  of  the  heart's  contraction  all  observers  are 
agreed. 

(7)  The  pulse  frequency  is  high.  On  this  point 
again  there  is  unanimity.  The  highest  frequency 
gives  rise  to  hyper-dicrotisra. 

Digcn-jmiicif.-i  as  to  important  facts  complicate 
our  study  of  the  dicrotic  pulse. 

(1)  Arterial  elasticity,  viewed  by  Landois  and 
almost  all  observers  as  essential  to  the  production  of 
dicrotism,  is  regarded  by  Roy  and  Adami  as  rather 
impeding  than  favouring  it, 

(2)  The  mean  blood  pressure  is  low  according  to 
roost  observers.  Roy  and  Adami,  whilst  admitting 
that  sometimes  it  may  be  low,  make  of  such  cases  a 
separate  class.     For  the  average  cases,  which  form 


•  On  the  assiimplion  thut  this  wave  it  in  I  he  normal  tracing  an  outHow 
remainder  wave  from  the  heart  ne  miiet  conclude  thut  It  has  no  eiiEt«nae 
in  the  "dicrotic  "  type  of  pulse  ;  the  rapid  line  of  descent  to  the  depth  of 
the  notch  leaves  do  doabt  on  this  score.  It  oa  the  other  hand  we  were  to 
snppose  that  Its  production  in  the  normal  tracing  were  extra- cardiuo,  the 
aaoie  conoliuion  need  not  be  drawn. 
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the  majority,  they  hold  that  the  arterial  tension 
must  be  high,  arguing  that  it  is  only  a  relatively 
rigid  tube  that  can  be  the  seat  of  oscillations  of 
inertia,  elasticity  being  their  destruction.* 

Lastly,  whilst  one  theory  looks  to  the  heart  for 
the  cause,  and,  to  modifications  in  its  mode  of  con- 
traction, for  the  variations  in  dicrotism ;  the  other 
relegates  to  the  periphery  both  the  main  cause  and 
the  modifying  influences,  and  seeks  to  explain  every 
peculiarity  of  the  pulse  by  means  of  a  single  heart- 
wave  and  of  the  various  combinations  of  its  multiple 
reboimds. 


CONCLUDING   REMABKS   ON   PERIPHERAL   RESISTANCE 

AND   CAPILLARY  PULSATION. 

Peripheral  resistance  has  been  mentioned,  but  not 
in  any  prominent  manner ;  yet  it  seems  to  be  of 
primaiy  importance.  Any  increase  in  the  peripheral 
resistance  must  mean  longer  duration  of  the  arterial 
pressure.  Unusually  short  duration  of  the  latter 
must  imply  (if  the  systolic  charge  was  ample)  un- 
usual ease  of  outflow.  How  can  this  be  brought 
about  ?  By  relaxation  of  the  arterioles  first,  and  in 
the  second  place,  by  relaxation  of  the  capillaries. 
Of  the  latter  it  may  be  said  that  although  their 
dilatation  must  be  partly  passive,  it  is  also  to  a 
certain  extent  active. 


*  From  a  clinical  standpoint,  however  great  a  systolic  pressure  may  be 
recorded  in  different  cases,  experience  shows  that  this  pressure  is  most 
fugitive,  and  that — in  the  pulse — tension  is  decidedly  not  sustained.  Indeed 
this  is  shown  by  the  sphygmogram  of  each  pulse-wave. 


Increase  of  capillary  jmlsatioyi  \a  nothing  more 
than  might  be  expected.  It  is  very  marked  in 
cases  of  extreme  dlcrotism. 

Dicrotism  is  apparently  not  merely  a  question  of 
rapidity  of  pulse  rate,  since  a  rapid  pulse  may  pre- 
serve its  normal  configuration.  Some  modification 
has  occurred  in  the  time-relation  of  the  pnmary  and 
of  the  dicrotic  beat ;  and  the  effects  of  this  disturb- 
ance become  more  conapicuoiis  with  any  further  rise 
in  frequency.  Thus  the  dicrotic  rise  is  more  and 
more  closely  followed  up  by  the  next  primary  ascent, 
ultimately  becoming  a  mere  elevation  in  the  latter. 
If  the  rapidity  should  grow  beyond  this,  whatever 
there  may  exist  of  dlcrotism  is  merged  into  the 
following  beat :  dicrotism  becomes  latent.  Under 
these  circumstances  each  successive  beat  may  be 
regarded  as  containing  the  dicrotic  rebound  of  the 
preceding  one.  This  type  is  known  aa  the  mono- 
crotous  pulse  ;  the  pulse  of  intermediate  type  being 
termed  hyperdicrotous. 


CHAPTER  XIL 

THE   CARDIAC  MECHANISMS  AND  PRES- 
SURES :  THEIR  INSTRUMENTAL  STUDY. 

The  heart  being  the  cause  of  the  pulse  and  also  of 
many  of  its  variations,  it  would  be  impossible  to  do 
justice  to  the  problems  presented  by  the  arterial  pulse 
without  a  preliminary  consideration  of  its  cardiac 
factors,  viz.,  cardiac  contraction  and  intra-cardiac 
pressure. 

The  more  recent  authors  have  dealt  with  the 
latter,  and  Roy  and  Adami  have  accentuated  the 
relationship  between  the  cardiac  and  the  arterial 
pulsation,  by  naming  after  a  cardiac  event  one  of  the 
secondary  pulse-waves. 

A  review  of  the  facts  and  of  the  opinions  set  forth 
by  them,  and  of  the  yet  more  recent  work  of  von 
Frey,  will  best  enable  us  to  follow  the  diverging  views 
taken  of  the  pulse  ;  and  to  draw  our  own  conclusions 
from  the  analytical  pulse  observations  described  in 
Part  III. 

A  consideration  of  the  velocities  of  the  blood  and  of 
its  pressures,  such  as  they  originate  in  the  heart, 
forms  part  of  sphygmology ;  and  the  mechanism  by 
which  they  are  brought  about  bears  a  close  relation  to 
the  pulse.     Our  remarks  will  therefore  be  arranged 
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under  two  headings :  the  cardiac  movements ;  and 
the  intra-cardiac  pressures. 

THE  MOVEMENTS  OF  THE  HEABT. 

(a)  Tfic  Passii-e  Movenients. 

Some  of  the  movements  of  the  heart  are  merely 
passive.  The  varying  mobility  of  individual  hearts 
by  gravitation,  under  the  influence  of  posture,  is  of 
practical  interest  in  relation  t/O  cardiography,  and 
posBesses  also  a  clinical  aspect  which  need  not  be 
dwelt  upon  in  these  pages. 

(b)  Tlii'  Active  Movements. 

The  active  movements  of  the  heart  arising  from  its 
own  contractions  bring  about  twofold  results : 

I  Alterations  in  the  heart's  position  as  a  whole, 
and  in  the  relation.s  of  its  component  parts. 

II  Alterations  in  the  size  of  the  heart's  cavities. 
With  the  first  of  these  cardiography  is  directly 

concerned  ;  their  more  distant  bearing  on  the  pulse 
is  not  yet  fully  understood.  It  is  the  rhythmic 
alternations,  during  each  cardiac  cycle,  in  the  size, 
position,  and  mutual  relations  in  space,  of  the  auricles 
and  of  the  ventricles  which  specially  need  to  be 
borne  in  mind  in  connection  with  a  study  of  the 
intm-cardiac  events. 


The  alteratioiis  in  the  size  of  the  heart's  cavitir.t. 

In  recent  years  advances  have  been  made  beyond  the 
elementary  knowledge  of  a  systole  wliich   empties 
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the  cavity,  and  of  a  diastole  during  which  it  fills. 
It  has  been  shown  that  the  systole  does  not  quite 
empty  the  ventricle,  and  that  the  diastole  exerts  a 
definite  suctional  force.  The  mechanism  of  the  systole 
has  been  studied  by  Roy  and  Adami  among  other 
observers ;  but  it  cannot  be  said  that  the  mechanism 
of  the  diastolic  expansion  of  the  heart  has  been 
thoroughly  explained. 


The  Oardlao  Oyole. 


The  Anriole. 


By  Roy  and  Adami  *  the  auricular  outflow  is  con- 
sidered at  four  periods : 

(I)  during  ventricular  systole  it  is  nil.  (II)  at  the 
opening  of  the  mitral  it  is  rapid,  owing  to  the 
resilience  of  the  ventricle  and  to  the  pressure  of  any 
blood  accumulated  within  the  auricle.  (Ill)  As  the 
ventricular  expansion  progresses,  the  ventricular  re- 
silience and  the  flow  diminish.  (IV)  The  contraction 
of  the  pulmonary  veins  and  of  the  auricle  produces 
increased  rapidity  of  flow. 

The  Ventricle* 

Roy  and  Adami  divide  the  ventricular  systole  into 
five  more  or  less  distinct  phases  : 

"  Systolic  Phase  I :    The  ventricle  wall  is    con 
tracting,  but  the  musculi  papillares  muscles  are  at 
rest. 

*   The  Practitioner,   vol.  xliv.  p.  170. 
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"  Systolic  Phase  II :  The  papillary  muscles  cany 
out  the  first  rapid  part  of  their  contraction,  accom- 
panied by  slowing,  arrest,  or  retrogression  of  the 
shortening  of  the  fibres  of  tlie  heart-waU,  which  is 
most  marked  in  tracings  taken  along  a  line  running 
round  the  heart  transversely. 

"  Systolic  Phase  III :  The  shortening  of  the 
papillary  muscle  Is  considerably  less  rapid  than  during 
the  last  phase  ;  the  fibres  of  the  heart-wall  are  also 
being  shortened,  although  much  more  slowly  than 
during  the  first  part  of  its  systole. 

"  Systolic  Phase  IV  :  Both  the  papUlary  muscles 
and  those  of  the  ventricular  wall  remain  contracted, 
but  do  not  undergo  further  shortening. 

"  Systolic  Phase  V  :  The  papillary  muscle  expands 
rapidly,  while  the  ventricle  wall  remains  contracted. 

"This  last  phase  belongs  both  to  systole  and 
diastole,  the  diastolic  expansion  beginning  in  the 
papiUary  muscles." 


"  The  duration  of  the  contraction  of  the  papillary 
muscles  may  be  about  half  the  duration  of  that  of 
the  wall  of  the  ventricle,  although  the  difference 
in  duration  of  the  two  is  usually  less  than  this — 
the  relation  being  about  5  to  8  ;  the  relation  at  all 
events  is  not  a  constant  one." 


Roy  and  Adami*  recognise  not  only  an  independent  contraction, 
but  even  a  certam  independence  in  the  rhythm  of  the  papiUory 
and  of  the  heart-wiU]  muscles,  as  opposed  to  each  other.  Thus 
the  force  of  contraction  of  the  mueculi  papillaree  may  be  independ- 
ently increaeod  by  Strophanlhus  hispidua — and  for  this  reason  the 
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drug  might  be  regarded  as  valuable  in  functional  incompetence  of 
the  mitral  or  tricuspid  valve,  rather  than  in  mitral  stenosis  with 
rigidity  and  with  atrophy  of  papillary  muscles.  Toxic  doses  would 
likewise  weaken  the  musculi  papillares  much  more  than  the  heart- 
wall  muscles ;  and  under  their  influence  the  papillary  muscles 
may  cease  contracting,  whilst  the  heart-wall  continues  to  act — 
this  cessation  being  sometimes  preceded  by  inco-ordination  between 
the  two  sets  of  muscular  contractions  ;  the  papillary  contraction 
being  absent  at  one  time,  reduplicated  at  another. 

The  same  arrest  has  also  resulted  from  temporary  cessation  of 
artificial  respiration. 

Probably  similar  irregularities  occur  in  the  course  of  disease. 

The  diastole  of  the  heart- wall  may  be  divided  into 
three  phases,  namely : — 

"Diastolic  Phase  I :  Expansion  takes  place  rapidly, 
and  with  uniform  rapidity." 

"Diastolic  Phase  II  is  only  well  shown  on  the 
curves  when  the  amoimt  of  blood  available  to  permit 
the  ventricle  to  expand  is  not  great,  so  that  the 
expansion  becomes  slowed  or  even  arrested  after  the 
first  elastic  expansion  of  the  ventricles  has  drawn 
into  them  the  greater  part  of  the  available  blood." 

"  Diastolic  Phase  III :  The  wave  of  blood  which 
results  from  the  contraction  of  the  veins  and  auricles 
reaches  the  ventricular  cavity,  and  causes  or  allows 
the  final  expansion  of  the  ventricular  wall  which 
precedes  systole  ....  The  relative  duration  of  these 
eight  phases  is  not  by  any  means  a  fixed  one." 

Von  Frey*  divides  the  ventricular  cycle  into  four  stages: 
I,  during  the  first  stage,  ventricular  pressure  is  lower  than  the 
auricular ;  II,  in  the  second,  the  ventricular  pressure  is  higher 
than  the  aortic;  III  and  IV,  during  the  two  remaining  stages 


*  Zoc.  cit,,  p.  90. 
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both  oi'ifices  of  the  ventrielt-  «ro  cloKeil,  nnd  ita  pressure  is  iutei-- 
mediute  letween  those  of  the  auricle  nnd  of  the  aorta. 

The  foUoning  noineti  ai-e  applied  to  the  stages  described : 
Spuniiungszeit ;  AustreibuiigBxeit ;  ErschlaffungsKeit ;  and  Fiil- 
lungSKeit. 

Vou  Frey  *  admits  that  the  period  of  caixluic  contraction  or 
excitement  lasts  longer  than  the  interval  between  the  two  heart 
eouudft ;  yet  it  is  not  desirable  to  use  the  term  systole  in  that 
extended  sense,  as  Martins  hiLs  done.  In  musculai'  contraction 
vou  Helmholtz  t  distiuguishes  two  phases,  one  of  wajdiig  and  one 
of  waning  energy,  which  FickJ  describes  under  the  numea  of 
isotonic  contraction  and  of  MOTHetnccontiwtion.  The  t«nniantonic 
refers  to  the  circumstance  that  the  i-elation  between  the  muscle 
and  the  load  is  such  that  the  muwle  will  shorten  without  any 
alteration  in  ita  tension  ;  whereas  the  isometric  contraction  causes 
a  chfinge  in  tension  without  any  shortening. 

The  same  distinftions  may  he  traced  i»  the  cardiac  contraction  : 

I  The  period  during  which  both  valves  are  closed  is  one  of 
growing  energy,  or  of  isometric  contraction. 

II  Dui'ing  the  ventricular  discharge,  the  contraction  reaches 


III  The  interval  between  the  closure  of  the  sigmoid  valve  and 
the  opening  of  the  mitral  is  a  period  of  waning  energy — or  of 
isotonic  conti-action. 

During  the  6rst  of  these  phases  the  fibre  does  not  uudei'go 
shortening ; 

During  the  second  phase,  the  fibre  shoi-tens  to  a  minimum 
length; 

During  the  thini  tlie  fibre  maintains  this  minimum  length 
until  the  auricle  o[iens. 

timnted  these  difierent  uoceptious  of  the  word,  Luudois  is 
correct  in  stating  that  the  cai-diac  contraction  ceases  before  the 
aoi-tic  closure,  and  lta.\t  and  Moeus  may  with  equal  right  contend 
that  the  ventricle  remaijis  contracted  even  after  that  (noment. 


+  Gttamm.  AbhanJI.,  bd.  li.  p 
*  '•  Meohanische   Arbeit    um 
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THE  INSTRUMENTAL  STUDY   OF  THE   HEART'S 

MOVEMENTS. 


The  B^ooardlograpli. 

Hesse's  *  idea  of  harpooning  different  spots  of  the 
heart's  surface  with  a  view  to  studying  any  varia- 
tions in  their  relations,  passed  unnoticed,  until  Roy 
and  Adami,  conceiving  the  same  idea,  elaborated  it 
into  a  most  ingenious  graphic  method.  The  object 
of  the  instrument  consists  in  transmitting  to  a  re- 
volving surface  a  record  of  the  movements  of  two 
levers  connected  respectively  with  the  fringe  of  the 
mitral  valve  (by  means  of  a  hook),  and  with  two 
separate  spots  of  the  heart's  external  surface.  For  a 
description  of  the  apparatus  and  of  its  mode  of  use 
the  reader  must  be  referred  to  the  original  paper.t 

The  Cardiograph. 

According  to  Roy  and  Adami,J  even  when  taken 
with  Von  Basch's  instrument,  the  cardiographic 
tracing  is  not  easily  interpreted.  Variations  in  the 
size  of  the  heart,  in  the  kind,  amount,  and  condition 
of  its  coverings  and  of  the  underlying  parts,  and  in 
the  extent  to  which  it  is  wedged  in  between  the 
diaphragm  and  thoracic  wall,  all  contribute  to  throw 
doubt  upon  any  inferences.     It  is  difficult,  and  in 


*  '•  Beitriige  zur  Mechanik  der  Herzbewegung,"  His  <£•  Braune^ s  Archiv, , 
1880. 
t  The  Practitioner,  vol.  xliv.  1890,  p.  82. 
%  Loc^  ciV.,  p.  171. 
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most  cases  impossible,  to  measure  with  accuracy  with 
the  cardiograph  the  duration  of  the  different  phaaes 
of  the  cardiac  cycle. 

Nevertheless  some  Anta.  of  value  may  be  olitained,  especially  by 
oombiniug,  in  animals,  the  determinationa  of  the  intru- ventricular 
pressure,  and  of  the  heart-wall  contractions,  with  those  of  any 
chnnge  occurring  in  the  antero-posterior  diameter  of  the  heart. 
With  this  view,  the  pericardium  of  a  dog  or  of  a  cut  is  incised  in 
fi'ont,  and  its  two  flapi)  stretched  back,  80  as  to  expose  the  heart 
through  a  window  in  the  chest  wall,  and  to  give  it  n  b<teady  and 
firm  sup]K)rt  fixim  behind  and  from  below.  In  this  way  tlie 
button  will  indicate  with  some  accuracy  variations  of  the  antero- 
posterior diameter.  A  spring  must  be  used  in  order  tu  di^^tiuguish 
the  pa-iuive  increase  of  this  diametei-  in  the  flaccid  state  of  the 
ventricle  during  diastole,  from  that  which  may  be  termed  the 
active  increa;^  during  systole.  "  In  systole,  with  the  contraction 
of  the  ventricles,  the  walls  become  tense  and  resisting,  the  organ 
becomes  rounded,  the  ti-anaverse  diameter  is  diminished,  the 
antero-posterior  diameter  is  increased." 

Comparing  a  tracing  taken  in  that  way  from  the 
left  ventricle  in  a  cat  with  the  tniclng  recorded  by 
Francois  Franck  from  a  case  of  ectopia,  Roy  and 
Adami  found  in  both  a  rounded  wave  followed  by 
a  rapid  ascent  to  a  notched  summit  which  passes, 
by  a  more  or  less  rounded  shoulder,  into  the  steep 
descending  limb  of  the  curve.  It  may  be  safely 
assumed  that  this  description  also  applies  to  the 
apex  beat  of  man. 

The  shape  of  the  tracing  depends  on  the  point  selected,  and  on 
the  degree  of  pressure  exerted  by  the  lever,"  un  endless  variety  of 
curves  "  being  thus  obtainable  in  any  one  heart.  TJie  general 
configuration  of  curves  obtained  with  the  application  of  weak,  of 
moderate,  and  of  strong  pressures  is  at  first  sight  very  diflferent. 
Roy  and  Adami  show  how  these  differeuces  miiy  be  explained  in 
connection  with  the  suppression  of  the  feeble  forces  of  auricular 
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distension  and  contraction,  and  of  the  ventricular  suctional  filling, 
by  the  superior  pressure  of  a  strong  spiing ;  whilst  the  main 
events  of  the  ventricular  systole  and  diastole  remain  undiminished 
in  the  tracing  in  spite  of  the  pressure  employed. 

On  analysis,  the  summit  of  the  curve  is  found  not  to  be  syn- 
chronous with  that  of  the  intra-ventricular  pressure.  The 
maximum  pressure  corresponds  with  the  notch  in  the  apex  tracing, 
both  in  man  and  in  animals.  And  the  notch  corresponds  with  the 
rapid  contraction  of  the  papillary  muscles. 

The  maximum  antero-posterior  diameter  is  of  course  reached 
before  the  blood  leaves  the  ventricles.* 

In  tracings  taken  with  weak  pressures,  the  rise  and  the  shoulder 
observed  after  the  line  which  marks  the  end  of  systole  is  due  to 
the  remaining  firmness  of  wall  (resistance  to  distortion)  and  to  the 
inflow  of  blood. 


*  Roy  and  Adami  remark  that  with  a  conical  heart  the  musculi  papillares 
act  much  more  efficiently  than  they  could  have  done  wich  a  spherical  heart, 
although  a  globular  cavity  would  be  a  more  perfect  machine  as  regards 
output. 


CHAPTER  XIII. 

VON  FREVS  CRITICISM  OF  THE  CARDIO- 
GRAPHIC  METHOD. 

The  difficulties  inherent  to  the  investigation  of  the 
cardiac  movements  are  complicated  by  othere  special 
to  the  instrument.  Transmission  of  movement  by 
air,  well  suited  for  the  registration  of  small  forces,  is 
almost  too  delicate  a  method  for  the  powerful  cardiac 
movements.  The  large  tracings  sometimes  depicted 
are  apt  to  be  faulty.  As  in  the  sphygmograra,  very 
large  oscillations  are  open  to  suspicion,  and  are  in 
general  to  be  avoided. 

Von  Frey's  heart-hvcr  (Herzhebel)  is  proposed  as 
a  substitute  for  the  cardiograph.  Its  accuracy  *  is 
great  in  proportion  to  the  simplicity  of  its  construc- 
tion. It  consists  of  two  equal  levers  coupled  at  an 
angle  which  is  capable  of  being  varied.  One  of  the 
levers  rests  on  the  heart,  the  other  traces  the 
record. 

A  great  advantage  of  the  heart-lever  is  the  fact 


•  C/.  von  Prey,  lor.  rit,,  p.  106,  The  contractioD  of  the  gMlrocQeniiu« 
of  a  frog,  used  as  a  test  for  the  two  iofltcumentB,  gives  ri«e  to  two  very 
different  corves  ;  in  the  cardiogrflphic  cnrve  the  oflcill«tiona  alleged  to  be 
aitlflcial  are  of  very  large  eite. 
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that,  at  every  stage,  it  bears  with  the  same  weight 
on  the  heart,  and  that  this  weight  is  a  light  one. 

Variabilltj  of  the  Traoingrs* 

It  is  well  known  that  a  tracing  may  be  greatly  altered  by 
pressure  on  the  heart  {e.g,^  against  the  spinal  column) ;  and  that 
retractile  systolic  impulses  (such  as  that  of  the  left  side  of  the 
left  ventricle)  may  be  transformed  in  the  tracing  into  positive 
oscillations,  by  using  sufficiently  heavy  a  pressure.  Leaving 
aside  these  experimental  errors,  there  is  a  toide  range  of  normal 
vartoHona  in  the  movements  of  the  heart's  surface  : 

(1)  Each  spot  has  its  own  movements,  differing  from  others ; 

(2)  Each  spot  will  suffer  alteration  in  its  normal  or  average 
movements  according  to  the  heart  rate,  and  to  the  volume  of  the 
cardiac  contents. 

Yon  Frey  draws  special  attention  to  the  variability  of  the  apex- 
beat,  concerning  which  so  little  is  yet  known. 

**  The  heart  beat  is  the  result  of  the  systolic  striving  of  the 
ventricle  towards  a  definite  shape,  and  towards  a  given  relation 
to  the  great  vessels.  Their  mobility  being  feeble,  and  that  of  the 
apex  considerable,  the  latter  rises  from  its  position  of  collapse, 
which  is  entirely  determined  by  gravitation,  and  traces  the  sharp 
upstroke  of  the  curve.  At  this  level  the  apex  is  maintained  during 
the  whole  period  of  excitation,  because  the  emptying  of  the  heart 
does  not  lead  to  shortening  of  the  axis,  but  only  of  the  transverse 
diameters  of  the  heart.  Nevertheless,  a  small  degree  of  shifting 
may  be  caused  by  movements  of  translation  of  the  whole  heart,  or 
by  tension  and  stretching  of  the  great  vessels.  On  the  whole, 
however,  the  apex-tracing  is  a  curve  of  excitation  (erregungs 
curve).  The  curve  much  exceeds  in  length  the  period  of  output, 
because  the  cardiac  muscle  needs  time  to  raise  the  intra- ventricular 
pressure  to  the  level  of  the  aortic  pressure,  and  to  allow  it  to 
return  from  the  latter  to  the  pressure  of  the  atmosphere.  Between 
the  apex-beat  and  the  course  of  the  intra-ventricular  and  intra- 
aortic  pressures  there  exists  no  fixed  and  rigid  relation.  The 
details  of  the  cardiogram  do  not  therefore  avail  to  explain  those 
ot  the  pulseKnirve  j  on  the  contrary,  they  themselves  most  need 
explanation. 
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Tlte  Zilmitatlouft  of  the  CardloErBPl>.     It  doe*  not 

Indicate  the  Komenta  of  Aortlo  Oloaaroi 

nor  of  Aortlo  Opanlny. 

Neither  of  the  aortic  events  being  sliarply  defined  in  thecardio- 
graphic  tracing,  von  Fi-ey*  points  out  that  the  heart-beut  i;i 
incompeteikt  to  give  precise  information  concerning  the  chungeit 
in  cardiac  volume  and  pressure. 

Tlie  cardiogram  (which  b^ns  eKactly  with  the  first  aound), 
presenting  invariably  in  animals  a  longer  period  of  cardiac  activity 
and  a  shorter  period  of  cardiac  rest,  whilst  the  syetole  (reckoned 
in  the  ueuse  of  Douders  and  Volkmaun  f  as  the  interval  between 
the  first  and  the  second  sound),  is  ahmter  than  the  diiiBtole,  the 
second  heart-sound,  of  aortic  ctcture,  must  obviously  strike  before 
the  end  of  the  tracing. 

Thin  may  be  proved  by  means  of  a  simultaneous  endocardial 
pressure  curve,  aortic  closure  following  very  soon  after  the 
moment  of  maximum  endocartlial  pressure. 

In  the  cardiogram,  by  unikuimous  consent  (except  Edgren's),^ 
this  point  occurs  in  the  line  of  descent — or  else  in  the  "  plateau  " — 
according  to  the  cardiac  site  selected  for  the  observation. 

Again,  the  opening  of  the  aortic  valves  in  not  dearly  indicated 
in  the  cardiogram.  This  can  be  proved  by  comparing  simul- 
taneous tracings  of  the  heart's  apex-beat,  and  of  the  pulse  of  the 
cai-otid  (the  latter  ciu-ve  being  taken  by  meai>s  of  Marey's 
tambour).  In  this  way,  von  Frey  and  Krehl  (in  opposition  to 
F,  Martius'§  contention  that  the  apex-beat  coincides  with  the 
opening  of  the  aortic  valves),  were  able  to  demonstrate  that  the 
carotid  pulse  invariably  begins  before  the  lever  of  the  cardiograph 
has  rencheil  the  full  height  of  its  ascent.     (See  Fig.  1  111,  p.  278.) 

In  the  light  of  thetie  factK,  Fr.  Franck's  "  Cardiograpfaie 
Volumetri<iue  "  is  cleai'ly  based  on  a  wrong  principle,  and  cannot 


t  "  Skaod.  Arch.  fOr  Phyn.."  bd.  i.  1889,  ».  67. 

a  Martins.  F.  {ZeiUiA.  f.  A'Jt'n.  Mtd.),  bd.  xiU.  18B8. 
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be  correct,  even  when  applied  to  auricular  tracings.  The  endeavoiir 
to  demonstrate  a  general  agreement  between  the  cardiogram  and 
the  endocardial  pressure  curve,   especially  as  regards   Marey's 


Fig.  116. 


Simultaneous  tracings  from  the  carotid  and  from  the  apex- 
beat  of  a  healthy  man  (v.  Frej,  loc.  cit.,  p.  117). 

'*  Plateau  Systolique ''  and  its  undulations,  is  likewise  futile* 
Neither  does  von  Erey  see  any  hope  in  Edgren's  attempt  to 
determine,  from  a  study  of  coinciding  maxima  or  minima  of  the 
pulse  and  heart  tracings,  the  velocity  and  the  direction  of  pulse- 
waves. 


THE   AORTIC   PULSE  TRACING. 

The  tracing  of  the  pulsation  of  the  innominate 
(which  for  practical  purposes  may  be  regarded  as 
equivalent  to  that  of  the  aorta)  has  over  the  radial 
tracing  the  advantage  of  simplicity,  and  is  readily 
compared  with  that  of  the  left  ventricle. 

During  the  systolic  or  shorter  portion  of  the  wave 
hardly  any  difference,  except  one  of  altitude,  is 
noticeable  between  the  ventricular  and  the  innomi- 
nate tracings,  but  during  the  diastolic  portion  the 
tracings  are  entirely  different.  In  the  ventricle  the 
pressure  falls  to  zero  and  hardly  rises  above  that 
level  until  the  ensuing  systole.     In  the  aorta  there 
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IS  no  sudden  drop,  but  a  gradual  subsidence,  the 
oblique  line  of  which  is  wavy.  This  dlfiereuce  is 
expressed  very  clearly  in  the  diagram  (von  Knee). 


Diagram  of  the  telalive  behaviour  of  the  intra- veotrionlar, 
anil  of  the  iDlra-aoriic  presaure,  in  the  abiencc  of  rebonnd- 
waveB  and  of  regu^Wtion.     (v.  Krie^  toe.  nil.,  p  73). 

The  intra- ventricular  curve  of  pressure  rises  before 
the  aortic  curve— in  other  words,  before  the  opening 
of  the  aortic  valv&s,  which  cannot  be  raised  until  the 
pressure  below  them  surpasses  that  from  above. 
From  that  moment  the  aortic  curve  shares  in  the 
rise ;  and  since  it  attains  its  maximum  almost  at  the 
same  instant  as  the  intra- ventricular  tracing,  its 
ascent  is  rather  more  abrupt  than  that  of  the  latter, 
as  well  as  shorter. 

In  their  fall  the  two  tracings  are  for  a  time 
identical,  the  two  cavities  being  still  continuous. 
But  as  soon  as  the  first  muscular  relaxation  occurs 
in  the  ventricle,*  occasioning  a  rapid  fall  of  intra- 
ventricular pressure,  the  sigmoid  valves  complete 
their  closure.  The  ventricular  pressure  continues  to 
fall  rapidly,  and  at  last  becomes  suctional :  on  the 
contrary,  the  aortic  pressure  continues  to  fall  only 


>  Aooordlng  lo  Roj  and  Adami,  the  relaxation  of  the  muMull  papilluM. 
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for  a  moment,  this  fall  probably  not  exceeding  the 
loss  of  pressure  represented  by  the  peripheral  out- 
flow and  by  the  distension  of  the  sinuses  of  Valsalva. 
Next  follows  a  secondary  rise. 

Von  Frey  draws  attention  to  the  fact  that  the 
valve  closure  may  occur  at  varying  intervals  after 
the  maximum  pressure  has  been  reached. 

The  diastolic  portion  of  the  aortic  curve  is  marked 
by  secondary  oscillations  of  pressure  (which,  as 
pointed  out  by  von  Frey,  never  outstep  the  limits  of 
one  pulsation).  The  first  of  these  has  given  rise  to 
much  speculation.  It  would  be  hardly  profitable  to 
enter,  at  this  place,  into  a  discussion  of  the  various 
theories  which  have  been  advanced  *  for  its  expla- 
nation. 


The  Oftclltetlons  of  Velooltj  at  the  Boot  of  the  Aorta* 

Concerning  the  positive  oscillation,  or  rise,  of  the 
velocity^  we  know  nothing.  This  is  a  difficult  pro- 
blem still  in  a  backward  state.  Probably,  like  the 
endocardial  pressure,  the  curve  of  velocity  has  a 
sharp  summit.  Von  Frey  inclines  to  imagine  it 
may  rise  less  rapidly  than  it  falls.  Evidence  on  that 
point  is  wanting. 


*  Von  Frey  who  believes  this  secondary  elevation  to  be  a  reflected 
systolic  wave,  as  no  inflaence  capable  of  giving  rise  to  it  can  be  traced  in 
the  heart  or  in  the  aorta,  has  strong  arguments  against  its  nature  as  a 
**  valve-closure  wave. "  He  ventures  so  far  as  to  say  that  it  may  sometimes 
arise  before,  although  it  usually  arises  after,  the  closure  of  the  sigmoid 
valves ;  but  admits  that  he  possesses  no  strict  experimental  evidence  in 
support  of  this  opinion. 
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Owing  to  the  influence  of  friction*  the  pressure  and 
the  velocity  at  the  root  of  the  aorta  cannot  he  exactly 
parallel. 


*  Von  Frej  (loc.  dt.,  p.  179-180)  attributes  to  friction  the  fact  that 
sigmoid  closure  always  occurs  at  a  higher  pressure  than  sigmoid  opening, 
and  that  the  pressure  continues  to  fall,  down  to  the  next  systole. 


CHAPTER  XIV. 
THE  INTRA-CARDIAL  PRESSURES. 

The  Xntra-Anrionlar  Fressare. 

The  auricular  curve,  according  to  von  Frey,  rises 
rapidly  up  to  the  moment  of  the  closure  of  its  valves. 
Then,  after  a  very  brief  delay,  it  yet  more  rapidly 
sinks  to  a  low  level,  from  v^hich  it  slowly  rises  to  a 
much  lower  secondary  elevation.  The  blunt  summit 
of  the  latter  coincides  with  the  opening  of  the  auii- 
culo- ventricular  valves.  The  deepest  level  between 
these  two  rises  exactly  corresponds  with  the  moment 
of  maximum  intra-ventricular  pressure  (see  Fig.  11 8), 

With  the  opening  of  the  valves  the  blood  is  dis- 
charged into  the  ventricles,  and  the  auricular  pres- 
sure suffers  a  second  fall  to  a  still  lower  level.  This 
fall,  though  shorter,  is  less  rapid  than  the  fall  observed 
after  the  auricular  contraction.  The  ensuing  trough 
is  also  short,  and  is  followed  by  a  gradual  and  steady 
rise  of  auricular  pressure,  whilst  the  ventricular  pres- 
sure remains  low  and  keeps  level  as  far  as  the  foot 
of  the  systolic  upheaval. 

Although  there  are  two  elevations  in  the  curve, 
there  is  but  one  auricular  contraction.  According  to 
von  Frey,  the  secondary  elevation  is  due  to  the  fact 
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that   the    shrinking    of  the    ventricles    within    the 
thoracic  cavity  tends  to  expand  the  auricles.* 

Something  more  direct  than  this  passive  thoracic 
suction  may  take  place.  The  writer  is  inclined  to 
view  the  broad  trough  as  partly  due  to  an  active 
dilatation  of  the  auricular  cavity  by  the  papillary 
C'jntraction. 
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Fressare  curves  of  the  auricle  (Vorhot),  of  the  ventricle 
(Eammer),  and  of  the  aorta,  fibowiog  tlie  time  of  opening  and 
of  cloBlng  of  tbe  ventricular,  and  of  the  aortic  valves  (v.  Fref, 
loe.  dt„  p.  68). 

An  aoalvsia  of  von  Frey's  tnictng,+  dist'loaes  the  following  vai-i- 
ations  of  pressure : 

At  its  lowest  level,  the  iiuriciUai-  pressure  «pi)ears  to  be  about 
S  mm.  of  mercury,  corresponding  to  the  moment  when  the 
ventrjculaj-  pressure,  after  being  negative,  rises  to  about  5  mm. — 
a  level  which  it  preserves  till    the  amide  contracts.     It  then 


•"....  BO  lange  dor  Thorax  uneroffnet  ist,  die  Verkleinerung  der 
Herikammem  auf  die  Vorhofe  entoltend  wirkt  "  (loe.  eit..  p,  Bdl, 
t  fig.  28, /«!.«(.,  p.  68. 
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attains  to  10  mm.  at  the  moment  of  doeure  of  the  auriculo- 
ventricular  valves. 

From  this  lowest  level  of  2  mm.  the  auricular  pressure  steadily 
rises  and,  just  prior  to  its  own  systole,  it  has  risen  so  as  to  be  at 
least  equal  to  that  within  the  ventricle.  Then  follows  the  systole 
of  the  auricular  appendages  which  affords  material  for  the  auride 
to  contract  upon,  and  enables  the  pressure  to  rise  10  mm.,  both 
in  the  auricles  and  in  the  ventricles.* 


The  Intra- Ventrloular  Pressure  Curve  as 
Interpreted  by  Roy  and  AdamL 

Eoy  and  Adami  {loc.  dt,  p.  165)  state  that  no 
appreciable  rise  in  the  ventricular  curve  usually 
occurs  from  auricular  contraction.  This  circumstance 
they  explain  by  the  absence  of  valves  from  the  auri* 
cular  orifices  of  the  large  veins,  and  by  the  ready 
yielding  of  the  ventricular  walls  during  the  diastolic 
influx. 

When  present  the  first  slow  rise  may  be  attributed 
to  an  "  elastic  stretching  (previous  to  contraction)  of 
the  musculi  papillares." 

In  the  composite  intra- ventricular  curve  the  two 
component  waves  do  not  bear  a  constant  relation  to 
one  another.  The  superposed  wave  may  rise  high  or 
hardly  above  the  main  upper  level.  It  is  not  due  to 
inertia- vibrations,  which  are  obviated  by  piston  fric- 
tion. It  corresponds  in  time  to  the  interruption 
which   the   myocardiograph   indicates   as   occurring 


*  N.B. — Daring  this  period  the  auricular  systole  takes  effect  on  the 
ventricular  walls  and  also  on  the  mitral  valve  and  on  the  aortic  valve. 
Daring  the  next  stage  the  ventricular  systolic  pressure  is  opposed  by 
the  ventricular  wall  and  by  both  valves. 
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in  the  ventricular  wall  contraction,  and  which  is 
obviously  due  to  the  pulling  down  of  the  flaps  of 
the  auriculo-ventricular  valves,  and  to  the  resulting 
increased  resistance  to,  and  delay  of,  the  heart-wall 
contraction. 

The  fall  which  follows  upon  the  superposed  wave 
represents  outflow  into  the  aorta.  The  same  cause 
explains  in  other  figures  the  slowing  of  the  rise 
before  the  raa,ximum  is  reached. 

The  papillary  wall  contraction  continues,  although 
slowly,  till  the  point  is  approached  where  cessation 
of  ventricular  wall  shortening  is  indicated  by  the 
myocardiographic  curve.  The  slightly  earlier  cessa- 
tion of  papillary  contraction  is  sometimes  marked  by 
a  notch  in  the  pressure  curve,  or  the  latter  may 
simply  present  a  peculiar  roundness  instead  of  a 
sharp  drop. 

The  Variations  In  Arterial  Blood-Pressure  and 
their  Sffects  on  the  Heart  and  Arteries. 

The  EffflctB  of  a  Rise  of  Blood-Pressure  on 

tbe  Gavltj,  on  tlie  Gontraotlon,  and  on  tbe  Internal 

Presaore  of  the  Ventricle, 

In  spenlcing  of  tho  variability  of  urterial  blood -[u-estim-e,  Roy 
and  Adami*  estimate  that  the  latter  "  vauy  viae  ah  high  iit>  3uO  mm, 
of  mercury,  or  more,  iind  may  fall  as  low  as  50  mm.  without 
death  or  synca]>e  from  cerebral  amemiii.  taking  place." 

Normally,  it  is  capable  of  varying  much,  and  h  subject  to 
constantly  recurring  oscillationa  such  aa  those  due  to  respiration, 
muBcular  exertion,  and  many  others. 


•  Loceii.,  p.  253. 
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I  EffeeU  on  the  Yantrieulwr  Cavity. — A  rise  m  t' 
oi-terifll  pressure  would,  according  to  Roy  and  Adami*  diminish  J 
the  shortening  of  the  heart  fibi-es,  and  this  in  turn  would  incret 
the  I'esidiial  qnantity  of  blood  left  in  the  ventricle  after  systoie."tB 
Meanwhile,  there  is  no  decrease  in  the  output,  because  diastolA-f 
brings  with  it  an  increased  expansion.  Thus,  "  ii  physiologioal  1 
dilatation  of  the  ventricles  "  would  be  the  result  of  a  r 
arterial  blood  pressure.  This  would  differ  only  in  degree  from  i 
pathological  dilatation,  and  might,  like  the  latter,  be  complicated  j 
with  functional  incompetence  of  the  aMiculo- ventricular  volrsH.  \ 
Hypertrophy  of  the  wall  would  also  I'esult. 

Roy  and  AdamiJ  infer  a  diminished  bulging  upwai'da  of  the  J 
auriculo-ventricular  valves  in  the  physiological  dilatation,  ( 
to  the  increased  distance,  for  which  con'ection  coiild  not  havel 
been  piuvided,  between  the  foot  of  the  papillary  muscles  and  tbe  ^ 
he.*e  of  the  heart.  This  defect,  together  with  the  weakened  con- 
dition of  the  wall  from  which  the  papillary  muscles  spring,  would  I 
render  papillary  contraction  less  effective, 

II  EffecU  OH  the  Ventriculiir  C(mtraetion. — The  opening  of  the  1 
sigmoid  valves  is  delayed.  The  papillary  conti'action,  not  being  I 
delayed,  fails  during  its  first  part  to  effect  any  out])ut,  and  "  leaves  I 
a  larger  proportion  to  be  expelled  by  the  continued  contractioQ  i 
of  the  heart-wall,  after  the  auriculo-ventricular  valves  have  beea  I 
pulled  down  by  the  first  rapid  effective  part  of  tbe  contraction  cl  J 
the  papillary  muscles.  "§ 

III  Effects  ott  the  Intra- Ventricular  Presntrt-Curve, — Tbeprea- 
8ure-curve  becomes  amtcrotic — i.e.,  the  height  of  the  superposed  \ 
papillary  wave  is  lessened,  and  may  fall  short  of  the  level  of  the 
shoulder  which  follows — -and  a  notch  mu.y  precede  the   latter :    , 
this  modification  of  the  cui've  is  not  in  itself  an  abnoi-raality. 


The  BffectB  of  a  Blse  of  Blood-Pres»are  on 
the  Arteries. 

I  On  the  ai-tery  itself  the  effect  of  a  rise  in  ventricular  pressure  j 
8  to  raise  tbe  pressure  towards  tbe  end  of  systole,  by  increasing  I 


•  /xie.  c!t.,  vol.  liiv.  p.  347. 

t  Hoj  and  Adami.  Jlril.  Mnl.  Jour 

t  Imc.  ci'.,  p.  351. 


;,  1898. 
■iV..p.  349. 
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the  rigidity  of  the  ai-terial  wbH.  Prof.  Roy  (/oitr.  of  Phygioloyy, 
vol.  ii.)  has  showu  that,  with  inci'eiising  pi-easures,  above  the 
normal  blood-pi'eBsiire  of  any  animttl,  the  arteiies  become  more 
and  more  rigid. 

An  tmiici'otic  rise  in  the  pulse  utid  pressure  ciU'vo  must  result, 
since  the  output,  as  a.  rule,  in  not  diminished  hut  rather  increased 
(with  lessened  fretpiency  of  beat)  by  rising  pi-essures ;  and  that  at 
le«iat  the  same  volume  of  blood  mu.st  be  injected,  with  gi-eiitly 
increased  eflbrt. 


Tile  Bffeots  of  Itow  Blood-PresBures  on  tha 
Ventricular  Contraction. 

II  With  low  iirterial  pressui'e!;  (which  are  often  due  to  ii  small 
ventricular  output)  the  opposite  conditions  obtain.  The  sigmoid 
valve  opens  early  ;  the  outflow  is  of  short  duration ;  and  the 
papillary  contraction  take<«  a  large  share  iu  the  event.  The 
pulse-wave  is  thus  made  np  mainly  by  the  superposed  wave  which 
is  due  to  the  musculi  piipillareti. 

Uodificatioiis  of  the  heart-beat  also  ovui'  under  the  JnQneii<« 
of  the  nerves  {chiefly  acting  on  the  auricles),  and  of  a  vaj-iation  in 
the  quantity  of  the  ventriculiii'  output,  which  ih  generally  smaller 
the  more  frequent  is  the  beat.* 


The  Intra-Ventrlcnlar  Pressure- Curve 
Interpreted  by  von  Prey. 

The  ventricle  is  the  seat  of  the  highest  and  of  the 
lowest  pressures  to  be  found  in  the  arterial  system. 
The  ventricular  pressure-curve  obtained  by  von  Frey 

*  Von  Krej  {loc.  cit,.  p.  2UU)  observed  m  connection  with  the  Tclation 
between  heutt-rate  and  artorial  ijressure,  that  whenever  tiie  heart-rate  U 
iacreneed  within  certain  limits,  arterial  pressnie  n-ill  rise,  and  the  Ana- 
pannnngBieit  is  snppoHed  to  be  len^hencd,  at  least  relatively :  the  semi. 
lanarswill  open  Ut«  and  the  systole  will  be  a  short  one.  A  lessened  heart- 
rate  woald  be  combined  wllb  the  opposite  oondUions 
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is  given  in  Fig.  118,  together  with  those  of  the  auricle 
and  of  the  aorta  (through  the  Innominate).  A  very 
slow  heart's  action  was  purposely  selectecL 

A  great  difference  is  perceived  between  this 
curve  and  that  of  Boy  and  Adami.  The  oscillationSy 
which  they  put  down  to  papillary  contraction,  von 
Frey  {loc.  dt,  p.  85)  attributes  to  inertia. 

The  auricular  systolic  rise  in  pressure  is  stated  to 
occasion  a  faint  analogous  rise  in  the  ventricular 
pressure.  Then  occurs  the  closure  of  the  auriculo- 
ventricular  valves,  and  both  sets  of  valves  being  closed, 
tension  is  rapidly  got  up.  The  opening  of  the  semi- 
lunars marks  the  beginning  of  the  great  aortic  rise 
in  pressure,  to  which  (when  the  valves  open  early 
as  during  vagus  stimulation),  corresponds  a  percep- 
tible slowing  of  the  rapidity  of  increase  of  pressure. 
(This  is  not  perceptible  under  ordinary  circiunstances 
owing  to  the  natural  bend  of  the  intrarventricular 
curve  as  it  approaches-its  summit). 

The  pressure  rises  in  the  ventricle  with  lessening 
steepness ;  and  the  line  of  its  fall  is  almost  sym- 
metrical with  that  of  its  ascent.  A  slight  modi- 
fication may,  however,  indicate  (high  up)  the  closure 
of  the  aortic  valves. 

The  fall  of  pressure  persists,  and,  for  a  moment 
after  the  opening  of  the  auriculo-ventricular  valves,  it 
even  becomes  more  rapid.  Thus  for  a  brief  space  of 
time  the  ventricular  pressure  is  falling  as  well  as 
the  auricular. 

The  varying  duration  of  the  entire  cardiac  revolution  at  different 
rates  of  frequency  being  admitted  to  represent  variations  in  the 
duration  of  diastole,  in  very  quick  action  of  the  heart,  not  only 
is  the  latter  shortened,  but  a  portion  of  the  negative  phase  of 
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pressiire  Is  also  lost.  IiTegiiliir  action  will  i^ntnetimer^  give  rise  to 
double  summits  within  the  j)Ositive  phase  of  the  tracing.  In 
some  instances  a  tiecoad  axnall  poiiiitive  oscillation  has  been 
observed  to  follow  immediately  nft«i-  the  negative  phase ;  it  is 
certainly  not  due  to  inertia.  Its  signiGcnnce  is  unknown.  Is  it 
to  be  regarded  as  a  proof  that  the  venti'iciiliu'  muscle  is  still  in  a 
state  of  activity  during  the  phase  of  negative  pi-essure  ?  • 

Von  Prey's  serial  tracings,')'  obtained  at  gradually  lessened 
depths  within  the  ventiicle,  have  convinced  him  (I)  that  the 
cardiac  contraction  is  in  the  nature  of  u  peristaltis,  progressing 
from  the  apex  towards  the  baae ;  and  (2)  tbiit  a  complete  and 
u^jadulterateJ  ventricular  pressure- curve  eau  only  be  obtained 
when  the  sound  is  introduced  immediately  below  the  aortic  flaps. 
into  the  space  which  the  strongest  systole  leaves  patent.  The 
cnrdiac  sound,  if  pushed  beyond  thin  space,  is  tightly  grasped  by 
tlie  muscle — at  an  earlier  or  at  a  latei-  instant  of  the  systole^ 
according  to  the  depth  of  its  penetration  into  the  ventricular 


The  Negative  Phase  of  Intra- Ventrionlar 
Fressnre. 

Roy  and  Adami  J  state  that  ■'  ii  phase  of  negiitive  pressure  duiing 
diastole  is  not  of  constant  ocfim-ence,"  nor  could  it  be,  so  long  ft^ 
,  K  lai'ge  supply  of  venouti  blood  is  a^'ailnble. 

The  interruption  of  expansion  coinciding  with  an  intra-ven- 
tricular  negative  preswtiro  ccc-urs  late  (after  about  three-quartei-s 
of  the  total  diastolic  elongation);  it  might  be  regiirded  as  due  to 
the  supply  not  keeping  pace  with  the  elastic  expansion  of  the 
henrt,. 

The  inflow  from  the  auiicle  at  the  oi>enLng  of  the  mitral  may 
cnuse  a  positive  wave  on  the  line  of  descent  of  pi-essure  {loc.  eit.. 
Figs.  Band  11b}. 

•  RiUesloti,  H.  D,  {Jour,  nf  Phgthlofy.  vol.  vifl.  p.  235),  unygarts  a 
somewhat  different  explanatioa. 

t  loc.  eit.,  p.  87. 

*  Loe.  dl.,  p.  18B. 
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Accoi'ding  to  von  Frey,  the  old  view  originally  propounded  by 
Mai'ey  was  to  the  effect  that  the  negative  phaae  was  due  to 
the  suctional  force  exerted  by  the  elasticity  of  the  lung.  Hie 
ob8er\Titions  of  Goltz  and  Gaule,  which  revealed  the  existence  of 
much  greater  negative  values  than  previously  suspected,  rendered 
necessary  some  other  form  of  explanation. 

Two  views  at  present  prevail : 

(1)  That  of  an  independent  expansion  of  the  ventricle ; 

(2)  That  suggested  by  Moens  under  the  name  of  Schliessungs- 
welle  (negative  wave  of  closure),  the  interruption  of  a  current 
\mi\g  supposed  to  generate  a  negative  wave  starting  from  the  seat 
of  iuteiTuption.  In  the  aorta,  however,  where  it  might  have 
been  expected  to  have  been  most  mai'ked,  no  such  wave  is  to  be 
tnu^eil.  Moreover,  it  is  matter  of  demonstration  that  the  negative 
intni -ventricular  phase  of  pressure  occiu^  an  appreciable  time 
aft  or  aortic  closure,  when  aortic  pressure  is  decidedly  positive  (see 
Fi-.  117). 

Tbe  Kecbanlsm  of  Ventrloular  Bxpansloii. 

1  luloptMulent  expansion  of  the  ventricle  might,  in  von  Frey's 
opinion,  1h»  brought  about  in  one  of  two  ways  : 
(I)   \\y  ola^itic  i^ecoil  of  it3  walls  ; 
(•J)  Hy  active  muscular  contnictiou  of  dilator  fibres. 

(1)  In  diastole  an  isolated  empty  heart  is  not  maintained  in  any 
(lotinite  shape  by  its  intrinsic  elasticity — or  luther  by  the  elastic 
tiss\ie  it  i*ontains.  It  is  flaccid,  and  assumes  various  shapes 
acninlin^  to  the  amount  of  supjwrt  it  gets  from  below  and  from 
tho  sidi^.  Even  its  orifices,  which  ai'e  more  fibix)us  than  other 
IMU'ts,  riMidily  undergo  deformation.  In  systole,  on  the  conti-ary, 
the  sha|)e  and  the  reLitive  position  of  the  orifices  can  be  strictly 
iletiniHl.     They  have  been  well  depicted  by  Hesse.* 

Ki*om  this  definite  systolic  shape,  a  spontaneous  recoil  is  quite 
iHiniHMvablo,  and  it  may  be  obsei*ved  that  the  ela.stic  recoil  of 
surn)unding  structures  may  add  its  effect  to  those  of  the  veii- 
trie\ilar  iiH»oil. 

(2)  The  other  possibility,  although  conceivable,  still  lacks  the 


*  His  and  Braunc'^  Archiv.,  1880,  p.  328. 
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s\ip|K)rt  of  anatomical  demonstration.  We  should  have  to  assume 
dilating  filn'e.s  possessing  not  only  a  different  direction,  but  also 
a  different  time  of  contraction  from  those  special  to  the  constricting 
fibi-es. 

It  has  been  alleged,  on  the  assumption  that  the  coronary 
circulation  was  interrupted  dunng  systole,  that  the  injection  of 
the  coronaiy  arteries  might  assist  in  expanding  the  heart- wall. 
Tliis  assumption  is  opposed  to  physiological  facts  ascertained  in 
connec'tion  with  the  circulation  within  skeletal  muscles.  A 
mechanism  of  this  sort  would  entail  senous  danger  to  the  nutrition 
of  the  heiirt  diu-ing  rapid  action. 

The  theory  of  active  muscular  dilatation  has  had  the  support  of 
^Ligendie,  Spnng,  Luciani.* 

Von  Fi*ey  observes  in  this  connection  that  the  activity  of  the 
I'ardiac  fibres  does  not  begin  simultaneously  at  all  parts,  but  in  a 
{leristjiltic  wave  starting  usually  at  the  base.  Similarly  many 
obsen'ations  justify  the  view  that  all  fibres  do  not  cease  their 
oontniction  at  the  same  moment. 

In  commenting  upon  the  observations  made  by  Gaulet  and  by 
Mink4  of  a  dilatation  of  the  extreme  base  of  the  ventricle  by  the 
distension  of  the  sinuses  of  Valsalva,  von  Frey§  remarks  that  the 
aorta  when  empty  is  narrowed  by  the  contiiiction  of  the  muscular 
fibres  which  suiround  it,  and  does  not  acquii*e  its  full  expansion 
until  this  conti'action  is  at  an  end. 


*  Rollett,  Hermann's  Handbach  IV.,  i.  p.  180,  1872. 
t  Gaule,  "Corresp.  Blatt  fUr  Schweiz.  Aerzte,"  xvi.  1886. 
}  Mink,  "  Central  Blatt  fttr  Physiol.,"  iv.  1890,  No.  21. 
§  Loc.  cit.,  p.  94. 


PART  V. 

FURTHER  TACTILE    STUDIES. 

Some  of  the  deductions  with  which  this  part  is 
concerned  must  have  ah^ady  been  drawn  by  the 
reader.  In  some  instances  the  evidence  aftbrded  by 
tactile  exploration  as  to  the  intra-arterial  events  is 
direct  and  demonstrative.  In  others  it  has  simply  the 
value  of  suggestion  and  sometimes  of  inference. 

We  propose  to  review  seriatim  the  data  obtained 
by  our  analysis  of  the  tactile  pulse-sensations,  and  to 
gather  materials  for  a  critical  comparison  between 
the  tactile  and  the  graphic  instrumental  results. 

The  subjects  which  will  more  specially  engage  our 
attention  are : 

I  The  Ictus  or  Pulse-beat,  and  its  modifications ; 
II  The  Anastomotic  wave ; 

III  The  Pulse  thrill ; 

IV  The  Dicrotic  wave ; 

y  The    modifications   induced    in    the    pulse    by 
Posture. 


CHAPTER  I, 

"GENERAL    NOTIONS    CONCERNING     THE" 

NATURAL  OR  SPONTANEOUS  ICTUS 

AND  THE  MODIFIED  OR 

ARTIFICIAL  ICTUS. 


Tbe  Natural  or  Spontaneous  Zctas. 

When  the  ringer  is  applied  to  any  accessible  artery, 
as  in  Experiment  A,  Fig.  26,  so  lightly  that  no 
appreciable  pressure  on  the  artery  or  alteration  in  its 
shape  is  effected,  any  ictus  then  felt  must  be  a  spon- 
taneous intra-arterial  event.  This  is  amply  proved 
by  the  tact  tliat,  without  applying  the  finger,  the 
ictus  may  be  seen  in  any  artery  which  chances  to  be 
sufficiently  superficial. 

In  arteries  of  this  kind  it  may  be  seen  or  felt  any- 
where and  everywhere  :  it  is  ubiquitous. 

This  is  another  strong  argument  in  favour  of  its 
spontaneous  origin,  and  against  any  suspicion  that  it 
might  be  due  to  some  purely  local  circumstance  such 
as  the  pressure  of  bones  or  of  tendons,  fixation  by 
adhesions,  or  by  arterial  divisions,  or  intra-arterial 
resistances  at  the  sharp  cui-ves  of  the  vessel,  etc. 

The  natural  ictua,  perceived  at  a  mere  point  of  con- 
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tact,  is  identified  by  the  finger  as  a  terminal  sensa- 
tion, as  a  stroke  in  the  direction  of  its  long  axis. 
This  limitation  is  misleading,  and  is  due  mainly  to  the 
small  size  of  the  palpating  surface.     Far  from  being 


Fio.  119. 


The  continuous,  wave-like  progression  of  the  ictus,  recog- 
nised by  a  finger  shifted  gradually  from  D  to  C. 


i*ontined  to  one  jx)int,  the  process  extends  along  the 
wht>le  artery  as  a  long,  sometimes  visibly  pulsating 
tract.  If  the  finger  be  shifled  a  minute  distance  up- 
wanls  or  downwards,  the  ictus  will  still  be  felt,  and 
ill  this  way  it  may  be  followed  up  the  arm.  In  a 
won!,  it  is  coiitlnuons,  ami  partakes  of  the  nature  of 
a  fraiw  This,  however,  is  all  we  can  learn  by  the 
touch,  any  pressure  such  as  is  requisite  for  successful 
jmlpition  causing  changes  to  occur,  or  to  be  suspected. 


The  Iotas  and  the  Palse«Wave. 

It  is  enough  to  remind  the  reader  of  the  elementiiry 
description  of  the  pulse-wave  on  p.  102,  to  save  any 
confusion  between  the  ictus  and  the  onset  of  the 
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wave.  The  ictus  does  not  occur  at  the  beginning  of 
the  pulse,  as  a  careless  palpation  might  suggest,  but 
after  a  short  delay.  It  i3  the  acme  of  the  tactile 
wave.  Whether  it  also  exactly  corresponds  with 
the  acme  of  the  sphygraographic  tracing  cannot  be 
definitely  stated  :  most  probably  it  does. 


The  Artlfioial  Iotas. 

The  natural  ictus  is  superseded,  and  an  artificial 
ictus  is  set  up,  as  soon  as  definite  pressure  is  made 
on  the  artery  as  in  experiments  B,  C,  and  D.  By 
this  the  character  of  the  ictus  and  its  position  with 
regard  to  the  finger  are  changed ;  the  modifications 
being  very  difiTerent  according  to  the  degree  of 
pressure  used.  Owing  to  these  essential  differences 
between  the  results,  the  general  features  only  are 
capable  of  being  compared. 

The  artificial  ictus  has  no  independent  existence 
apart  from  the  pressure  which  causes  it ;  yet  it  exists 
potentially,  and  can  be  elicited,  wherever  there  is  a 
natural  ictus.  Wheresoever  it  is  called  forth  it  takes 
the  place  of  the  natural  ictus,  but  it  remains  limited 
to  the  site  of  the  application  of  the  finger. 


The  Three  Varieties  of  tbe  Artificial  Zctua. 


The  tactile  results  of  varying  systematically  the 
pressure  of  the  finger  have  been  described  in  Part  III. 
(p.  123).  It  will  be  convenient  to  identify  each  of 
these  modifications  with  the  localisation  of  the  sensa- 
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tion  experienced  by  the  finger ;  and  to  distinguish 
under  the  following  names : 

Distal  ictus. 
Intermediate  ictus^ 
Proximal  ictus, 

the  special  results  of  pressure  ii,  pressure  iii,  and 
pressure  iv. 


The  General  Aesemblanoe  between  the  Xw 

the  Zntermediate  Zotas. 


.toral  and 


Of  these  three  varieties  the  least  unlike  the  natural 
ictus  is  the  intermediate.  The  sensation  in  both 
cases  has  its  seat  at  the  extremity  of  the  finger  ;  and. 


I 


The  natural  ictus  (pressure  i). 


'J'be  intermediate  ictus 
(pressure  iii). 


if  the  pressure  of  light  contact  be  increased  suffi- 
ciently quickly,  the  terminal  sensation  will  not  suffer 
any  displacement,  but  siuiply  extend  its  area  to  the 
entire  width  of  the  jnilp.  This  identity  in  localisa- 
tion is  an  argument  in  favour  of  a  common  origin. 
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With  the  proximal  and  with  the  distal  varieties, 
the  natural  ictus  has  much  less  outward  resemblance. 
Since,  however,  they  are  so  closely  connected  with  the 
intermediate  ictus,  as  to  be  gradually  developed  from 
the  latter  by  respectively  increasing  or  decreasing  the 
pressure,  their  relationship  to  the  natural  ictus  is  a 
close  one  also ;  and  we  are  led  to  regard  the  sponta- 
neous  and  the  artificial  forms  as  possessing  the  same 
derivation. 


The  Inquiry  as  to  the  Nature  of  the  lotus. 

Unable  to  palpate  satisfactorily  the  natural  ictus, 
we  shall  find  our  easiest  way  to  a  knowledge  of  its 
nature  in  a  study  of  the  three  kinds  of  artificial 
ictus,  the  conditions  of  which  we  are  able  to  modify 
at  will : — beginning  with  the  Distal  Ictus. 


CHAPTER  11. 

THE  DISTAL  ICTUS. 

The  distal  ictus  is  produced  when  the  lightest 
pressure  of  the  tinger  is  increased  to  the  second 
degree  of  pressure.  The  anastomotic  pulse  from  the 
hand  also  strikes  the  finger  on  its  distal  side.  We 
may  with  ad\'antage  avail  ourselves  of  this  similarity 
in  the  present  study. 

Experiment  xxxv. 

When  in  any  subject  we  test  for  the  anastomotic 
wave,  the  force  used  to  obliterate  the  artery  is  such 
as  to  obviate  any  possibility  of  the  transmission  of  a 

Fii;.  122. 


The  acastomotic  wave  striking  the  finger  distally  (pressare  v). 

direct  wave.      The  anastomotic  wave  at  the  wrist, 
without  any  doubt,  is  genuinely  retrograde. 

Let  us  now  feel  the  distal  ictus  in  another  subject 
previously  tested  and  found  free  from  any  anasto- 
motic wave  at  the  wrist. 
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The  ictus  resembles  so  closely  the  anastomotic 
beat  felt  in  the  first,  as  to  force  upon  us  the  con- 
clusion that,  likewise,  it  strikes  backwards.  If  such 
be  really  its  direction,  since  the  pulse- wave  is  not 
transmitted  round  the   palmar  arch  in  the  sjubject 


Fig.  123. 


The  direct  wave  rebounding^  to  the  distal  side  of  the  finger 
— in  a  s abject  free  from  anastomotic  pulsation  (pressure  ii). 

under  examination,  the  beat  must  be  due  to  a  rebound 
of  the  direct  wave,  after  it  has  passed  under  the  finger 
onward  to  the  hand. 


Fig.  124. 


cf 


/>/ applied  with  pressure  iv,  QTwith  pressure  ii ;  two  forms 
of  ictus  felt. 

The  best  proof  of  the  reflux  nature  of  this  ictus 
would  be  that  which  would  also  demonstrate  the 
source  of  the  rebound.     If  a  finger  Df  be  placed  on 
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the  artery  at  a  more  peripheral  point  (the  nunimom 
pressure  being  used  which  ahall  suffice  to  elicit  the 
proximal  beat),  it  will  be  possible  to  combine  a  feeling 
of  the  distal  ictus  at  CJ^  and  of  the  proximal  ictus 
at  Df. 

If  now   the  finger  Cf  be  lifted,   no  perceptible 
change  will  occur  at  Df^  except  a  slight  alteration  in 


FlO.  125. 


Cf 


The  proximal  ictas  at  /y  not  disturbed  by  raising  Cf* 

\\\K^  HtroMgth  of  the  proximal  ictus  ;  and  from  this 
\v(^  may  conclude  that  the  wave  producing  the  ictus 
niUHt  1)0  travelling  with  the  direct  wave  and  must  be 
idt^nlical  with  it. 

( )n  tho  other  hand,  if,  whilst  Cy  is  in  light  contact 
wit  li  tlio  pulso  as  before,  Df  be  applied  with  full 
prnNNur(\  the  Haine  kind  of  distal  ictus  will  continue 
to  Im^  Inlt  at  (j7i  oJily  with  much  more  strength  than 

lif^lnriV* 

y  NiniMU*ning  the  kind  of  effect  produced  on  the  sys- 
lolii'  wnvf*  hy  thuH  obliterating  the  artery,  there  can 
Im»  no  ipu^Htion.     A  rebound  must  take  place  against 


•   «7'  K\|mn)«{U>  K(Mirtion  of  Oliver. 
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the  obstacle ;  and  it  is  this  rebound  which  must  be 
felt  by  Cy  on  its  distal  side. 

Since  the  tangible  effect  of  interposing  the  obstacle 
Df  is  merely  to  increase,  and  the  effect  of  removing  it 


Fig.  126. 


ct 


The  difiital  ictus  at  (y  intensified  by  naing  Z)/as  block.    Its 
mode  of  production  bj  rebound. 

is  merely  to  diminish  the  strength  of  the  distal  ictus 
at  Cf,  it  may  be  taken  as  proved  that  the  distal 
ictus,  also  in  the  absence  of  any  obliteration  at  Dfy  is 
a  rebound  produced  in  the  same  way  as  when  the 
pressure  Df  is  made.  "  Back-stroke  *'  is  therefore  a 
term  applicable  to  it  in  perfect  strictness. 

The  site  of  the  reflection  may  be  at  any  part  of  the 
interval  between  the  finger  and  the  peripheral 
venules.  Most  probably,  as  argued  by  von  Frey  and 
others,  the  rebound  occurs  at  the  entrance  of  the 
capillary  district. 


The  Meobanism  of  the  Distal  Zotus. 

The  mode  of  production  of  the  distal  ictus  or  back- 
stroke must  now  be  tolerably  obvious.  On  its  pass- 
age up  the  arm,  the  reflected  wave  strikes  against  the 
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distal  side  of  the  finger  ( in  this  case  Cf)j  which  feels 
the  blow.  Had  Cf  been  placed  at  any  other  spot 
over  the  radial  artery,  the  same  wave  would  have 
struck  it. 

Fig.  127. 


The  direct  wave,  intercepted  bj  />/,  becomes  a  reflected 
wave,  and  strikes  the  distal  side  of  Cf. 

Two  conditions  are  necessary  on  the  part  of  the 
finger  Cf: 

(1)  That  it  should  project  sufliciently  into  the 
lumen  of  the  artery  to  fairly  catch  the  rebound ; 

(2)  That  it  should  not  project  so  deeply  into  it,  as 
to  prevent  or  greatly  impede  the  passage  of  the  direct 
wave. 

Pressure  ii  (p.  97)  is  exactly  of  a  kind  to  secure 
these  conditions. 

The  reason  is  now  apparent  for  the  preference  given 
to  the  term  "  anastomotic "  over  that  of  "  reflux 
wave."  A  backward  wave  occurring  much  more 
often  as  a  result  of  rebound,  than  by  way  of  anas- 
tomosis, it  was  thought  necessary  to  avoid  any 
verbal  confusion  in  connection  with  these  two  retro- 
grade waves. 
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Fio.  128 


Cf 


Cy,  applied  with  pressure  ii,  allows  the  direct  wave  snflici- 
entlj  free  passage  to  secure  recoil  at  the  periphery,  (or,  as 
here  shown,  against  Df\  and  a  distal  iotas. 


Confirmatory  Proofli  of  the  Hebonnd. 

Confirmatory  proofs  of  the  direction  of  the  distal 
ictus  are  supplied  by  a  study  of  the  anastomotic  wave 
itself ;  this  more  complicated  inquiry  we  must  for  the 
present  defer  (see  p.  333).  The  most  conclusive  of  all 
proofs  is  that  to  be  obtained  from  a  determination  of 
the  relative  time  of  the  ictus ;  but  we  shall  postpone 
the  discussion  of  the  time-proofs  until  we  have  dealt 
with  the  general  features  of  the  proximal  ictus. 


CHAPTER  III. 


THE  PROXIMAL  ICTUS. 


The  proximal  ictus,  which  strikes  the  central  side 
of  the  finger,  is  obtained  with  pressures  iv  and  v 
(see  p.  98),  the  localisation  remaining  the  same  under 
both  degrees  of  pressure — that  is,  when  obliteration 
of  the  artery  by  the  finger  Cf  is  partial  only,  as  weU 


Fig.  129. 


Fig.  130. 


Tho  proximal  ictus  with 
pressure  iv.  (The  finger 
should  Imve  been  shown 
sunk  rather  more  deeply  in 
the  artery.) 


The  proximal  ictus  with 
pressure  v. 


as  when  complete.  It  would  be  rash  to  assert  that, 
with  the  lighter  of  these  two  pressures,  no  part  of 
the  direct  systolic- wave  can  find  its  way  under  the 
finger  to  the  hand.      The  description  of  the  tactile 
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sensations  given  on  p.  1 20  implied  that  the  wave  is 
stopped  by  pressure  iv,  and  so  far  as  the  finger  can 
judge  it  generally  is.  We  shall  confine  ourselves  to 
a  consideration  of  the  case  of  absolute  obliteration  as 
being  the  simpler  one. 


Tbe  Pbase  of  tbe  False-Wave  Correspondliiff  to  the 
Proximal  XotoB. 

The  mechanism  of  the  proximal  ictus  is  not  as 
simple  as  it  might  appear  at  first  sight.  We  might 
be  tempted  to  regard  the  stroke  as  marking  the 
arrival  of  the  systolic  heart-wave.  The  latter  is  a 
distinct  event,  which  can  be  perceived  by  the  finger 
in  favourable  subjects,  but  which  does  not  possess  the 
importance  of  an  ictus.  At  the  periphery  the  onset 
of  the  systolic  wave  is  a  stage  of  rapidly  growing, 
but  at  first  of  slight   pressure  only  ;  and,  so  long  as 


Diagram   ot  the   ictos  (interriipled   arrow)  following  the 
onpct  Had  growth  of  the  s;st oik' wave  (finer  arrow). 

the  increase  of  pressure  is  smooth  and  steady,  it  is 

difficult  to  see  why  an  ictus  should  arise.     We  look 

for  some  interfering  influence  proportionately  abrupt, 

Accordiog  to  the  old  view  which  admitted  a  "  per- 
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cussion-wave,"  or  according  to  the  view  of  Roy  and 
Adami,  who  describe  a  "papillary-wave,"  the  abrupt 
event  is  connected  with  the  systolic  heart-wave  itself 
— and,  we  may  infer,  with  some  mechanical  peculiarity 
of  the  heart's  action  ;  for  normally  waves  rise  with  a 
smooth  ascent  to  their  acme.  A  discussion  of  these 
important  theories  cannot  be  attempted  at  this  stage. 


I 


Th«  Seboand-Wave  la  Aelatlon  to  tbe 
Proximal  Ictus. 


Meanwhile,  without  going  beyond  the  wave-theory, 
it  is  possible  to  apply  to  the  explanation  of  the 
proximal  ictus  the  same  reasoning  as  that  which  was 
used  for  the  distal.  The  back-stroke  from  the  hand 
could  not,  in  this  instance,  ascend  the  radial  artery, 
which  is  obstructed ;  but  it  might  be  conveyed  by 
the  ulnar  artery  to  the  point  of  bifurcation  of  the 
brachial.  The  hand  would  not  be  the  only  district 
contributing  a  rebound ;  the  arteries  of  the  arm  might 
furnish  their  share. 

From  all  these  sources  the  back-stroke  would 
travel  not  only  in  an  ascending,  but  in  a  downward 
iiud  centrifugal  direction  also,  belying  its  name. 

In  the  radial  artery  it  would  be  a  descending 
wave,  adding  itself  to  the  direct  systolic  wave,  and 
reinforcing  the  volume  and  the  pressure  of  the  latter. 

The  impact  of  this  compound  wave  against  the 
finger  would  inevitably  produce  a  shock — where  the 
thin  end  of  tlie  systolic  wave  had  produced  none. 

At  the  same  time  the  descending  rebound  would 
encounter  the  ascending  rebound  due  to  the  impact 
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of  the  early  portion  of  the  direct  wave  against  the 
ohliterating  finger.  This  collision  between  opposed 
reflux  waves  might  in  itself  be  competent  to  occasion 
the  ictus, 


ThedeieeiuHagrcboiiiuHaTiowmiii  thre«  dots),  derived  from 
districtn  higber  op  in  the  arm  ;  and  tbe  atanding  rebound 
(arrow  with  two  dots),  occasioned  by  the  blook.  The  Bjatolia 
wave  is  not  shown.  Tbe  artery  is  distended  by  the  added 
pressures  oF  tbe  wave  and  of  tbe  rebounds. 


ConolosloiiB. 

The  following  conclusions  appear  to  be  wan-ant- 
able  : 

(1)  The  proximal  ictus  ia  not  due  to  the  shock  of 
the  onset  of  the  systolic  heart-wave. 

(2)  As  a  preliminary  sensation  preceding  the  ictus 
we  should  expect  the  finger  to  perceive  first  the  onset 
and  then  the  gradual  rise  of  the  systolic  wave. 

(3)  The  ictus  may  be  due  to  the  sudden  expansion 
of  the  systolic  wave  by  the  accession  of  the  descend- 
ing wave  of  the  rebound. 

(4)  It  may  also  be  due  to  the  conflict  or  conjunction 
of  the  descending  wave  of  rebound  with  the  rebound 
from  the  finger  compressing  the  artery,  or  ascending 
rebound-wave. 
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(5)  The  size  of  the  ictus,  that  is — of  the  artery  at 
that  moment — ^would  be  considerable,  since  three 
waves  (all  three  of  positive  pressore)  would  be  con- 
tained within  the  vessel,  viz. : 

(a)  The  direct  systolic  heart-wave,  (6)  its  ascend- 
ing rebound- wave,  and  (c)  its  descending  or  collateral 
rebound-wave,  arising  in  the  ulnar  artery  and  in  other 
arteries  of  the  arm. 


Fio.  133. 


Diagram  of  the  three  waves  of  positive  pressure  in  their 
relation  to  the  ictus :  (a)  the  systolio-wave,  (6)  its  reboimd 
from  the  hand,  (e)  its  rebonnd  from  the  arm  above. 

N.B. — The  arrows  represent  the  relative  time  of  the  events, 
reckoned  from  A. 

(6)  Owing  to  this  composite  character,  and  to  the 
slight  want  of  synchronism  of  the  various  rebounds, 
the  proximal  ictus  would  be  slightly  less  abrupt,  and 
its  duration  slightly  increased. 

The  conspicuous  size  of  the  pulsation  observed  a 
little  above  the  seat  of  obliteration  has  already  been 
dwelt  upon  (see  pp.  158).  It  has  also  attracted  the 
notice  of  other  observers,  in  particular  of  Marey  and 
of  Dr.  G.  Oliver. 


CHAPTER  IV. 

THE  RELATIONS  IN  TIME  OF  THE  PROXI- 
MAL  AND  OF  THE  DISTAL  ICTUS. 

Before  proceeding  to  a  study  of  the  Intermediate 
Ictus  let  us  apply  to  the  explanations  which  have 
been  suggested  for  the  two  other  varieties,  the  rigid 
test  of  time. 

The  direction  of  waves  within  tubes  has  been 
shown  by  von  Kries  {vf.  p,  203)  to  be  capable  of 
determination,  by  a  most  ingenious  method — at  any 
one  spot  in  their  course.  But,  where  a  wave  is 
capable  of  being  felt  and  traced,  a  much  simpler 
method  is  to  time  its  passage  at  any  two  accessible 
spots.  This  can  be  done  in  the  ami  in  the  case  of 
the  wave-like  jirocesa  which  constitutes  the  ictus. 


The  SireoUon  of  the  Wave  of  Distal  Ictus 
Determined  by  Its  Time-Relatlons. 

Had  the  distal  ictus,  the  continuity  of  which  can 
easily  be  traced  by  shifting  the  finger  by  minute 
steps  from  the  wrist  towards  the  elbow,  been  a 
modification  of  the  systolic  or  direct  wave  in  its 
downward  course  .along  the  arm,  the  distal  ictus  at 
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the  wrist  would  have  been  a  later  event  than  the 
distal  ictus  at  the  elbow.  This  is  not  the  case:  on 
the  contrary,  as  proved  by  Experiment  (see  p.  323)» 


FIO.  134. 


-   D 


The  distal  lotus  traced  up  the  arm  bygradnally  shifting  the 
finger.  The  long  arrow  with  dots  represents  the  wave  of  the 
ietui. 

it  is  distinctly  later  at  the  elbow  than  at  the  wrist* 
We  must  therefore  regard  it  is  an  ascending,  and 
obviously  as  a  rebound- wava 


The  Methods  for  Tlminip  the  Waves. 

In  aU  these  comparative  time  determinations, 
thanks  to  the  almost  perfect  synchronism*  of  the 
pulse  events  in  the  two  arms  (which  in  each  subject 
needs  to  be  carefully  ascertained  beforehand),  the 
wave-transit  may  be  conveniently  compared  in  the 
two  limbs.  This  is  a  more  accurate  process,  especially 
when  the  fingers  applied  at  different  heights  have  to 


*  For  all  ordinary  purposes  the  two  radial  pulses,  at  identical  levels,  are 
STnohronons ;  although,  with  due  care,  the  right  wave  will  be  felt  sUghtlj 
earlier,  owing  to  its  shorter  route  from  the  heart. 
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be  alternately  lifted  in  order  to  alternate  the  events, 
than  to  time  one  of  them  by  the  foot,  trusting  to 
the  accuracy  of  the  rhythm  of  the  foot-beat,  and 
also  to  the  constancy  of  the  cai-diac  rhythm  during 
the  interval. 

Another  time-proof  of  the  reflux  character  of  the 
distal  ictus  is  obtained  by  the  one-arm  method. 

Experivwnt  xxxvi. 

The  delay  of  the  distal  ictus,  pointing  to  its  nature 
as  a  rebound,  may  be  readily  demonstrated  by  stop- 
ping the  wave  just  above  the  wrist  by  the  distal  finger 
Df.  This  finger  will  then  receive  the  impact  of  the 
direct   wave.     Meanwhile  the  central  finger,  Cf,  is 


Mech&nism ot  thetlist*!  ictniat  Cf,  Wbelng  ueeilaa  block. 
The  eensatioD  at  Cf  is  later  than  at  Df.  {Cf  is  here  repre- 
sented presEing  too  deepl;  JDto  the  arter?). 

lightly  applied,  so  as  to  feel  the  distal  ictus.  Instead 
of  occurring  before  the  event  at  D/,  the  ictus  is  per- 
ceptibly later.  Thus  the  direct  wave  first  travels 
down  the  artery  under  Cf,  as  far  as  Df,  where  it  is 
reflected,  and  back  again  to  Cf,  which  receives  the 
stroke  on  its  distal  side. 
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The  same  experiment  may  be  carried  out  with  the 
anastomotic  pulse.  A  similar  delay  occurs  in  the 
wave :  this  is  found  to  be  due  to  a  rebound  of  the 
anastomotic  wave. 

Fig.  136. 


Cf 


Same  meohanism  as  in  the  preceding  case,  reversed  in  oon< 
nection  with  the  anastomotic  wave. 


The  RalatiTa  Delay  of  the  Proximal  Zotiis  aa 
Compared  with  the  Distal  Zctna. 

If  our  estimate  of  the  mecham'sm  of  the  distal 
ictus  be  correct,  then,  precisely  on  the  same  principle, 
the  proximal  ictus,  even  at  the  wrist,  should  be  later 
than  the  distal  ictus. 

ExpeHment  xxxvii. 

The  experiment  cannot  be  tried  with  one  finger ; 
and,  if  only  one  arm  be  used,  the  only  way  would  be 
to  ascertain  the  rhythm  of  the  distal  ictus  and  keep 
up  the  rhythm  with  the  foot ;  and  to  compare  with 
the  latter  the  actual  rhythm  of  the  proximal  ictus. 

A  simpler  and  more  reliable  method  is  to  compare 
the  two  beats  simultaneously  at  identical  levels  in 
the  two  arms  of  any  subject. 

The  same  experiment  can  be  carried  out  by  the 
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observer  in  his  own  case,  by  placing  the  hands  palm 
to  pahn,  so  that  the  fingers  of  eacli  hand  extend  up 
the  opposite  arm. 

Fia.  187.  Yia.  138. 


The  proximal  iotas  (ob- 
tained in  one  arm,  with  ptps- 
Bure  v),  sligbtl;  later  than 
the  distal. 


The  distal  ictus  (abtaiued 
at  the  same  level  io  tho 
other  arm,  with  preesnre  li), 
slightly  earlier  than  the 
proximal. 


In  this  way  it  will  be  ascertained  that  the  distal 
ictus  occurs  fractionally  earlier  than  the  proximal. 

This  result  is  entirely  consistent  with  theory. 
The  proximal  ictus  (which  must  be  carefully  distin- 
guished from  the  earlier  impact  of  the  systolic  heart- 
wave)  is  reflected  from  almost  the  same  peripheral 
region  as  the  distal  ictus.  Whilst  however  the  latter 
rebound  follows  a  sti^aight  upward  course,  the  former, 
owing  to  the  block  in  the  radial  artery,  must  travel 
up  the  ulnar  artery "  to  its  origin,  before  it  can  be 
conducted  down  to  the  proximal  side  of  the  observer's 
fiDger. 

In  conclusion  we  may  regard  it  as  fairly  proved 
that  the  distal  ictus  is  a  rebound-wave,  and  that  the 
proximal  ictus  is  also  a  rebound- wave,  but  one  having 
a  centrifugal  course. 

*  Or  ■ome  large  collateral  braoch  of  the  radial. 


CHAPTER  V. 
THE  INTERMEDIATE  ICTUS. 

Zts  Mode  of  Prodnotlon. 

As  the  name  indicates,  this  is  a  half-way  event 
between  two  more  prominent  ones ;  it  may  even  be 
regarded  as  a  combination  between  them.  By  a 
gradual  increase  of  pressure  ii;  the  distal  ictus  loses 

Fio.  189. 


The  black  arrow-head  represents  the  intermediate  ictus 
setting  in,  when  pressure  ii  is  increased  to  pressure  iii. 

more  and  more  of  its  lateral  character,  and  advancing 
under  the  pulp  of  the  finger,  becomes,  at  pressure  iii, 
the  intermediate  ictus.  In  the  same  way  a  further 
increase  of  pressure  causes  the  stroke  to  incline 
further  and  further  towards  the  proximal  border, 
until  degree  iv  of  pressure  is  reached,  when,  rather 


THE   INTERMEDIATE   ICTUS.  315 

more  Buddenly,  the  Ictus  escapes  from  under  the  pulp 
to  the  side  of  the  finger.  The  transitional  character 
of  the  intermediate  ictus  and  its  double  connection 


Onset  of  tbe  proximal  Ictus  nt  a  further  stage  of  presanre. 

with  the  neighbouring  events  are  thus  very  plainly 
marked.  Whether  this  ictus  be  felt  by  the  conjoined 
sides  of  two  fingers,  by  the  central  of  three  fingers, 


or  by  the  two  middle  fingera  of  a  group  of  four,  its 
mechanism  and  significance  are  the  same.  We  may 
regard  it  as  arising  from  the  combination,  we  might 
almost  say  the  conflict,  between  two  waves,  which 
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we  may  identify  as  the  ascending  or  centripetal 
reboimd-wave  or  wave  of  the  distal  ictus,  and  the 
descending  or  centrifugal  rebound-wave,  from  which 

Fig.  142. 


The  thin  arrow-head  represents  the  onset  of  the  systolio 
wave  before  the  moment  of  the  ictus.  The  mainly  axial 
direction  of  this  ictas  is  figured  by  the  group  of  arrows 
beneath  the  finger-tip. 

the  proximal  ictus  is  derived.  It  is  understood  that 
these  two  waves  are  superadded  to  the  systolic 
heart- wave,  which  continues  to  flow;  but  that  the 
beginning  of  the  heart-wave  is  an  earlier  event,  not 
directly  concerned  in  the  production  of  the  ictus. 
The  mechanism  of  the  intermediate  ictus  obviously 
depends  upon  the  relations  subsisting  between  these 
two  waves  of  rebound,  and  upon  their  relations  to 
the  pressure  of  the  finger. 

The  ABoandinsT  and  the  Dasoandiiiir  Raboimd-WaTaft 
Comparad  as  to  thair  Tima  and  Sisa. 

On  page  313  it  is  set  forth  that  the  distal  ictus 
must  occur  fractionally  earlier  than  the  proximal. 
Had  the  interval  in  time  between  the  two  waves  in 
question  been  less  minute,  and  their  length  ex- 
ceedingly small,  it  might  have  been  doubted  whether 
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ihey  could  have  met  under  the  pulp  of  one  finger. 
Their  meeting  is  facilitated  by  the  results  of  the 
pressure  employed. 

Pressure  iii,  whilst  it  places  the  finger  Df  in  a 
favourable  position  for  intercepting  and  for  feeling 
any  rebound  ascending  from  the  hand,  so  far  reduces 
the  size,  and  delays  the  transit  of  the  systolic  wave, 
that  its  distal  rebound  becomes  imperceptible,  and 
the  ictus  ceases  to  be  felt  distally.  The  main-wave 
and  the  reflux-wave  are  both  slowed  at  the  section  of 
the  artery  which  has  been  temporarily  narrowed, 
whilst  their  pressure  is  locally  increased.  By  this 
slowing  in  both  transits,  the  ascending  rebound- 
wave  loses  much  of  its  advance  on  the  descending 
rebound-wave.  The  latter,  it  will  be  realised,  has 
not  been  subject  to  these  modifying  influences  and 
preserves  its  original  time,  and  its  volume  un- 
diminished. 


The  Finer  Detail  of  tbe  Intermediate  Ictns. 

Thus  the  two  waves  will  meet  under  the  finger ; 
but  we  may  expect  the  sensation  produced  by  them 
to  be  of  greater  duration  than  that  of  either  the 
distal  or  the  proximal  ictus,  both  of  which  are  more 
or  less  flash-like.  Observation  fully  confirms  this 
expectation.  If  capable  of  being  appreciated  by  the 
touch,  the  inequality  of  the  two  opposed  waves  and 
their  minute  difference  in  time  would  furnish  tangible 
evidence  of  the  composite  character  of  this  variety 
of  ictus  ;*  but  it  should  not  be  forgotten  that  the 
transitional  character,  upon  which  we  have  insisted. 
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is  in  itself  a  source  of  much  variety  in  the  sensations 
to  be  obtained  by  the  finger.  Moreover,  the  range 
of  pressure  which  has  been  included  under  the 
degree  iii  represents  gradations  capable  of  producing 
appreciable  modifications  in  the  feel  of  the  inter- 
mediate ictu& 


The  Two  Component  Waves  and  their 

Tin&e-Dlfference. 

Perhaps  other  observers  may  be  as  fortunate  as  the 
writer  in  tracing  in  it  (imder  the  fiivouring  circum- 
stances of  a  slow  and  moderately  strong  pulse  and  of 
appropriate  finger-pressure)  the  two  opposed  waves. 
It  would  then  be  noticed  that  the  earliest  feeling  is 
experienced  imder  the  distal  portion  of  the  pulp  of 
the  finger,  and  gives  the  impression  of  a  thin  wave, 

Fig.  143. 


Separate  perception  of  the  two  constituent  parts  of  the 
intermediate  ictus, 

centripetal  in  direction.  This  wave  cannot  be  fol- 
lowed very  fiw  imder  the  pulp,  but  seems  to  stop 
abruptly  before  it  has  progressed  half-way.  Mean- 
while another  more  pronunent  event  would  have 
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diverted  atteutiou  to  itself — viz.,  the  coming  of  the 
more  voluminous  descending  rebound-wave.  This 
takes  a  pronounced  effect  on  the  finger,  which  seems 
to  be  lifted  by  it ;  and  it  may  readily  mask  the  distal 
factor  altogether. 

Indeed  if  the  attention  be  centred,  from  the  first, 
upon  the  proximal  wave,  the  distal  event  cannot  be 
perceived.  This  is  probably  the  most  striking  illus- 
tration of  the  efficacy  of  the  timing-method  suggested 
on  page  87. 

By  it  we  are  enabled  in  this  case  to  analyse  into 
two  periods  a  momentary  event  enacted  under  the 
mere  tip  of  one  finger.  We  know  the  distal  factor  to 
be  the  earlier  one  because,  if  we  concentrate  our 
attention  upon  it  first,  we  succeed  in  feeling  it, 
without  ceasing  to  feel  also  the  proximal  event.  So 
slight  however  is  this  'priority  that  it  can  only  be 
grasped  by  the  earliest  effort  of  attention ;  in  the 
absence  of  which  the  more  prominent,  though  slightly 
later  sensation,  entirely  eclipses  the  weaker  one. 

Returning  now  to  the  descending  rebound-wave, 
we  are  able  to  follow  its  diminishing  volume  as  far  as 
the  middle  of  the  surface  included  under  the  pulp,  or 
a  little  farther — and  there  it  abnaptly  vanishes. 


Th«  Site  and  the  Direction  of  the 
Intermediate  lotos. 

The  impression  received  by  the  finger  is — as  the 
preceding  description  may  have  succeeded  in  explain- 
ing— that  the  ictus  is  given  in  this  case  mainly  by  the 
descending  rebound-wave  ;  and  that  its  site  is  mainly 
the  proximal  part  of  the  interval  under  palpation. 
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Since  the  proximal  fiictor  is  so  much  more  pro- 
minent than  the  distal,  and  since  its  descending 
character  is  thoroughly  appreciated  by  the  touch,  the 
intermediate  ictus  as  a  whole  conveys  the  sensation 
of  a  descending  or  centrifugal  beat. 


Tbe  Tlirill  sometimes  ParoeiTed  in  the 
Zntermedlate  Zetns. 

Thrill  is  another  detail  apt  to  be  noticed  in  some 
pulses,  apparently  as  a  result  of  some  definite  degree 
of  pressure.  It  is  inconstant  in  its  occurrence ;  and 
it  may  be  difficult  to  elicit  again,  even  in  a  subject 
which  had  previously  yielded  it.  We  must  defer  the 
discussion  of  this  phenomenon  till  later. 


CHAPTER  VI. 

WHAT  IS  THE  ICTUS  ? 

The  way  is  now  cleared  for  a  diBCussion  of  tLe 
spontaneouB  or  natural  ictus,  such  as  it  is  observed 
in  the  absence  of  any  tactile  interference,  as  a  visible 
event,  over  the  site  of  any  superficial  artery. 


The  Visible  Featorea  of  the  Ictus : 
Its  Retrograde  March. 

When  our  inspection  is  limited  to  a  single  pulsating 
spot  in  any  artery,  the  eye  tells  us  nothing  more  than 
the  sphygmograph  has  succeeded  in  teaching  us.  The 
ictus  is  a  sudden  flash-like  commotion  of  the  artery. 
It  is  associated  with  a  Jistinct  i-ise,  except  in  situa- 
tions where  the  artery  is  tied  down,  as  in  the  dip  of 
art^erial  curves :  in  these  situations  there  may  even 
be  a  recession  of  the  artery,  instead  of  a  rise.  The 
sphygmograph  also  registers  a  rise  ;  and  this  enables 
us  to  identify  the  visible  rise  as  due  to  increased 
arterial  pressure  occurring  at  that  moment ;  a  con- 
clusion which  agrees  with  the  sensation  perceived 
when  the  finger  is  even  very  lightly  apphed. 

When  however  an  opportunity  offera  of  watching  a 
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continuous  length  of  artery  (say,  two  or  three  inches), 
or  when,  by  ajudicious  disposition  of  the  Hmb,  dis- 
tant  spots  such  as  the  wrist  and  the  bend  of  the 
elbow  are  brought  within  simultaneous  vision,  any 
keen  observer  may  notice  that  the  rise  of  the  ictus  is 
not  absolutely  synchronous  over  the  whole  distance, 
but  appears  to  progress  as  a  very  rapid  wave,  and  in 
a  centripetal  direction.  It  is  strange  that  this 
striking  appearance  should  not  have  been  observed, 
or,  if  ever  observed  and  described,  should  not  have 
been  utilised  by  physiologists. 

Oonlar  Demonstration  of  the  Retrograde 

Maroh  of  the  lotus. 

In  presence  of  the  hard  fact  of  the  direct  course 
followed  by  the  pulse-wave  from  heart  to  periphery, 
a  backward  course  of  the  pulse-beat  was  so  im- 
probable that  it  was  deemed  necessary  to  test  the 
correctness  of  this  visual  impression  by  some  more 
tangible  method. 

A  very  suitable  subject  for  experiment  came  under 
my  care.  Patient  B.,  aet.  59,  recovering  from  broncho- 
pneumonia, presented  an  arterial  abnormality  in  both 
arms,  the  ulnar  artery  being  to  a  large  extent  super- 
ficial, and  extending  subcutaneously  from  the  brachial 
as  far  as  the  wrist.  He  had  frequently  noticed  and 
pointed  out  to  fellow-workmen  the  unusual  beating 
in  his  arms,  which  were  very  muscular. 

Expenment  xxxviii. 

The  following  method  was  adopted  for  testing  the 
time  of  the  ictus  at  different  sections  of  the  abnormal 
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whole  length  of  the  arm.  The  disc  B  was  fixed  with 
a  strip  of  plaister  over  the  termmation  of  the  brachial 
artery,  the  disc  U — over  the  first  part  of  the  ab- 
normal arteiy,  and  the  disc  U — over  its  termination 
at  the  wrist. 

The  slight  weight  of  the  pieces  of  wire  and  their 
mode  of  fixation,  were  such  as  to  make  their  pressure 
resemble  the  lightest  form  of  pressure  from  the  finger. 

On  watching  the  movements  imparted  by  the  ictus 
to  the  tufts  of  cotton,  that  belonging  to  the  wire  U 
(which  moved  more  extensively  than  the  other  two) 
was  noticed  unmistakably  earlier  in  its  shake,  by  a 
trifle,  than  B  ;  and  U'  appeared  to  move,  with  each 
beat,  slightly  earlier  than  U. 

When  all  three  tufls  were  in  visible  motion,  I 
desired  five  imprejudiced  observers,  nurses  and 
patients  of  difierent  ages,  to  tell  me  which  of  them 
moved  first :  their  invariable  answer,  given  inde- 
pendently of  each  other,  was  that  U'  was  the  first  to 
move. 

I  finally  took  my  own  observation  again,  looking 
straight  up  the  cardboard  from  the  wrist  end,  and  I 
was  convinced  as  before  that  U'  moved  before  U. 
The  experiment  left  no  doubt  in  my  mind  that  U 
moved  before  B,  and  U'  before  the  other  two  wires. 

Tactile  Demonstration  of  the  Retrograde 

Maroh  of  the  lotos. 

The  result  of  this  experiment  was  in  reality  a 
confirmation  of  previous  tactile  observations  made  by 
myself  in  other  subjects.  Patient  B.  afforded  an 
excellent  opportunity  for  testing  their  accuracy  by 
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the  sensations  of  other  observers  ;  and  on  a  subse- 
quent occasion,  the  tactile  time-determination  was 
undertaken  in  the  same  patient,  but  without  any 
instrumental  aid,  by  myself  and  my  clinical  clerks, 
Messrs.  Watson  and  Walker. 

ExperiTneni  xxxix. 

The  method  employed  was  that  of  timing  the  beat 
of  the  wrist  with  the  foot,  and  comparing  its 
rhythm  with  that  of  the  ictus  felt  at  the  upper  end 
of  the  abnormal  artery.  All  three  observers  agreed 
in  finding  that  the  distal  ictus  at  the  wrist  preceded 
that  at  the  bend  of  the  elbow.  The  same  impres- 
sion was  also  obtained  by  looking  at  the  visible  beat 
in  these  two  situations. 

It  was  thus  proved,  hy  the  concurrent  testimony 
of  sight  and  of  touch,  tJmt  the  ictus  follows,  in  the 
arm,*  an  asceiiding  or  centnpetal  course ; — a  fact 
fraught  with  weighty  deductions  touching  the  most 
important  questions  in  sphygmology. 


The  Mechanism  of  the  Ictus. 

The  finger,  which  in  this  investigation  has  shown 
itself  superior  to  the  sphygmograph  as  an  instrument 
of  analysis,  has  enabled  us  to  distinguish  three  waves, 
in  addition  to  the  anastomotic  wave,  viz.  : 

(1)  The  Pulse-wave  or  Systolic  heart-wave  ; 


*  It  is  hardlj  aecessat?  to  Elate  that  the  experiment  w&s  repeaMd  with 
identical  tesiilta  in  »  variPtjot  subjeclB,  and  that  what  is  true  of  the  arm 
waa  alao  foand  to  applj  to  the  lower  limb. 
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(2)  the  Descending  wave  of  rebound ; 

(3)  and  the  Ascending  wave  of  rebound ; 

and  it  has  also  demonstrated  the  direction  of  each  of 
them« 

By  means  of  the  touch  we  have  also  verified  the 
sphygmographic  teaching  that  the  acme  of  pressure 
does  not  accompany  the  onset  of  the  heart- wave,  but 
is  due  to  a  superadded  wave. 

Lastly,  we  have  learned  from  the  finger  that  there 
is  yet  a  fourth  wave,  probably  of  a  composite  kind, 
the  wave  of  the  ictus ;  and  that  this  wave  follows  a 
centripetal  course.  With  these  elements  in  hand 
our  task  is  easy. 

The  wave  of  the  ictus,  being  centripetal,  must  in- 
clude, and  must  be  for  the  greater  part  contributed 
by  the  only  centripetal  wave  mentioned  above,  viz., 
the  ascending  wave  of  rebound. 

In  a  general  way  it  may  be  stated  that  the  ictus 
is  produced  by  the  ascending  wave  of  rebound. 
This  in  itself  is  a  great  point  gained.  Still,  important 
questions  remain,  an  answer  to  which  may  lie  beyond 
the  competence  of  touch  : 

(a)  Is  the  wave  of  the  ictus  strictly  identical  with 
the  ascending  rebound-wave  ? 

(6)  Which  phase  of  the  ascending  rebound-wave 
is  concerned  in  the  production  of  the  ictus  ? 

(c)  Is  the  ictus  the  product  of  the  ascending 
rebound-wave  and  of  the  systolic  heart-wave  alone  ; 
or  is  the  conjunction  with  them  of  the  descending 
rebound- wave  an  indispensable  condition  ? 

On  these  questions  we  can  only  venture  to  oflTer 
comments  and.  suggestions. 
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XHatlnctlon  betveen  tbe  Wave  of  the  Ictus  and  tbe 
Ascendtui:  Hebound-WaTe. 

(a)  The  wave  of  the  ictus  may  be  regarded  as  a 
wave  of  maximum  pressure.  Although  occurring 
within  the  span  of  the  heart-wave  and  of  the 
ascending  rebound-wave,  it  coincides  only  with  a 
brief  section  of  each  of  them.  The  great  length  of 
the  heart-wave  is  well  known  to  us,  and  we  must 
admit  that  its  reflection  must  also  possess  almost 
identical  length.  The  wave  of  the  ictus  is  not  con- 
terminous with  either  of  these  waves,  and  in  that 
sense  not  identical  with  the  rebound-wave  in 
particular. 

In  the  second  place,  it  seems  to  be  obvious  (and 
this  point  is  very  well  brought  out  in  von  Frey's 
diagram,  Fig.  101,  p.  211)  that  the  onset  of  the 
rebound-wave,  and  therefore  also  its  acme,  must,  in 
its  ascent  from  the  hand  to  the  shoulder,  encounter 
very  difi'erent  phases  of  the  heart-wave  ;  and  that  the 
maximum  pressure  will  be  obtained,  for  each  spot, 
from  the  combination  of  different  phases  of  the  two 
waves.  In  this  sense  again  "  wave  of  the  ictus  "  and 
"rebound-wave"  are  not  identical  expressions. 

Tbe  Position  of  the  lotus  In  tlie  Xebonnd-Wave. 

(b)  The  phase  of  the  rebound-wave  concerned  in 
the  ictus  is  an  early  one,  even  in  those  more  central 
situations  last  to  be  visited  by  the  ictus.  This 
statement  is  based  upon  the  early  occurrence  of  the 
ictus  in  the  course  of  the  pulse-wave,  and  upon  the 
fact  that  the  highest  pressure  is  attained,  both  in 
the  heart-wave  and  in  the  rebound-wave,   at  a  com- 
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paratively  early  period.  Beyond  this  general  state* 
ment  it  is  at  present  impossible  to  venture  any 
opinion. 

Tbe  OesoendinflT  Seboond-WaTe  in  Conneotlon 

wltb  tbe  Zotnft. 

(c)  The  difference  in  time  between  the  ascending 
and  the  descending  reboimd-waves  has  already  (in 
connection  with  the  intermediate  ictus,  p.  316)  been 
shown  to  be  very  slight.  This  circumstance  tends 
to  support  the  view  that  the  two  rebounds  are 
associated  in  the  production  of  the  ictus.  Another 
argument  to  the  same  effect  might  be  derived  from 
the  fact  that,  at  any  one  spot,  the  two  rebounds 
would  reach  their  maximum  almost  simultaneously, 
— and  that  their  conjunction  would  therefore  be 
most  likely  to  bring  about  a  shock  such  as  the 
ictus  with  which  we  are  familiar. 

It  cannot  be  gainsaid  that  the  heart-wave  and 
the  ascending  rebound- wave  appear  to  be  capable  of 
fiimishing  the  ictus  without  additional  help.  We 
should  then  expect  to  trace  the  appearance  of  the 
descending  rebound-wave,  as  a  separate  event,  in  the 
close  neighbourhood  of  the  ictus.  This  possibility 
should  be  remembered  in  studying  the  normal 
sphygmogram. 

The  anastomotic  wave,  where  it  occurs,  also  pos- 
sesses an  intimate  connection  with  the  ictus.  We 
have  purposely  refrained  from  any  allusion  to  it. 
reserving  this  matter  for  separate  consideration. 
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Summary  of  Observations  Concerning  the 
Ictus;  and  Concluding  Remarks. 

The  Mechanlam  of  Xctos. 

What,  then,  is  the  ictus  ?  We  may  regai'd  it  as 
a  sharp  and  fugitive  pressure  raised  by  two  positive 
waves,  meeting  from  opposite  quarters  in  the  body 
of  the  long  systolic- wave.  We  have  seen  that,  in 
its  onward  course,  the  systolic-wave  glides  easily 
under  a  partial  obstruction  such  as  that  of  pressure 
ii;  not  so  its  rebound,  the  sudden  shock  of  which, 
striking  the  peripheral  side  of  the  finger,  has  been 
termed  the  distal  ictus.  One  of  the  two  opposing 
waves  is  therefore  the  rebound  of  the  systolic- wave 
from  the  hand.  What  is  the  other  1 — the  systolic- 
wave  itself?  Doubtless  this  contributes  greatly  to 
the  strength  of  the  ictus  :  but  there  are  reasons  (see 
anastomotic  pulse,  p.  349)  to  suspect  that  the  systolic- 
wave  is  reinforced  by  another  wave  of  rebound 
descending  with  it  towards  the  hand.  The  high 
pressure  set  up  in  the  artery  by  the  three  waves  as 
they  meet  would,  according  to  tliis  view,  constitute 
the  ictus. 

The  ictus,  In  this  sense,  might  be  called  a  per- 
cussion event,  a  collision.  The  percussion  takes 
place  between  two  moving  forces.  If  one  of  them 
were  a  stationary  obstacle,  the  result  would  be 
analogous.  This  is  seen  in  the  case  of  the  proximal 
and  of  the  distal  ictus.  In  a  comparable  instance, 
that  of  a  ligatured  artery,  the  vessel,  not  being  free 
to  elongate,  suffers  dilatation  instead,  as  described 
by    Marey  and  by  Oliver.     A  similar  process  must 
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take  plax^e  under  ordinary  circumstances  at  the  peri- 
phery. Meanwhile,  above  the  seat  of  compression, 
the  rebound-wave  becomes  a  travelling  obstacle : 
and  it  may  be  difficult,  higher  up  in  the  arm,  to  tell 
whether  the  wave  and  its  ictus  were  of  the  spon- 
taneous unmodified  kind,  or  artificial. 

The  preponderating  share  taken  by  the  rebound 
from  the  hand  is  shown  by  the  retrograde  character 
of  the  natural  ictus,  and  by  the  fact  that  a  degree  of 
finger  pressure  which  causes  a  shock  to  be  felt  on  the 
distal  side  of  the  finger,  does  not  suffice  to  make  us 
feel  any  shock  from  the  systolic  wave,  or  from  the 
descending  rebound-wave,  on  the  proximal  side  of 
the  finger. 

FlQ.  145. 


Diagrams  of  the  pressures  within  the  blocked  artery  at  the 
moment  of  ictus.  F,  the  mean  arterial  pressure  ;  St  the 
systolic  wave  reflected ;  I,  the  ictus,  due  to  the  conjunction 
of  the  descending  rebound-wave  (dotted  arrow)  with  the 
systolic  wave. 

On  the  other  hand  it  has  been  shown  that  stronger 
pressure  made  on  the  artery  elicits  a  powerful 
proximal  ictus  :  and  we  note  that  the  maximum  sen- 
sation of  this  proximal  ictus  is  not  obtained  by  the 
finger  producing  obliteration,  but  a  few  lines  above 
the  latter.* 

*  This  increased  pulsation  is  described  by  Dr.  G.  Oliver  as  the  Expan- 
sile Reaction  (see  Practitionerf  April  1893}« 
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On  the  contrary,  the  distal  ictus  is  most  strongly 
pei'ceived  by  the  finger  which  exerts  the  slight 
pressure,  and  less  strongly  by  any  finger  applied  a 
few  hnes  below  the  latter. 


» 


The  Xelatlve  Time  of  Ictus. 

The  proximal  ictus  occurs  earlier  the  higher  in  the 
arm  the  obliteration  is  made ;  this  is  not  the  case 
with  the  natural  ictus.  Indeed,  careful  observations 
with  the  eye  or  with  the  finger  reveal  the  unexpected 
fact  that  the  natural  ictus  occurs  later  at  the  bend  of 
the  elbow  than  at  the  wrist.  The  time  difference 
between  the  distal  ictus  at  the  wrist  and  the 
proximal  ictus  above  Is  greater  the  higher  in  the 
forearm  the  latter  observation  is  taken.  The  con- 
clusion is  that  the  ictus  is  produced  at  each  spot  by 
the  conflict  of  the  ascending  or  distal  rebound-wave 
with  the  descending  rebound-wave  coupled  with  the 
heart-wave. 

To  look  for  stability  in  the  time-relations  of  the 
ictus  at  difl'erent  parts  of  the  arterial  system  would 
not  be  consistent  with  that  which  we  know  of  the 
local  variations  of  the  pulse.  The  rate  of  transmission 
of  the  direct  wave  is  subject  to  perturbations  which 
must  be  reflected  in  its  rebound ;  but  the  rebound- 
wave  itself  has  also  variations  connected  with  passing 
conditions  at  the  periphery. 

Marked  differences  will  thus  arise  not  only  in  the 
size  but  in  the  time  of  the  ictus  at  different  periods. 
At  one  time  the  ictus  may  be  markedly  retrograde. 
In  the  same  arm,  at  another  moment,  any  want  of  syn- 
chronism may  be  difficult  to  identify,  so  great  is  the 
influence  of  the  ai-terial  conditions  aa  to  patency  and 
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as  to  tension,  and  of  the  passing  changes  in  cardiac 
action  and  output. 

Lastly,  each  large  district  or  limb  has  its  own  ave- 
rage time  for  the  ictus.  For  instance,  though  the 
ictus  at  the  elbow  is  later  than  at  the  wrist,  the 
carotid  ictus  is  earlier  than  the  radiaL 


CHAPTER  VII. 
THE  ANASTOMOTIC  PULSE. 

Fraqnsacr  of  Occorrence. 

An  elementary  description  of  this  variety  of  pulse 
has  been  given  on  p.  103.  In  the  adult  an  anasto- 
motic pulse  appeared  to  be  more  often  present  than 
absent.  Of  39  adults,  examined  by  the  author,  with 
the  kind  assistance  of  Dr.  E.  Graham  Little,  27  had 
an  anastomotic  pulse. 

In  children(up  to  the  age  of  12)  the  same  frequency 
is  not  observed.  Among  24  cases  an  anastomotic 
pulse  could  be  found  in  nine  only ;  it  was  either 
absent  or  escaped  recognition  in  the  remaining 
fifteen. 

Larger  numbera  are  required  for  percentages,  and 
might  be  easily  obtained.  The  examination  needs 
much  care,  the  anastomotic  wave  being,  with  inade- 
quate manipulations,  easily  overlooked,  or  wrongly 
thought  to  be  present.  In  children  the  small  size 
and  active  muscular  reaction  of  the  artery  and  the 
thickness  of  its  coverings  are  very  apt  to  disguise 
the  presence  of  the  wave. 

Obliteration  kept  up  for  a  sufficient  time  will  ulti- 
mately call  forth  the  indirect  beat  in  practically  all 
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subjects.  In  some  cases,  and  these  probably  form 
a  large  group,  it  appears  and  disappears  spon- 
taneously under  varying  influences,  presently  to  be 
mentioned. 

Tbe  Souroe  and  tbe  Cbannel  of  tbe 
Anastomotlo  Pulse. 

The  anastomotic  pulse  is  nothing  more  nor  less  than 
the  direct  pulse  deflected  into  an  upward  direction 
by  the  curvature  of  its  peripheral  channel.  The 
channel  of  anastomosis  may  not  be  always  the 
same. 

It  is  usually  accepted  that  the  anastomotic  wave 
felt  in  the  radial  below  the  obliterating  finger  is  pro- 
pagated from  the  Ulnar  artery,  through  the  Supe7'- 
Jicialis  VolcBy  the  size  of  which  in  the  individual 
would  doubtless  influence  the  occurrence  of  reflux  ; 
but  transmission  perhaps  partly  takes  through  other 
channels. 

Zts  Mode  of  Produotlon. 

The  fact  that  this  peculiarity  is  not  always  a 
"  permanent,"  but  often  an  intermittent  one,  points 
to  a  functional  mechanism. 

The  Superficialis  Voice  artery  would  be  capable 
of  transmitting  (although  it  might  not  at  all  times 
transmit)  a  sufficient  wave.  If  the  intermittent 
causes  for  an  increased  patency  of  the  vessel  should 
become  permanent,  the  whole  group  of  cases  might 
perhaps  be  explained  in  this  way,  without  the 
assumption  of  any  organic  change. 

Two  opposite  conditions  of  the  peripheral  circulation 
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might  lead  to  increased  diameter  of  a  vessel  of  the 
size  of  the  Siiperjicialifi  Volw  : 

(1)  A  local  or  general  arteriolar  relaxation  in 
which  this  artery  would  jiarticipate. 

(2)  A  local  or  general  capillary  and  arteriolar 
spasm,  whereby  greater  pressure  would  be  thrown 
upon  the  artery,  with  corresponding  pulsatile  dila- 
tation. 

Xtu  OoBBtltnent  Slements  and  its  &eIations. 

Vieived  m  iisclj',  apart  from  its  connection,  the  anas- 
tomotic pulse  consists  of  all  the  elements  proper  to 
the  ordinary  pulse.  Its  study  implies  a  consideration 
of  the  various  factors  of  the  pulse:  (1)  the  blood- 
stream, its  pressure  and  its  velocity  ;  (2)  the  pulse- 
wave  {including  rise,  apex,  and  fall),  its  pressure  and 
its  velocity  ;  (3)  the  ictus  and  its  modifications  ;  (4) 
the  secondary  waves,  and  especially  the  dicrotic. 

In  reality  an  anastomotic  wave  can  have  no  isolated 
existence,  except  in  our  imagination.  It  is  bound  up 
by  mutual  relations  of  a  complicated  order  with  the 
direct  radial  pulse  on  the  one  hand,  and  with  the 
peripheral  circulation  on  tlie  other.  The  exchange 
of  these  reciprocal  influences  modifies  not  only  the 
anastomotic  pulse,  but  the  main  pulse  also,  in  the 
same  proportion. 


The  Idezttifioatioii  of  Uie  Anastomotic  Wave- 

Our  usual  means  of  identifying  the  anastomotic- 
pulse  is  to  stop  the  direct  pulse  ;  but,  in  so  doing,  we 
exclude  our  most  important  object  for  study.  We 
have  yet  to  discover  in  what  special  way  the  tactile 
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character  of  the  miun  ladial  pulse  is  modified  by  its 
combination  with  the  anastomotic  pulse.  That  the 
inter-actioDS  and  reactions  between  the  two  pulses 
must  have  as  their  practical  effect  to  impress  upon 
the  pulse  at  the  wrist  some  definite  and  tangible 
peculiarity,  admits  of  very  little  doubt ;  and  it  re- 
mains an  important  duty  for  tactile  analysis  to  isolate 
this  distinctive  feature.  Meanwhile  we  are  limited 
to  the  method  by  obliteration,  as  a  means  of  ideoti- 
fication. 

The  Anaatomotlo  Pnlss  Modlflad  la  the  Aot 
of  Xdentlfloatlon. 

A  moment's  reflection  will   show  that  this  pre- 


l>c>mon3tnkt  ion  of  the  anastomotic  wave  b;  double  blockiug. 
Tho  puUeles*  ioterrKl,  where  both  pnlees  Ehonld  meet,  shows 
(he  i^ront  tnterfeMDce  with  the  nonnal  state. 

Utiunurr  niimi^uvre  entirely  changes  the  conditions 
wo  swk  to  investigate.  Henceforth  we  are  dealing 
with  nn  lu'tificial  product;  and  at  the  same  time 
we  ttw  dwUing  with  a  yet  more  profoundly  modified 
radisU   pulse.    <,>bservationa  made  under  these  ah- 
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noitnal  conditions  may  have  their  use ;  they  can 
however  furnish  no  reUable  evidence,  at  best  perhaps 
inferences  and  suggestions,  concerning  the  intra- 
arterial  events  such  as  they  occur  in  the  absence  of 
any  interference. 

Two  Distinct  Oltfoots  for  Study. 

Our  investigation  necessarily  consists  of  two  sec- 
tions : 

I  A  study  of  the  anastomotic  pulse  under  the  in- 
fluence of  occlusion  of  the  radial  artery  at  the  wrist ; 

II  A  study  of  the  anastomotic  pulse  in  its  normal 
relations  to  the  direct  radial  pulse  and  to  the 
peripheral  circulation. 


Y 


CHAPTER  VIII. 

THE    BLOCKED    ANASTOMOTIC    PULSE: 

ATTENDANT  ALTERATIONS  IN 

THE  CIRCULATION. 

This  Pulse  Contrasted  with  the  Direct  Pnlse. 

When  a  finger  is  applied  firmly  to  the  radial  at 
the  wrist,  the  anastomotic  pulse  and  the  direct  (or 
distal  and  proximal  pulses)  are  separated.  Between 
them,  since  they  are  influenced  by  the  same  pressure, 
a  very  close  analogy  will  exist. 

More  distant,  yet  traceable,  is  the  analogy  between 
the  blocked  anastomotic  pulse  and  the  natural  radial 
pulse  (such  as  it  is  felt  in  subjects  free  from  anasto- 
motic pulsiition) ;  at  any  rate,  we  should  be  able  to 
recognise  the  same  general  features  in  both  pulse- 
waves. 

In  the  first  place,  the  si/stoUc  wave — thanks  to  the 
rapid  wave-tixinsmission  through  the  wide  channel 
of  the  radial  artery — would  not  be  much  later  in 
reaching  the  wrist  from  below  than  by  the  direct 
route. 

On  the  other  hand,  the  mnrs  of  rebound  special 
to  the  anastomotic  pulse  would  follow  quickly  upon 
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the  onaet  of  the  systolic  wave;  for,  in  its  journey 
round  the  palm,  the  wave  feeds  vessels  which  furnish 
a  rebound  both  ample  and  of  straight  course,  and 
therefore  capable  of  reaching  the  finger  with  the  least 
possible  delay. 


One  finger  used  as  block.  Tbe  anaatomotic  niilotic  irant 
{Bne  arroiT)  only  sligbtlj  later  tbao  the  direct.  The  aiusto- 
mocic  rebound  wave  and  iotua  (dotted  arrow)  carliur  than 
those  ol  the  direct  pulse. 

Radical  differences  exist,  however,  between  the 
direct  nidial  pulse  and  the  blocked  pulses,  both  above 
the  obliterating  finger  and  below  it. 

The  block  is  abrupt,  and  does  not  resemble  the 
gradually  increasing  character  of  the  obstacle  offered 
by  the  natural  caj)illary  resistance. 

In  the  second  place,  although  blood-waves  are  pro- 
pagated as  freely  as  before,  the  blood-stream  is  much 
modified  in  various  particulars. 


Iiooal  Alterations  in  the  Cironlation  as  a  Result 
of  Obliteration  of  the  Radial  Artery. 

Various  coarse  changes  in  the  circulation  occur  as 
a  result  of  blocking  the  radial  artery  at  the  wrist : 
(1)  The  most  extreme  change  is  the  ivi-ersal  of  the 
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current  in  the  radial  portion  of  the  palmar  arch  and 
in  the  Superficial  is  Voice ; 

(2)  Both  above  and  below  the  block  the  blood-flow 
is  much  diminished,  and  close  to  the  block  it  is  sus- 
pended. The  arterial  calibre  is  not  diminished,  but 
rather  seems  to  be  increased ; 

(3)  The  fully  maintained  arterial  diameter  depends 
upon  the  blood  pressure  which  is  kept  up  at  both 
blind  ends,  and  which  is  composed  of  two  elements  : 
(a)  the  mean  arterial  pressure,  and  (6)  the  systolic 
wave  pressures ; 

The  Sespeotive  Chances  in  the  Xadial  and  in  the 

Ulnar  Blood-flow. 

(4)  Whilst,  at  the  seat  of  obliteration,  the  arterial 
flow  is  stopped,  at  a  distance  from  the  block  it  is 
only  modified  ;  but  in  a  very  different  way.  In  the 
radial  the  arterial  flow  is  much  diminished ;  in  the 
ulnai*  it  is  increased  in  an  equivalent  degree,  the 
difterence  being  represented  by  the  volume  of  blood 
for  the  arterial  supply  to  the  hand. 

These  coarse  changes  probably  flimish  the  basis 
for  finer  changes  of  various  kinds,  some  of  which 
only  can  be  alluded  to  : 

The  ulnar  current  probably  increases  in  size  ; 

The  velocity  of  its  stream  probably  increases ; 

The  pressure  is  probably  raised  within  the  artery  ; 

The  rate  of  transmission  of  the  wave  would  pro- 
bably be  increased  proportionately  to  the  pressure. 

In  the  radial  artery  converse  changes  might  be 
looked  for,  as  regards  the  blood-flow  and  its  rate ;  but 
pressure  would  be,  up  to  a  certain  point,  increased 
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aa  a  result  of  the  rebound  of  the  undiminished 
wave  against  the  hlock,  the  positive  pressure  of  the 
rel>ound-wave  adding  itself  to  that  of  the  systolic 
wave. 


The  Cbang-es  la  tba  Circulation  within  the  Palmftr 
Arch  and  Its  Sranchea. 

Reference  bus  been  made  to  the  reversal  of  the 
direction  of  the  stream  in  a  portion  of  the  palmar 
arch.  This  produces  a  transient  loss  of  pressure 
and  of  fulness  in  the  distal  portion  of  the  obliterated 
radial,  which  gradually  becomes  charged  again,  the 
pressure  rising  to  that  of  the  channel  of  anastomosis. 

The  finer  alterations  which  probably  take  place 
are  beyond  the  reach  of  demonstration,  but  they 
may  be  inferred  with  some  approach  to  certainty. 

The  early  results,  in  the  circulation  of  the  hand, 
of  an  obliteration  of  the  radial  artery  would  be  : 

(a)  A  slightly  diminished  blood-supply  ; 

(i)  A  slightly  diminished  blood-pressure  : 

(f)  A  slightly  diminished  vascular  tension ; 

((/)  Corresponding  modifications  in  the  conditions 
of  wave-rebound. 

After  a  time,  in  the  event  of  the  obliteration 
being  maintained,  these  slight  changes  would  pro- 
bably become  less  marked,  owing  to  the  c^raduaUy 
more  ample  vicarious  blood-supply. 

((')  In  one  respect  previous  conditions  could  not 
be  completely  restored.  The  loss  of  the  mdial  pulse- 
wave,  which  should  oppose  the  direction,  but  add  to 
the  pressure  of  the  ulnar  wave ;  and  of  the  radial  ictus, 
which  should  reinforce  the  ulnar  ictusj  would  continue 
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to  exercise  its  influenca  Whereas  the  changes 
enumerated  above  would  tend  to  retard  the  progress 
of  the  wave,  this  influence  would  tend  to  accelerate  it, 

(/)  Lastly,  the  pulse- wave  within  the  distal  end 
of  the  obliterated  radial  ai-tery  would  also  remain 
under  the  influence  of  the  unevenness  in  the  calibre 
of  the  channel  of  communication.  In  the  normal 
pulse  the  wave  descends  from  vessels  of  larger  to 
those  of  smaller  diameter.  This  order  is  reversed  in 
the  radial  artery  below  the  obliteration,  the  wave 
ascending  into  a  relatively  wide  artery  through  the 
narrow  channel  of  the  palmar  arch,  or  of  the  Super- 
ficialis  Voice.  In  this  transit  a  Twgative  wave-rebound 
would  arise,  which  would  diminish  by  so  much  the 
positive  pressure  set  up  by  other  rebounds. 

The  narrowness  of  the  channel  would  also  have, 
jyro  tantOy  a  retarding  effect  on  the  wave. 


CHAPTER  IX. 

THE    BLOCKED    ANASTOMOTIC    PULSE : 

TACTILE  PHENOMENA  BELOW 

THE   BLOCK. 


OooaHlonal  Delay  In  Obtaining-  a  Pulsation  t  and 
Its  Causes. 

On  making  pressure  at  the  wrist,  we  should  not 
too  hastily  conclude  that  the  anastomotic  pulse  is 
absent.  In  many  subjects  an  interval  of  a  few  beats 
elapses  before  the  anastomotic  pulsation  is  thoroughly 
established.  Its  relatively  prompt  return  warrants 
a  conclusion  that  it  was  suppressed  by  the  pressure, 
and  Justifies  us  in  classing  the  case  in  the  positive 
group. 

A  longer  delay  would  probably  enable  us  to  feel  an 
anastomotic  pulsation  in  a  considerable  proportion  of 
the  negative  c;ises ;  but  this  late  expansion  of  the 
channels  of  anastomosis  has  a  different  significance, 
and  we  should  nevertheless  uphold  the  practical  dis- 
tinction which  we  have  originally  made. 

Two  causes  may  explain  the  temporary  absence  of 
pulsation  below  the  obliteration :  ('()  In  most  sub- 
jects with  small  systolic  wave  it  is  reasonable  to 
expect  the  sudden  call  made  on  the  ulnar  contents  for 


344  BLOCKED  ANASTOMOTIC  WAVE. 

the  supply  of  the  hand,  to  draiii  the  anastomotic 
vessels  of  a  great  part  of  then*  blood  and  to  cause 
them  to  contract.  Each  succeeding  systole  tends  to 
restore  the  balance  of  the  local  circulation ;  but  the 
anastomotic  wave  remains  of  small  size  and  feeble ; 
{&)  This  explanation  does  not  apply  so  well  to  cases 
where  the  anastomotic  wave  regains  a  good  volume, 
after  being  temporarily  extinguished.  A  distinct 
explanation  suits  these  as  well  as  all  other  cases- 
When  forcible  pressure  is  made  upon  them,  arteries 
will  contract,  even  sometimes  to  obliteration.  The 
spasm,  however,  is  not  of  long  duration,  and,  as 
stated  on  p.  164,  it  gives  way  to  a  stage  of  relaxa- 
tion. The  correctness  of  this  explanation  may  be 
tested  by  the  concomitant  effects  noticed  above  the 
obliterating  finger.  The  proximal  pulsation  is,  if  not 
entirely  suppressed,  at  least  considerably  reduced 
during  the  latency  of  the  anastomotic  pulse. 

In  some  pulses  the  anastomotic  wave  is  felt  at 
once,  full  and  strong.  These  are  generally  instances 
of  large  and  lax  arteries,  which  enable  the  peripheral 
circulation  to  accommodate  itself  at  once  to  the  new 
conditions. 

The  Sensations  Conveyed  to  the  Fincer  Placed 
Beyond  the  Block.    The  Anacrotic  Character. 

The  wave  in  question  is  in  all  cases  much  softer 
than  that  felt  above  the  block,  and  often  needs  for 
its  recognition  very  light  and  delicate  palpation.  It 
gives  the  impression  of  a  longer  duration,  of  a  slower 
ascent,  of  a  broader  summit,  and  of  a  less  voluminous, 
less  sudden,  and  less  forcible  ictus,  than  those  felt 
above  the  obliterating  finger. 


THE    BLOCKED   ANASTOMOTIC    ICTUB.  345 

The  onset  of  the  systolic  wave  can  usually  be  felt, 
followed  by  a  gradual  ascent.  Taken  in  conjunction 
with  the  rounded  summit,  these  are  anacrotic  features 
such  as  arterial  stenosis  is  apt  to  occasion.  In  this 
case  the  stenotic  effect  is  probably  produced  by  the 
interposition,  between  the  two  larger  arteries,  of  the 
narrow  channel  of  the  Supcrjicialis  Vol<B  or  of  the 
palmar  arch. 

As  stated  elsewhere  (p.  335),  the  elementary  ex- 
periments whicli  have  been  described  in  connection 
with  the  normal  pulse  can  also  be  conducted  in  the 
case  of  the  anastomotic  pulse.  The  results  are 
analogous,  and  need  not  be  enumei'ated  again.  It 
may  be  well,  however,  in  oi'der  to  obviate  coniusion, 
to  remind  the  reader  that,  when  we  use  light  pressure 
(that  of  simple  contact),  the  pulsation  felt  is  that 
which  corresponds  to  the  ictus.  If,  in  the  course  of 
any  deeper  palpation,  doubt  should  arise  as  to  the 
relative  time  of  any  event,  this  can  always  be  solved 
by  relaxing  the  pressure,  and  ascertaining  the  time 
of  the  ictus. 

The  Anastomotio  Ictus.    The  Relative  Time 
of  its  Oooorrenoe- 

It  is  time  to  qualify  tlie  statement  made  on 
page  172,  that  "  Cy  would  receive  the  direct,  Df  the 
anastomotic  wave."  The  tangible  event  is  in  neither 
case  so  much  the  iraj>act  of  the  wave,  which  is  only 
just  capable  of  recognition,  as  that  of  the  ictus. 

The  beat  felt  by  the  finger  above  the  seat  of 
obliteration  has  already  been  described  in  detail  as 
the  proximal  ictus  {seep,  306).    The  anastomotic  ictus 
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felt  below  the  blocking  finger  has  also  the  value  of  a 
proximal  ictus,  since  it  bears  the  same  relation  to  the 
systolic  wave. 

Between  these  two  beats  (above  and  below  the 
block),  minor  differences  can  be  made  out  by  the 
finger,  and,  in  appropriate  cases,  also  by  the  sphygmo- 
grTpL-BJit  among  them  none  is  so  striking  i  the 
difference  in  time  often  observed. 
-  Contrary  to  expectation,  the  beat  below  the  block 
is  unmistakably  earlier  in  a  large  proportion  of  cases 

Fig.  148. 


The  anastomotic  ictus,  D,  usually  earlier  than  the  direct 
ictus,  C. 


than  that  above  the  block.  In  eleven  cases  out  of 
twenty-seven  it  occurred  fractionally  earlier  than  the 
beat  above  the  seat  of  obliteration ;  and  in  one  case 
it  was  sometimes  earlier  than,  aiid  sometimes  syn- 
chronous  with  the  latter.  Additional  observations 
have  shown  that  this  variability  in  the  time  relation 
in  the  same  individual,  is  bv  no  means  of  isolated 
occurrence. 

The  problem  before  us  is  intricate  and  presents  two 
difiicult  questions :  the  priority  of  the  anastomotic 
ictus  in  some  cases,  and  its  variable  time  in  others. 


ANASTOMOTIC    ICTUS. 


The  Bletbod  of  Timing'  the  Anastomotic  Xctus. 


In  taking  these  observations  I  had  the  advantage  of 
Dr.  E.  Graham  Little's  valuable  assistance.  At  first 
the  obliteration  of  the  pulse  was  entrusted  to  him, 
whilst  the  writer's  two  hands  were  simultaneously 
engaged  in  feeling  the  pulse  of  the  radiul  at  the 
wrist,  and  of  the  brachial  just  above  the  elbow.  Tliis 
is  doubtless  the  easiest  method  for  the  beginner. 

Soon,  however,  it  was  found  possible  to  perform 
obliteration,  as  well  as  palpation,  without  assistance  ; 
one  of  the  fingers  of  the  left  hand  feeling  the  anasto- 
motic pulse  and  the  others  blocking  the  artery  above 
it ;  whilst  a  finger  of  the  right  hand  was  applied  as 
before  to  the  brachial  artery. 

In  the  course  of  the  experiments  it  was  noticed 
that,  whenever  the  anastomotic  pulse  was  earlier  than 
the  brachial,  it  was  earlier  also,  by  the  same  amount, 
than  the  radial  beat  immediately  above  the  block. 
On  putting  this  observation  to  a  crucial  test,  the 
radial  beat  above  the  block  and  the  brachial  beat 
were  found  to  be  synchronous,  as  far  as  the  finger 
could  judge.  To  this  there  was  no  exception  in  any 
of  the  cases  tried. 

It  was  now  clearly  unnecessary  to  consult  so  dis- 
tant a  beat  as  tlie  brachial ;  and  it  was  possible  for 
the  fingers  of  one  hand  to  obliterate  the  artery  and 
to  time  the  beat  above  and  telow.  This  facility 
enables  the  observer  to  time  the  two  beats  in  his  own 
pulse ;  and  with  practice  this  can  be  achieved  with 
success.  But  in  ordinary  cases  it  is  more  satisfactory 
to  use  two  hands,  and  to  obliterate  the  artery  with 
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the  hand  feeling  the  upper  beat,  rather  than  with  the 
other  hand. 

The  diflFerences  in  time  observed  in  a  series  of  cases 
are  various  :  in  some  very  slight,  and  apt  to  disappear 
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Timing  the  anastomotic  and  the  direct  ictus  with  one  hand. 
Mfas  block,  Cyand  2)/ applied  with  pressore  iii. 

or  to  oscillate  from  one  to  the  other  phase,  in  others 
very  marked,  so  as  to  be  appreciable  to  any  untrained 
person. 

The  Frequent  Priority  of  the  Anastomotio  lotus, 
and  the  Possible  Causes  of  the  Priority. 

The  synchronism  found  to  obtain  between  the 
radial  beat  above  the  block  and  that  of  the  brachial 
artery  somewhat  simplifies  the  diflficulty.  We  may, 
at  least  provisionally,  assume  that  during  the  wave 
transit  along  the  radial  and  along  the  ulnar,  time  is 
not  appreciably  lost  or  gained.  It  must  be  at  the 
periphery,  and  in  connection  with  the  rebounds  that 
time  differences  are  established. 

Allusion  has  been  made  in  connection  with  the 
natural  ictus  (see  p.  329)  to  the  share  probably  taken 
in  its  production  by  a  descending  rebound  from   the 
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arm.  The  same  relioimd  is  also  assumed  to  be  a 
prominent  factor  in  establishing  the  difterence  in  time 
we  are  now  seeking  to  explain. 

On  the  supposition  that  an  ictus  can  be  produced 
by  rebound,  its  time  of  occurrence  might  be  in- 
fluenced in  two  ways  :  (1)  The  rebound  would  be 
retarded,  as  shown  by  von  Kries  (see  p.  1 14),  by  the 
length  of  the  arterial  branches  conveying  the  wave 
to  the  periphery,  and  the  rebound  from  the  periphery. 
Distance  in  these  narrow  vessels  is  not,  as  in  the 
wider  channels  of  the  larger  ai'teries,  a  negligeable 
quantity.  This  influence  is  therefore  capable  of 
being  roughly  estimated.  (2)  The  second  influence 
is  one  with  which  we  cannot  reckon,  though  we  re- 
cognise its  importance.  At  the  periphery  the  delay 
of  the  rebound  may  be  very  difierent.  according  to 
the  diversity  of  the  tissues,  and  of  the  conditions  of 
the  circulation  through  arterioles  and  capillaries. 

For  the  present  we  are  confined  to  a  discussion  of 
the  first  of  these  influences.  The  arterial  branches 
of  the  hand  being  so  much  shorter  than  those  of  the 
arm,  we  readily  conceive  that  their  rebound  may 
occupy  a  shorter  time  in  reaching  the  wrist,  and, 
little  time  being  lost  in  its  transmission  up  the  radial 
iurtery,  may  reach  the  elbow  and  the  shoulder  before 
the  moment  when  the  relxiund-wave  from  the  arm 
{of  which  it  had  encountered  the  beginning  at  the 
wrist)  had  run  through  its  stage  of  prominence.  This 
theory  would  explain  the  ascending  march  special  to 
the  natural  ictus. 

Let  us  now  obliterate  the  artery  at  the  wrist. 
The  two  opposing  rebounds  would  be  kept  separate, 
and   the  acme  of  the  hand-rebound  would  be  felt 
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earlier  than  the  acme  of  the  rebound- wave  from,  the 
arm. 

The  priority  of  the  anastomotic  ictus  provides  us 
with  a  collateral  proof  that  the  proximal  and  the 
distal  ictus  are  not  merely  due  to  the  striking  and 


Idf  receiving  the  anastomotic  ictus.     The  ictus  from  the 
direct  pulse  has  not  jet  struck  Mf. 

rebounding  of  the  systolic  wave  against  an  obstacle. 
For  in  a  normal  subject  there  is  no  conceivable 
circumstance  under  which  the  systolic  wave  could 
reach  the  more  distant  site  earlier  than  the  nearer 
one ;  and,  at  the  wrist,  an  anastomotic  ictus  pro- 
duced by  the  systolic  wave  would  invariably  be  a 
later  event  than  the  proximal  ictus,  had  this  been 
the  mechanism. 

The  head  of  the  systolic  wave  must,  as  shown  in 
Fig.  133  suffer  delay  in  its  anastomotic  transit,  and 
ascend  to  the  wrist  later  than  the  direct  systolic 
wave.  Still  the  rebound  from  the  hand  may  reach 
the  observer's  finger  earlier,  and  convey  an  earlier 
ictus  than  the  rebound  generated  in  the  long  arteries 
of  the  arm,  which  subsequently  travels  down  the 
radial  artery  to  the  proximal  side  of  the  finger. 
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The  solution  of  the  other  difficulty  is  foreshadowed 
in  the  precediu}^  remarks. 

The  delay  in  the  rebounds  may  be  readily  assumed 
to  be  variable  when  we  consider  the    changes   con- 


\  preceding  diagraoi.  eboning  the  time-rclntioni 
of  the  tftctQe  evsDta  experienced  b;  3f/.  The  head  of  the 
twQ  STRtolio  WBTes  (dna  arrows)  is  followed.  H  different 
intorviils,  tiy  the  ictus.  The  anaAtDmoUc  ictus  lias  struck 
M/aa  well  as  Df—ibe  other  ictns  has  not  jet  struck  uVf,  bat 

stantly  taking  place  in  the  size  of  the  arterial 
branches  on  tlie  one  hand,  and  in  the  conditions  of 
the  arteriolar  and  capillary  circulation  on  the  other. 
The  conditions  prevailing  at  any  moment  in  the 
arterial  district  of  the  arm  and  in  that  of  the  hand 
may  be  entirely  different :  at  another  moment 
previous  relations  may  be  reversed.  The  earlier 
occurrence  of  the  anastomotic  ictus  would  suggest 
conditions  accelerating  the  rebound  from  the  hand, 
or  retarding  the  rebound  in  the  arm ;  its  later 
occuixence  might  be  explained  vice  versa.  We  are 
reminded  in  this  connection  of  the  possible  influence 
of  the  two  different  ways  in  which  an  anastomotic 
pulsation  is  supposed  to  originate — in  the  one  case 
by    relaxation    of  the    arterial    channels    with    low 
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arterial  teosion  ;  in  the  other  ease  br 

the  artericKapiUaiy  district  with  high  tensian. 

What  haB  been  said  safficieiQtlT  shows  tlie  iznzicBcr 
of  the  problem,  and  the  eztent  to  which  w^  are  sdD 
restricted  to  mere  speculatioiL 


^V                   CHAPTER  X.                             g 

THE  SPHYGMOGRAPHIC   STUDY    OF  THE 
ANASTOMOTIC  PULSE. 

Tracdngs  taken  above  and  below  the  Blotdc 

The    author  is  not  aware,  though  they  may  exist, 
of  any  published  tracings  of  the  anastomotic  pulse 
taken  immediately  after  obliteration,  except  those 

Fio.   152. 

I 

MsreT's   BiihjgiDOgmraB  o(  a  normal  radial,  and   ot  Ihe 
other  radial  of  Ihe  same  Bilbjeci  three  weeks  after  its  ligature 
at  the  bend   of  the  elbow  ^   sliowing  "identitj,"     f.n:  ■ii. 
p.  639. 

of  Mareyi*  obtained  from  the  carotid  of  the  hoi-se. 
Miirey's  two  tracings  of  the  sound  radial  pulse  from 
one  arm  and  of  the  anastomotic  radial  pulse  from  the 
other  arm  are,  owing  to  the  long  interval  after  the 

1 

] 

•  Loe.  at.  pp.  62*-629. 

J 
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u  oseless  for  the  present  purpose  : 

hik  tikef  Aawthe  interesUog  fact  that,  after  lapse 

mt  dooe  weoks,  the  anastomotic  pulse-tracing  may 

WeoHe infisdnginshable  from  the  normal  (Fig-.  [52). 

Tke  tactile  obeervations  detailed  above  have  the 

e  of  beti^  entirely  unprejudiced,  the  authoi 


Spbjgmogram  from  the  aaiae  wrist,  taken  }  inoh  above 
the  block.  The  first  live  paUaliona  in  tbc  apper  line  are 
unreliable.  Pulse  rate  ST.  Fressnre :  upper  line.  HO  ^-rms. 
lojier  line^  120  gnus. 


not  having  turned  his  attention    to    the    sphygmo- 
graphy  of  the  anastomotic  wave  until  after  they 
written.     To  what  extent  they  con-esi)ond  with 


I 

r  were  ^^| 
the  ^M 

:3 


1 

1 
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sphygmographic  rendering  of  the  wave  will  be  seen 
from    the   arinexed    tracings,  with  this  reservation, 
that  the  tactile  study  was  made  from  many  pulses, 
and  these  are  merely  a  few  individual  puke-curves. 
The  first  is  from  an  an-tmic  man,  a-t.  (i3,  who  had 
only  that  day  left  his  bed  after  three  m  eeks.     This 
circumstance    may   account    Jbr   the   type   of  pulse 
noticed  in  Fig.  155,  and  for  the  size  of  the  anasto- 
motic wave,  (Fig.  153)   which,  after  lapse  of  a  few 
days,  was  much  less  ample. 

rale:    92.      PreMnre:    upper  Une.   120  ErmB.;    lower   line, 
6U  gnus. 

With  the  help  of  Dr.  E.  Graham  Little  and  of 
Dr.  Hofmeyr,  I  succeeded  in  obtaining  radial  tracings 
below  the  block,  above  the  block,  and  subsequently 
after  removal  of  the  obstruction,  from  the  previously 
occluded  length  of  artery. 

The  highly  dicrotic  curves  obtained  after  removal 
of  the  pressure  need  not  detain  us  now  ;  they  will  be 
referred  to  again  under  the  heading  of  "  Dicrotism.' 
Let  us  turn  first  to  the  analysis  of  the  pulse  on  the 
proximal  side  of  the  obstruction. 

1 
] 
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Analsrsis  of  the  Spbsrgmogram  takaoi  above 

the  Blook. 

Overlooking  imperfectiona  in  the  tracing^,  y^e  notice 
the  following  well-marked  characters : 

(1)  The  line  of  ascent  is  steep,  though  not  quite 
so  rapid  as  that  of  the  unobstructed  radial  tracing 
below. 

(2)  There  is  no  anacrotism,  and  the  primary  apex 
is  sharp  and  clean. 

(3)  There  is  a  marked  tendency  to  the  forma- 
tion of  a  plateau  at  the  summit  of  the  wave  in  some 
of  the  pulsations ;  but  in  all  of  them  the  descent 
from  the  primary  summit  is  at  first  very  gradual, 
until 

(4)  The  sometimes  very  sharp  secondary  summit 
is  reached.  Are  we  to  regard  this  as  the  so-called 
predicrotic  wave  1  If  so,  it  may  be  considered 
unusually  early,  unusually  high  in  the  tracing,  and 
presenting  somewhat  unusual  distinctness.  We  take 
special  note  of  the  absence  of  this  event  in  the  radial 
tracing  below  the  block. 

(5)  The  depth  and  rapidity  of  the  fall  which 
ensues  are  associated  characters  of  dicrotism.  They 
are  more  marked  than  in  ordinary  tracings ;  and  the 
dicrotic  notch  tends  to  be  a  little  more  angular  and 
narrow  at  its  extreme  point,  although  more  open 
immediately  above  this  than  in  the  tracing  of  the 
unobstructed  radial  pulse. 

(6)  The  dicrotic  rise  as  a  whole  is  slower,  its  obli- 
quity being,  with  few  exceptions,  increased. 

(7)  The    dicrotic  descent  inclines   to   be  convex 
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rather  than  coucave  ;  here  and  there  the  faintest 
indication  only  can  be  seen  of  a  post-dicrotic  wave, 
which  is  absent  from  the  other  tracing. 

So  far  as  the  relative  levels  of  the  lever  at  various 
moments  of  the  wave-ti-ansit  may  be  regarded  as 
expressing  the  existing  intra*arterial  pressures,  it 
must  be  concluded  that  the  tracing  of  the  pulse  above 
the  block  differs  from  that  of  the  unobstructed  pulse 
in  the  following  important  respects  :  { 1 )  in  the  greater 
width  of  its  summit,  which  presents  a  double  acme ; 

(2)  in  the  more  oblique — that  is,  slower — fall  of  the 
line  of  descent,  which  is  free  fi-om  the  scoop-like 
deflection  at  its  lower  end  seen  in  the  other  tracing ; 

(3)  especially  in  the  shorter  fall,  whereby  the  dicrotic 
events  take  place  at  a  higher  level  in  the  tracing ; 

(4)  in  the  resulting  less  extensive  and  more  oblique 
dicrotic  rise;  (5)  in  the  longer  persistence  of  the 
dicrotic  elevation  :  and  lastly  (0)  in  its  less  rapid  fall ; 
for  in  most  of  the  individual  waves  the  descent  \a  not 
completed  before  the  toot  of  the  ensuing  upstroke  is 
reached. 

Reference  is  made  elsewhere  (see  p.  397)  to  the 
earlier  occurrence  of  the  dicrotic  summit  in  the 
tracing  taken  above  the  block. 

This  peculiarity  is  made  more  obvious  in  Fig.  IG8 
by  the  lines  introduced  into  the  tracing. 

In  all  these  particulars  the  two  curves  differ. 
They  do  not  therefore  bear  out  von  Fi-ey's  opinion 
that  obliteration  of  the  artery  below  the  sphygmo- 
graph  causes  no  modification  of  importance  in  the 
tracing. 


»' 


Tbe  £xst  pomt  Luciced  in  the  tncing  of  the 
tomotic  poke  b  its  szL^kller  sze.  and  its  relative  waz*t 
of  deSiiityAL 

In  thesCy  aijd  in  all  ixher  particalazs  tiie  tiaciii^ 
differs  eren  n^^re  widehr  frooi  the  onobstroctcd  pulse- 
traoe  than  firvm  that  whidi  we  hare  jost  described. 
Every  porpoee  will  therefore  be  answered  if  we  com- 
pare it  with  the  latter  only. 

(1)  The  line  of  ascent  is  perceptibly  less  vertical 
without  presenting  marked  obliquity. 

(2)  There  is  no  anacrodsm,  but  the  end  of  the 
upstroke  is  slightly  rounded ;  this  feature  contrasts 
with  the  sharp  summit  described  above. 

(3)  There  are  a  bluntness  and  a  width  of  the  wave 
at  its  top  which  remind  us  of  the  tendency  to 
plateau-formation  in  the  other  trace,  a  tendency 
which  is  only  £dntly  indicated  in  two  or  three  pulsa- 
tions in  this  one. 

(4)  There  is  no  second  acme ;  and  beyond  the 
width  and  squareness  of  some  of  the  summits,  no 
indication  of  a  predicrotic  rise. 

(5)  The  obliquity  of  the  fall  is  very  marked,  and 
contrasts  with  the  more  rapid  drop  of  the  other 
tracing.  The  dicrotic  notch  is  shallow  and  cupped, 
but  in  a  few  instances  it  is  fairly  angular. 

(6)  The  dicrotic  rise  is  correspondingly  stunted 
and  slurred,  presenting  none  of  that  sharpness  seen 
in  some  portions  of  the  other  tracing.     Its  obliquity 
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is  considerable,  and  the  swell  of  the  wave  is  long- 
sustained,  passing  with  slow  gradations  into  the 
descending  limb. 

(7)  A  faint  indication  of  a  post-dicrotic  notch  is 
perceptible  In  some  pulsations ;  hut  its  genuineness 
is  not  above  suspicion. 

(8)  In  two  particulars  the  latter  part  of  the  trace 
differs  from  the  other  type.  The  obliquity  of  the 
line  of  descent,  although  fairly  sustained,  does  not 
always  extend  to  the  foot  of  the  upstroke,  and  the 
main  level  of  tlie  dicrotic  events  is  a  little  lower. 
These  features  may  be  regarded  as  indicating  a 
lower  vascular  tension ;  and  lowered  tension,  with 
imperfect  definition  of  individual  wave-characters, 
are  precisely  the  results  we  might  expect  in  an 
arterial  sac  supplied  by  a  relatively  small  channel. 
Indeed  there  are  analogies  between  the  conditions 
and  tracings  in  question  and  those  belonging  to  some 
aneurysms. 

It  is  noteworthy  that  the  '*  anastomotic  "  tracing 
shares  with  the  upper  tracing  the  peculiarity  of  an 
early  dicrotic  summit. 

The  respiratory  oscillations  are  easily  recognised 
in  ail'  three  tracings. 

No  clue  is  supplied  by  a  comparison  of  the  tracings 
as  to  which  of  the  two  sphygmographic  wave-summits 
waa  the  earlier  one.  Careful  simultaneous  tracings 
taken  with  sufficiently  mpid  revolution  of  the  cylinder 
would  easily  settle  this  point.* 

Meanwhile  we  are  bound  to  trust  in  this  matter  to 


•  Dr.  O.  A.  BackmaEter,  Lectarer  on  Pli;Biology  at  St.  George's  HoriiiMl, 
will  kindlj  join  tbe  Antbor  in  these  and  other  time-determinBtiotiK. 
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the  testimony  of  the  touch,  when  at  the  hands  of  in- 
dependent observers  ;  it  leads  to  identical  conclusions 
especially  since  we  have  been  able  to  verify  its  accu- 
racy experimentally  in  the  analogous  determination 
of  the  priority  of  the  ictus  at  the  periphery  (see 
p.  325). 


CHAPTER  XI. 

THE  ANASTOMOTIC  PULSE  TRACING. 
FURTHER    OBSERVATIONS. 

It  is  to  be  regretted  that  the  foregoing  conclusions 
should  have  been  based  upon  the  observations  of  a 
single  case.     Fortunately  Marey's  tracings  {lot:  cit. 
pp.  624-629)  affoi'd  some  confirmation  to  our  results. 

FlQ.   15(1. 

Gradual  return  of  anorial  pressure  in  the  carotid  of  ii  liurse 
after  ligMure.     1.  Caroti.i  palse  before  deUgntion.     a,  3,  »nd 
4,   Tr»Glnf«  of  the  snastomotic  pulao  beyond  the  ligature, 
taken  at  Baoce-oalre  momeoCs  stter  deligatlon.    (Miref,  loc. 
dl.  [1.634.) 

The  tracings  taken  from  the  carotid  of  a  horse,  below 
the  ligature,  present  in  a  marked  degree   increased 
obliquity  of  the  line  of  ascent,  with  relatively  sua- 

1 

1 

I 
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tained  tension  during  the  later  phases  of  the  wave.^ 
The  slowness  of  the  systoHc  rise  is  yet  more  strikingJ 
in  the  radial  tracings  from  man,  taken   some   daya« 
after  ligature  of  the  brachial ;  but,  owing  to  the  vei^fl 

Uradual  reslorulior.  of  radiu!  pulsation  iifler  ligacuro  of  tbc 
brachial  artery,  in  man.     1.    Radial  pulse  from  the  sound 
side.       '2.   Anastomotic  pulie   eight   days  after  opemtion; 
3.   elevea  days,    and    i.    seventeen    liays    after   operation. 
(Marey,  toe.  ci(.  p.  6-IS.) 

different  channel  of  anastomosis  in  a  case  of  thail 
kind,  the  other  features  of  our  anastomotic  pulse- 
tracing  are  conspicuously  absent. 

Since  the  foregoing  remarks  were  written  radial 
tracings  were  taken  from  a  man,  ift.  40,  a  printer,  thft 
subject  of  Granular  Kidney.  The  wave  in  his  pula6 
was  lai-ge  and  lasting.  Its  compression  was  not 
difficult;  but  pulsation  pemsted  beyond  the  com- 
pressing finger,  affording  proof  of  a  strong  anasto- 
motic circulation.  Fig.  158  shows  the  natural  pulse- 
tracing,  as  well  as  that  taken  below  the  block,  aftn 
applying  to  the  artery  considerable  pressure. 

The  same  forcible  pres&ure  was  employed  in   ob| 
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tainlng  the  tracing  of  the  pulsation  above  the  block, 
from  the  same  patient's  left  wriet. 


Tbu  ordinary  and  the  anaxtomntic  putie  In  a  case  nl 
granuiar  kidnej.  The  upper  tracing  is  that  of  the  ardinary 
rt.-radial  pulse  ;  tbe  lower  tmciDg  vras  taken  ImtaediAtelj 
afurwarcls,  J  inch  below  the  blocking  finger.  Presaure 
thronghout ;  'iM  grniB. 

In  this  second  case,  the  anastomotic  pulse-tracing 
and  that  of  tlie  pulsation  above  the  block  were  each 
taken  immediately  after  a  sphygmogram  of  the  un- 
modiiied  direct  pulse,  and  on  the  same  slip  as  the 


Tlie  ordinary  pulse,  anii  the  pulse  above  the  block,  in  the 
tiaine  case  as  above.  The  upper  line  is  the  tracing  from  the 
left  radial  pulie,  before  interference.  The  other  iphygmo- 
gram  waa  token  immediately  atterVHrdi  ^  Inch  Above  tha 
blocking  finger.    Same  pressure  in  both  instances. 

latter.     The  steadiness  of  the  pulse-rate  adds  also  to 
the    facility    thus    obtained    for  an    analysis  of  the 
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fem.  zic&t  letutJed  m  the  tost  cawL  Hie  raaaon  fin* 
cc^  >feSTTfirr  profadUr  reades  m  the  eanential 
dnSereoee  zzi  die  cbuacur  of  the  unmodified  polae  in 


tvo  pfldcBlB^  one  of  them  praaentiiig  markadlj 
pqhe-tfwinn,  the  other,  ahaepceof  tenaioD. 
A  svstemade  atodr  of  a  aedes  of  qihjgmogiBms  of 
the  blocked  ptdaes  in  the  Tuioas  typee  of  pube  is 
cfeadtr  mDed  ibr  befete  definite  coodnnHis  can  be 


lafcTing^  ibr  the  pteecnt^  out  of  oonsideratioQ  the 
Tibcsdle  character  of  the  tracings,  which  may 
perhaps  haTe  been  doe  to  moacolar  tremor  com- 
monieated  firom  the  blocking  finger  fbrciblj  applied 
to  the  artery,  we  find  in  this  second  set  of  tracings 
the  £>Ilowing  pecoliaritie& 

(I>  The  most  striking  feature  is  one  which  we 
notice  in  b^th  Tarieties  of  the  Mocked  pulse,  viz.,  the 
large  size  of  the  waves,  as  compared  with  those  of 
the  ordinary  pulse,  traced  under  identical  pressure 
firom  the  sphygmogTaph.  This  increased  amplitude 
is  only  slightly  less  pronounced  in  the  anastomotic 
tracing  than  in  that  taken  on  the  proximal  side  of 
the  block. 

(2)  In  both  tracings  also  the  details  of  the  wave 
are  less  obscured  than  in  the  ordinaiy  pulse-tracing ; 
and  again  in  this  respect  the  pulse-record  taken  above 
the  block  is  the  more  teUlng  of  the  two. 

(3)  The  anacrotic  feature  in  particular  stands  out 
more  clearly  than  in  the  ordinaiy  pulse-curve. 
Specially  noticeable  is  the  greater  elevation  of  the 

*  Dr.  Cyril  Ogle  has  kindly  undertaken  this  investigation,  which  will 
pri>bably  yield  interesting  results. 
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summit  of  the  wave  above  the  anacrotic  notch.  In 
the  ordinary  pulse-tracing  the  summit  resembles  a 
depressed  plateau  much  more  than  an  apex. 

(4)  The  dicrotic  notch  and  rise  are  unfortunately 
difficult  to  identify  in  any  of  the  tracings.  In  this 
respect  the  modified  pulses  resemble  closely  the 
ordinary  pulse. 

(5)  Lastly,  the  modified  pulses  agree  with  the 
ordinary  pulse  in  presenting  the  usual  features  of 
sustained  tension. 

For  the  increased  size  of  the  pulsations  above  the 
block,  an  explanation,  which  we  have  reproduced  in 
these  pages,  was  long  ago  suggested  by  Marey .  It  is 
consistent  to  assume  that  the  same  mechanism  holds 
^ood  in  the  cajse  of  the  anastomotic  pulse  whenever 
the  size  of  the  latter  almost  equals,  as  in  the  present 
subject,  that  of  the  direct  pulse. 
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contested,  and  a  varying  proportion  of  its  systolic 
force  and  velocity  must  be  absorbed  in  the  struggle. 
Had  there  been  no  anastomotic  circulation,  the  direct 
current  would,  cfsferis  paribim,  have  acquired  greater 
rapidity  than  it  now  possesses.  We  may  then  attri- 
bute to  the  anastomotic  circulation  at  least  one 
modification  of  the  direct  radial  blood -stream,  namely, 
loss  of  velocity — an  identical  effect  being  of  course 
produced  in  the  ulnar  artery  supplying  the  anasto- 
mosis. 

2.  The  Pulse-Wave. 

Wliilst  the  velocities  of  the  two  waves  are  abo 
opposed  and  tend  to  neutralise  one  another,  their 
pressures  on  the  contrary  combine  and  add  up  to  a 
greater  pressure  than  that  individually  possessed  by 
either. 

Inasmuch  as  the  two  waves  are  nearly  synchronous, 
the  increase  in  pressure  will  be  gi-eatest  at  or  near 
the  summit  of  the  wave  and  least  at  its  foot.  The 
alteration  in  pressure  will  therefore  be  proportionate 
in  size  to,  and  will  nearly  coincide  in  time  with,  the 
pulse-wave  at  the  wrist.  During  the  intervals  be- 
tween waves  we  shall  expect  to  find  no  departure 
from  the  normal.  In  that  respect  we  notice  a  great 
difference  between  the  pressure  effects  due  to  the 
anastomotic  wave,  which  are  intermittent,  and  those 
due  to  the  capillary  peripheral  resistance  and  to  the 
anastomotic  blood-colunm,  which  are  continuous. 

On  the  other  hand,  inasmuch  as  at  any  spot  in  the 
radial,  or,  as  the  case  may  be,  in  the  ulnar  ai-tery,  the 
anastomotic  wave  arrives  a  Uttle  later  than  the  main 
wave,  there  might  be  at  each  spot  a  double  crest ; 
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and  during  the  interval  between  the  crests  (which 
would  last  longer  the  higher  in  the  artery  the 
observation  is  made)  pressure  would  be  kept  at  a 
high  level 

Fig.  160. 


Diagram  of  pnlse  tracing,  showing  doable  crested  summits, 
sncb  as  might  be  produced  bj  the  direct  and  the  anastomotic 
wave. 

Thus  the  wave-summit  might  be  modified  in  its 
duration*,  which  would  increase  proportionately  to  the 
distance  from  the  peripheiy,  and  in  its  strength, 
which  would  tend  to  grow  in  proportion  to  the  size 
of  the  original  wave. 

The  Relations  of  the  AnaBtomotio  Oondltion 
to  the  Peripheral  Cironlation. 

What  influence  may  be  felt  by  the  general  circu- 
lation of  the  pai-t  is  a  still  more  obscure  question 
than  that  relating  to  the  intra-arterial  events  in  the 
radial  and  in  the  ulnar  arteries. 

In  the  first  place,  is  the  condition  in  question  part 
of  the  normal  state,  at  least  in  some  individuals  ? 
The  different  sizes  attained  in  diflerent  subjects  by 
the  Superjicialis  Voice  artery  suggest  this  possibility. 
In  many  subjects,  and  probably  in  the  greater 
number,  it  may  be  shown  that  the  condition  is  a 
passing  one,  and  a  question  arises  as  to  its  signifi- 
cance and  as  to  its  results  whilst  it  lasts. 
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Limiting  ourselves  to  the  cases  of  occasional  anas- 
tomotic pulse,  we  are  not  sure  that  the  condition  is 
special  to  the  radial  and  ulnar  arteries.  There  is 
reason  to  believe  that  it  is  shared  by  other  arteries 
accessible  to  the  touch.  Probably  a  transmission  of 
the  wave  is  most  likely  to  take  place  from  one  artery 
into  the  other  whenever  the  arterial  system  in  general 
IB  relaxed,  the  SujierJiciaUs  Vol(f  then  sharing  in  the 
generaJ  increase  in  calibre.  This  is  often  observed  in 
the  large,  quick  pulse  of  fever.  The  presence  of  a 
moist  surface,  of  capillary  pulsation,  and  of  dicrotism 
sufficiently  indicates  that  the  same  relaxation  prevails 
in  the  superficial  arteries  and  in  the  capillaries  also. 

The  anastomotic  pulse  may,  however,  occur  under 
wholly  different  circumstances,  the  intercommuni- 
cating arteries  then  widening  their  channel,  not  as 
part  of  a  general  vascular  relaxation,  but  owing  to 
generalised  constriction  of  vessels  of  smaller  size. 
As  the  arterioles  shut  off  by  their  contraction  much 
of  the  capillary  outflow,  there  is  a  local  arterial  over- 
filling. In  this  case,  instead  of  an  increased  volume 
of  the  cardiac  wave,  and  of  an  open  way  through 
the  peripheral  channels,  increase  in  peripheral  resists 
ance  is  the  apparent  cause. 

The  Influonce  on  tbe  Pnls«  and  on  tli«  Iotas. 

The  pulse,  assuming,  notwithstanding  previous 
remarks,  that  it  can  be  felt  lightly  without  in- 
terfering with  its  intra-arterial  factors,  will  be 
found  greatly  to  differ  Id  these  two  opposed  con- 
ditions :  large  and  relatively  soft  in  the  one,  small 
and  relatively  hard  in  the  other ;  the  tension  in  the 
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first  evanescent^  in  the  second  long  sustained.     In 
one  particular^  however,  both  pulse-types  will  agree, 
namely — the  strength  of  the  ictus.     The  mechanism 
of  the  ictus  is  modified  by  the  anastomotic  pulse  in  a 
very  definite  manner.     So  long  as  no  large  anasto- 
moses  exist,  the  rebound  takes  place  at  the  peri- 
phery ;  but  with  the  opening  up  of  a  shorter  circuit 
the  site  of  rebound  is  moved  nearer  the  heart,  and 
the  result  is  analogous  to  that  of  intercepting  the 
wave  at  the  wrist  with  the  finger.    A  special  feature 
of  variation  and  of  suddenness  arises  from  the  direct 
conflict  and  summation  of  the  two  opposed  headlong 
waves,  followed  in  due  course  by  the  rebound  from 
the  periphery.      This  partly  explains  the  slapping, 
forcible  character  of  the  ictus  in  febrile  dicrotism, 
where  an  anastomotic  pulse  and  a  capillary  pulse  are 
seldom  absent.     In  conclusion,  the  pulse  must  be  so 
much  modified  that  it  should  become  possible,  with 
advancing  experience,  to   tell  the  presence  of  the 
anastomotic  condition  by  ordinary  palpation,  without 
resorting  to  the  special  test. 

The  Influence  on  the  Peripheral  Cironlation. 

Whether  the  capillaries  beyond  the  anastomosis 
be  freely  patent,  or  whether  they  be  constricted, 
they  must  feel  the  influence  of  a  modified  systolic 
shock. 

Whilst  deadening  velocity,  the  conflict  between 
the  opposing  waves  must  locally  raise  the  pressure 
of  the  beat.  If  the  arterioles  and  capillaries  be 
constricted,  much  of  this  pressure  would  simply 
recoil  fi:om  them,   the   arterial   pulse    being    kept 
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thereby  tense  for  a  looger  time.  In  the  opposite 
condition  of  arteriolar  relaxation  the  increased  pres- 
sure would  find  free  vent  through  the  capillary 
system^  though  perhaps  with  slightly  lessened 
velocity.  Capillary  pulsation  would  be  increased, 
and  perhaps  set  up  if  previously  absent ;  whilst,  the 
artery,  owing  to  the  rapidity  of  the  ventricular  out- 
put noticed  in  these  conditions,  would  lose  pressure 
and  tension  early  in  the  wave,  and  a  dicrotic  rise 
would  subsequently  occur. 

It  would  be  interesting  to  study  how  closely  the 
anastomotic  pulse  and  dicrotism  may  be  bound  up 
together,  and  to  what  extent  their  relations  may  be 
of  a  causal  kind. 

Many  other  questions  remain  unmentioned.  In- 
deed, this  brief  sketch  cannot  pretend  to  contain  more 
than  elementary  suggestions  for  future  students. 


CHAPTER   XIIL 

TACTILE  THRILLS. 

The  calibre  of  normal  arteries  is  so  accurately  re- 
gulated  by  the  volume  of  the  contents  that  every 
part  of  the  vessels  and  of  their  branches  is  kept  fiJl. 
There  is  not  any  room  left  for  eddies  such  as  are  apt 
to  occur  in  saccular  aneurysms ;  nor  are  there  any 
abrupt  inequalities  of  space  and  of  pressure  such  as 
may  obtain  in  cirsoid  aneurysm  and  in  aneurysmal 
varix. 

By  the  pressure  of  the  observer's  finger  the  normal 
balance  is  more  or  less  altered  locally,  but  the  neces- 
sary conditions  for  the  production  of  a  thrill  are  not 
set  up  in  most  cases.  Though  its  calibre  is  dimi- 
nished, the  artery  remains  full  both  above  and  below 
the  narrowed  portion  of  its  channel. 

Thrills  in  thin  tubes,  leaving  aside  any  tremulous 
movements  (see  von  Kries,  p.  47),  imparted  to  the 
tube-walls  from  without,  may  in  individual  cases 
probably  depend  upon  one  of  the  following  modes  of 
origin : 

(1)  The  passage  of  a  current  of  blood  from  a 
constricted  into  a  wider  channel ; 

(2)  The  mutual  interference  or  conflict  of  two 
opposed  currents  meeting  straight  or  at  an  angle. 
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(3)  Whether  mere  waves  of  pressure,  meetint; 
from  opposite  directions,  are  competent,  indepen- 
dently of  any  change  in  the  direction  of  the  flow,  to 
set  up  by  their  mutual  interference  any  perceptible 
thrill  is  a  question  which  the  writer  is  not  able  to 
discuss.  Local  conditions  of  this  kind  are  to  be 
found  in  the  circulation  :  but  in  each  case  it  is 
possible  to  attribute  the  thrill  observed  to  the  agency 
described  under  ( 1 ). 

Provisionally,  then,  we  need  only  consider  two 
kinds  of  thrill :  those  produced  by  eddies  in  a  stream 
flowing  in  one  and  the  same  direction,  but  through 
channels  of  uneven  diameter;  and  those  set  up  by 
the  conflict  of  directly  opposed  currents,  or  by  the 
confluence  of  currents  meeting  at  an  angle. 

Tluills  xwodnoed  as  a  Restilt  of  Vasoular 
Oonstriotlon. 

Familiar  instances  of  this  variety  are  the  venous 
thrills  in  the  neck,  and  the  thrill  which  is  set  up  in 
the  carotid  by  awkward  postures  in  recumbency. 
The  same  mechanism  explains  the  common  thrills 
observed  in  arterio-venous  communications  and  in 
many  arterial  aneurysms,  at  the  moment  of  their 
systolic  tilling  and  of  their  diastolic  emptying. 
Again,  valvular  cardiac  thrills  are  accounted  for  in 
the  same  way. 

Th«  Artsriat  Tbrills  at  the  Wrist. 

But  we  are  mainly  interested  in  the  thrills  at  the 
wrist.  They  are  occasionally  felt  in  two  situations: 
dose  to  the  bend  of  the  wrist — and  in  the  hollow 
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of  the  wrist,  over  the  usual  site  of  palpation  for  the 
radial  pulse. 

The  thrill  at  the  end  of  the  rvrist  is  felt  in  some 
subjects  as  it  were  spontaneously;  but  it  may  be 
lost  and  then  difficult  to  find  again.  This  circiun- 
stance  had  led  the  writer  to  imagine  that  it  might  be 
due  to  wave-interference,  between  the  later  phaBes  of 
the  systolic  wave  and  the  rebound- waves,  which  arise 
not  only  from  the  continuation  of  the  radial  itself, 
but  also  from  the  Superfidalis  Voice.  It  is  indeed 
conceivable  that  the  minute  want  of  synchronism 
between  these  two  rebounds  may  alone  explain  the 
thrill,  altogether  independently  of  the  systolic  wave. 
The  first  supposition  is,  however  favoured  by  the 
circumstance  that  a  thrill  is  often  obtained  higher 
up,  in  the  hollow  of  the  wrist,  where  no  important 
rebounds  meet.  But,  as  previously  stated,  the 
author  is  unable  to  give  any  proof  of  the  possibility 
of  thrills  arising  from  mere  conflict  between  waves, 
even  when  the  damping  effect  of  vascular  tension  is 
removed,  and  even  when  the  conflicting  waves 
possess  different  velocities  and  pressure ;  and  he 
prefers  to  regard  this  as  another  instance  of  the 
effect  of  pressure  and  vascular  constriction,  in  this 
case  assisted  or  complicated  by  the  immediate  vicinity 
of  a  bony  surface. 

The  thHll  at  the  hollow  of  the  twist  is  less  erratic, 
and  can  be  readily  obtained  again,  in  any  subject 
presenting  it,  by  a  careful  accommodation  of  the 
pressure  of  the  finger.  The  degree  of  pressure 
needed  in  each  case  lies  somewhere  between  ii  and 
iv,  usually  nearer  iv  than  ii ;  that  is,  the  artery  needs 
to  be  considerably  narrowed. 
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It  is  sometimes  possible  to  distinguish  two 
thrills,  differing  in  their  site  as  well  as  in  the 
pressure   producing  them.      One   of  them   extends 
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Thrill  felt  by  the  entire  finger  snrfaoe  in  contact  with  the 
artery — (nsoally  with  presaore  iii). 

under  the  entire  width  of  the  pulp,  and  is  produced 
by  that  degree  of  pressure  which  elicits  the  inter- 
mediate ictus.  The  other  needs  a  higher  pressure, 
verging  upon  pressure  iv,  and  the  thrill  becomes 
localised  to  the  small  arterial  wedge  still  remaining 
patent  under  the  proximal  side  of  the  finger. 

Fig.  162. 
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Thrill  limited  to  proximal  half  of  finger-tip— under  pressare  iv. 

It  must  not  be  concluded  that  the  radial  thriU  can 
only  be  obtained  with  pressure  iil  Sometimes  it 
may  be  felt  with  pressure  ii ;  it  is  then  localised 
under  the  distal  half  of  the  finger-pulp  (see  Fig.  163X 
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In  all  these  cases  the  thrill  is  systolic  and  precedes 
the  ictus.  This  gives  us  a  ready  means  of  demon- 
strating the  existence  of  the  wave-period  anterior  to 

Fig.  163. 


Thrill  ocoasionallj  limited  to  distal  half  of  finger-tip— 
under  pressure  ii. 

the  pulse-beat,  which  is  so  easily  overlooked,  and 
which  in  the  sphygmogram  occupies  so  brief  an 
interval. 

Under  the  finger  the  fine  and  rapid  thrill  seems  to 
multiply  the  time,  and  lends  apparent  duration  as 
well  as  prominence  to  this  neglected  section  of  the 
wave. 

The  Meohanism  of  the  Thrill. 

The  Part  Plajed  hj  the  Finder. 

The  conditions  leading  to  thrill  are  partly  supplied 
by  the  pulse,  partly  by  the  finger  applied  to  it. 

The  part  played  by  the  finger  needs  some  ex- 
planation. When  a  live  fly  is  placed  in  an  inflated 
paper  bag,  the  noise  which  it  produces  is  not  neces- 
sarily accompanied  with  thrill.  If  the  paper  bag  be 
gradually  flattened  so  as  to  confine  the  fly  to  one 


^ 


MECHANISM    OF  THRILLS.  377 

»mer,  thrill  ^piU  be  set  up,  and  its  pitch  will  seem 
)  increase  as  the  space  is  nan-owed. 
When  the  finger  is  applied  with  pressure  ii  (see 
7),  a  fairly  wide  channel  is  left  for  the  further 
;ress  of  the  systolic  wave.      When  the  pressure 
I  increased  to  iv,  the  arterial  channel  is  considerably 
duced  or  even  blocked,  and  with  pressure  v  it  is 
absolutely  obliterated.     Pressure  iii,  the  only   one 
irhich    enables    us    to    feel    in    each    pulsation    the 
'Btolic  wave  and  its  rebound  (although  both  waves 
are  reduced,  and  chiefly  of  course  the  back-wave), 
supplies   the    conditions    most    nearly    approaching 
those  suggested    by  the  instance  of  the   fly.      The 
superficial  and    the  deep  parietes   of  the  flattened 
vessel  are  so  closely  approximated  by  the  pressure  of 
the  finger  as  to  be  set  into  vibration  by  the  oscilla- 
tions  of  their   contents,  and  the  vibration  is  com- 
municated to  the  finger  itself.     The  oscillations  are 
not   spontaneous    as   in    the    rough  simQe  we   have 
given.     Their   origin    is    probably   always   artificial. 
As  to  the  mechanism  of  their  production  a  few  sug- 
gestions may  be  offered. 

Tbe  Xntra-Arterlal  Oondltlona  Zieading-  to  Thrill. 

The  thrilling  pulse  (pulsus  vibratus,  t'remulus, 
serratus,  *fec.)  was  perhaps  better  known  to  ancient 
physicians  and  to  those  of  the  past  century  than  to  our 
contemporaries.  The  prevalence  of  heroic  bleeding 
may  have  formerly  caused  it  to  be  more  frequent. 
It  may  also  be  that  we  read  and  hear  less  about 
thrills,  because,  not  being  readUy  taken  up  by  the 
sphygoiograpb,    they    have    not    found   a  place   in 
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sphygmographic  nomenclature,  and  have  dropped  out 
of  notice. 

Dr.  Sansom,  however,  gives  in  his  valuable  book  • 
a  tracing  of  a  pulse  showing  multiple  vibrations  from 
a  boy  the  subject  of  haemophilia.  "When  the 
serrations  are  not  due  to  muscular  tremor,  they  arise 
from  vibrations  of  the  wall  of  the  artery  itself.  They 
may  occur  when  the  tension  is  low,  but  they  are  also 
frequently  manifested  in  the  sphygmograms  of  pro- 
longed tension." 

The  correctness  of  the  current  impression  that 
thrill  in  the  pulse  is  indicative  of  low  tension  and  of 
deficient  volume  and  strength  of  the  wave,  can  hardly 
be  put  in  question.  Suitable  manipulations,  by  which 
the  blood-supply  to  the  artery  under  observation  caa 
be  diminished  at  will,  afford  demonstration  on  this 
point.  The  first  requisite  in  producing  a  factitious 
thrill  in  a  normal  pulse  is  to  lessen  its  contents. 
The  second  requisite  is  to  feel  for  the  thrill  with  a 
sufficiently  light  finger-jpressure. 

We  may  from  this  infer  that  the  mechanism  of 
thrill  is  tlie  vibi^ation,  in  a  partly  collapsed  artery,  oj 
a  much  reduced  hlood-streaniy  as  it  passes  points 
where  the  light  pressure  has  produced  close  approx* 
imation  of  the  opposed  sides  of  the  artery. 

Since  the  vibration  would  occur  on  either  side  of 
the  constriction,  this  explanation  applies  to  the 
apparently  diverging  cases  of  the  thrills  felt  at  the 
site  of  the  proximal  and  of  the  distal  ictus,  as  well 
aj3  to  the  thrill  felt  with  pressure  iii  under  the  middle 
of  the  pulp. 

*  "  The  Diagnosis  of  Diseases  of  the  Heart  and  Thoracic  Aorta.*'  By 
A.  Ernest  Sansom,  M.D.,  F.R.C.P.  Lond.    GrifBn  &  Co.,  1892« 
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As  with  tha  mighty  thrill  of  a  flapping  sail,  the 
first  essential  is  a  relaxation  of  the  membrane,  and 
this  is  brought  about  by  relative  emptiness  of  the 
artery.  A  simple  means  of  carrying  out  this  condi- 
tion will  be  pointed  out  in  connection  with  the 
influence  of  attitude  on  the  pulse  (see  p.  406). 


ThrUlB  Produced  by  Conflict  or  Confluenoe 
of  Currents. 

The  occurrence  of  thrills  in  circumstances  of  this 
kind  is  familiar  to  us  in  aneurysmal  varix  and 
varicose  aneurysm,  and  in  various  other  instances 
outside  the  body.  The  thrill  of  arterio-venous  inter- 
communications is  peculiarly  instructive  in  respect 
of  the  difference  in  tension  and  in  blood-pressure 
existing  in  the  two  vessels.  In  the  relative  loose- 
ness of  the  venous  membrane  we  recognise  the  factor 
which  has  been  discussed  above. 

A  perfect  instance  of  conflict  of  currents  is  supplied 
by  the  anastomotic  pulse,  in  which  thrill  might 
almost,  (i  priori,  have  been  expected.  It  was  in 
connection  with  an  experiment  on  the  anastomotio 
pulse  that  this  probability  first  occurred  to  the 
author.  A  thrill,  however,  was  not  to  be  found  in 
the  absence  of  favouring  circumstances. 


Experiment  XL. 

If  the  pulse  be  felt  in  the  ordinary  way  in  a 
subject  presenting  an  anastomotic  wave,  no  thrill 
wUl  be  detected.  The  pulse-presaure  and  the  vascular 
tension  are  too  high,  owing  to  the  double  supply  ot 
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blood  and  of  pressure.  The  arterial  walls  are  too 
tmich  on  the  stretch  to  respond  to  any  fluid  vibration, 
of  their  contents.  They  need  £rst  to  be  relaxed,  and 
the  blood-stream  to  be  reduced. 

An  easy  method  is  to  grasp  the  upper  wrist  fix)m 
the  radial  side  with  both  hands,  with  thumbs  in 
apposition  under  the  arm,  and  to  place  both  ring 
fingers  on  the  artery.     These  may  at  any  moment  be 


Position  of  the  obserrer'a  fingers  prefions  to  the  expa 
ment.  Both  Ting-fit^rs,  Cf  and  Df,  control  the  size  of  11 
uterj,  vbilat  the  fore-finger  if/' feels  for  the  thrilL 


pressed  down  so  firmly  as  to  stop  both  waves ;  or 
simultaneously  relaxed ;  or,  lastly,  relaxed  alternately. 
Meanwhile  the  effect  is  watched  by  one  of  the  index 
fingers  (or  by  both)  applied  to  the  artery.  The 
extent  to  which  an  even  moderate  relaxation  of  the 
obliterating  pressure  sends  up  the  volume  and 
strength  of  the  returning  pulse  will  be  at  once 
noticed  on  trial.  It  is  therefore  necessary  to  raise 
the  compressing  fingers  very  gradually  until  a  point 
is  reached  when  a  feeble  pulse  is  felt,  and  with  it  a 
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thrilL  This  thrill  has  appeared  to  the  author  to  be 
the  product  of  both  currents ;  but  on  this  point  it 
would  be  rash  to  speak  positively,  since  almost  pre- 


cr 


Showing  how  the  direct  and  the  anastomotic  currents, 
reduced  and  equalised  by  suitable  pressures,  may  set  up  a 
thrill  by  their  conflict. 


cisely  analogous  conditions  lead  to  a  thrill  in  the 
cases  free  from  anastomotic  complication,  which  we 
have  described  above.  The  whole  subject  is  one 
needing  much  study. 


CHAPTER  XIV. 
DICROTISM  AND  ITS  FACTORS. 

A  tactile  study  of  dicrotism  cannot  be  included  in 
these  pages,  the  author  not  having  reached  this 
di£Bicult  stage  in  the  tactile  analysis  of  the  pulse. 
His  only  contribution  to  the  subject  are  observations 
of  a  mixed  tactile  and  sphygmographic  character 
concerning  the  moment  of  the  dicrotic  wave  (see 
p.  395).  Nevertheless,  he  would  venture  a  few  criti- 
cisms and  suggestions  which  arise  out  of  the  studies 
detailed  in  previous  chapters. 

"  Dicrotism  "  not  being  bound  up  with  any  struc- 
tural defects,  the  resemblances  between  the  normal 
and  the  "  dicrotic  "  wave  should  be  at  least  as  great 
as  their  differences,  and  there  should  be  mutual  help 
in  the  study  of  the  two  waves,  the  constituents  of 
which  are  the  same,  the  proportions  only  being 
altered.  Theories  which  introduce  new  factors,  or 
suppress  those  belonging  to  the  normal  pulse,  would 
lose  thereby  some  of  our  confidence.  Thus,  the 
dicrotic  wave  is  probably  best  studied  in  the 
"  dicrotic  "  tracings,  where  it  stands  strictly  isolated, 
by  a  clear  interval,  from  the  primary  wave :  diminish 
the   rise   and  the  interval,  and  the  normal   tracing 
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should  be  restored.  Conversely  we  should  endeavour 
to  imagine  under  the  normal  tracing  the  outlines  of 
a  primary  wave,  of  a  deep  depression,  and  of  a  great 
secondary  rise. 


THE    PECULIARITIES   OF   THE    DICROTIC    PULSE. 

An  enumeration  of  the  peculiai-ities  connected  with 
the  ''dicrotic  pulse"  will  facilitate  our  study.  Among 
them  we  notice  : 

(1)  Frequency  of  heart  beat ; 

(2)  Rather   rapid    systole — -in    other    words,    early 

sigmoid  closure ; 

(3)  Relatively  great  initial  energy  ; 

(4)  Early  and  great  fall  of  pressure  ; 

(5)  Considerable  subsequent  rise  of  pressure  ; 

(6)  The  skin  usually  warm  and  often  moist ; 

(7)  Capillary  pulsation  usually  to  be  detected. 
And  on  close  inspection  of  tracings  we  observe  the 

following  sphygmographic  features : 

(8)  Steep  ascent  to  a  single  apex  ; 

(9)  Rapid  and  deep  fall  to  the  base  line,  without 

predicrotic  wave  ; 

(10)  More  or  less  broad  trough,  contrasting  with  the 

sharp  primary  summit ; 

(11)  The  dicrotic  ascent  is  oblique  and  curved,  or 

even  may  have  a  faint  angular  projection  ; 

(12)  The  dicrotic  apes  is  blunt  and  broad,  and  its 

iali  is  more  oblique  than  that  of  the  primary 
wave ; 

(13)  It    occurs    late   in   the    sphygmogram,  and  its 

delay  increases  with  the  frequency  of  the  pulse. 
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THE  REGIONS    OF   PERIPHERAL  AND   OF   CENTRAL 
REBOUND   IN   THE   TRACING. 

We  may  hypothetically  consider  two  regions  in 
the  sphygmogram.  The  earlier  one,  down  to  the 
dicrotic  trough,  would  contain  not  only  the  primary 
cardiac  wave  or  waves,  but  also  the  eariy  peripheral 
rebounds,  both  of  the  descending  (centrifiigal)  and  of 
the  ascending  variety.  The  later  period  would 
include  the  large  central  rebound  or  dicrotic  wave, 
and  also  any  later  peripheral  rebounds  such  as 
described  by  von  Frey  as  rebound  waves  of  the 
second  and  third  order. 

Obviously  the  first  of  these  periods  in  the  tracing 
belongs  as  it  were  to  the  vessel  under  observation. 
Descending  peripheral  rebounds  from  other  vessels 
would  be  included,  but,  we  may  disregard  them, 
since,  at  this  stage,  even  the  much  larger  cardiac 
wave  leads  to  no  visible  back  wave. 

On  the  contrary,  the  second  period  of  the  tracing 
registers  events  occurring  at  a  distance,  as  well  as 
local  ones. 

In  "  dicrotic  "  tracings  the  earlier  period  is  one  of 
absolute  smoothness,  as  in  tracings  from  aortic  regur- 
gitation ;  but,  from  the  latter  they  differ  in  preserving 
the  same  smoothness  to  the  bottom  of  the  dicrotic 
notch.  No  peripheral  rebounds  are  visible.  Whether 
the  rebounds  are  absent,  or  latent  only,  we  shall 
consider  later  on. 


OF   DICROTISM. 


THE   PERIPHERAL  FACTORS,   RESISTANCE  AND 
ELASTICITY  ;    AND  THE  ARTERIAL  ELASTIC  REACTION. 


Th«  Slorotlo  WavB  in  tli«  ITonnal,  and  In 
tlie  '*  Dlorotlo  "  Traolnr* 

With  diminishing  peripheral  resistances  we  might 
expect  to  find  shorter  elastic  reactions — i.e.,  a  quicker 
stretch  and  a  quicker  recoil  of  the  aorta  and  arteries. 

Supposing  the  periphery  offered  no  resistance,  but 
a  steadily  widening  lumen,  then  a  single  oscillation 
of  the  arteries  would  rapidly  dispose  of  each  systolic 
injection.  The  normal  pulse-trace  shows,  however, 
that  there  is  a  sustained  resistance.  Though  the 
duration  of  systole  be  only  a  fraction  of  the  time,  the 
pulse-wave,  both  in  aortic  and  in  radial  tracings, 
occupies  the  whole  time  between  beats.  The  base 
line  is  not  reached  until  the  moment  when  the  next 
rise  is  about  to  set  in. 

In  the  "dicrotous"  pulse  this  fulfilment  occurs 
very  soon  after  the  end  of  the  short  systole.  The 
base  fine  is  reached  at  one  drop,  and  we  may  for  the 
present  assume  that  the  blood- wave  has  passed 
beyond  the  radial  sphygmograph ;  for  if  it  had  not, 
how  could  the  lever  fall  so  low  ? 

This  fall  to  the  base  line  would  show  that,  in  the 
"  dicrotic"  pulse,  the  dicrotic  rise  is  always  indepen- 
dent of  the  primary  wave  ;  not  one  compounded,  as 
in  the  healthy  tracing,  of  the  remainder  of  the 
primary  wave  +  the  superadded  dicrotic  wava 

In  other  words,  the  dilating  capillaries  would 
absorb    the    wave   to    such    an    extent  that  its   fall 
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would  be    rapid    and    complete ;    conditions    ariatti^ 
whenever  the  peripheral  arterioles  are  widened,    aud 
the  capillaries  made  so  pervious    as    to    transmit 
systolic  impulse  as  far  as  the  radicles  of  the  veil 
especially    if    the   amount    of    blood    propelled 
moderate  and  the  force  of  systole  relatively  gra 
in  a  word,  precisely  those  conditions  whicjh 
in    the   pulses   described   as    fully   dicrotic    and 
hyper-dicrotic. 


Thus,  in  the  fully  dicrotic  tracing*  thfl  primaryj 
rise  is  considerable,  but  quickly  ended.  The  aortic 
elastic  reaction  is  prematurely  extinct,  and  should  be 
difficult  to  resuscitate,  short  of  a  fresh  outflow  from 
the  ventricle.  Nevertheless,  a  second  wave  of  pres- 
sure passes  under  the  lever  of  the  sphygmograph.  I 
The  lever,  in  the  special  case  of  the  hyper-dicrotic  \ 
pulse,  has  not  even  time  to  fall  again  to  the  full  J 
depth  of  the  dicrotic  trough,  before  it  is  carried  up  I 
by    the  following    heart-wave ;    whilst   in  the  fully  I 


e  reasoning  would  apply  to  the  hyper-diorotto  pulse. 


'               "dicrotic"    trace   it  returns  to  the   bottom    of  the 
trough  before  being  lifted  again  by  the  next  pulsa- 
tion. 

Ki'^     11,7, 

Hvper-ilicrotio  pulsp       l>tcp    level   reactiedj  ii.v   the    imicb 
i'be  dlorotlo  w&ve  isolated  from  the  sf atolic  wave,  but  inter- 
eopted  in  its  full  by  the  subBeqiiont  s.vstolio  rise. 

Since  the  heart  is  certainly  not  responsible  for  tliis 
second  rise,  we  must  look  for  some  other  pumping 
force ;  this  must  be  of  the  nature  of  a  reflux-wave, 
occurring  after  an  interval  of  abeyance  of  pressure, 
such   as   can    only  be    obtained    in    tubes    of  great 
expansibility. 

The  Site  of  the  Dicrotic  Rebound. 

The  heart  has,  therefore,  no  direct  share  in  pro- 
ducing the  dicrotic  wave.     In  normal  pulses  free  from 
capillary  pulsation,  the  rebound  is  supposed  to  take 
place  at  the  entrance  of  the  capillaries,     Even  here, 
we  must,  however,  assume  that  the  capillary  area  is 
capable  of  absorbing  a  portion  of  the  blood  and  of 
undergoing   slight    distension    by   it,    leading   to    a 
returning    loave   of  elasticity,    in    addition    to    the 
relatively  more  prominent  wave  of  rebound. 

4 
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Capillarj  Pnlsation,  and  the  Blastioitj  of  tbe 

Peripheral  Tissneft  in  Helation  to  it- 
Ill  the  normal  state  capillaries  show  no  pulsation, 
partly  because  the  arterioles  are  too  much  narro^wed 
to  allow  large  waves  to  travel  on,  partly  because 
their  own  diameter  is  so  very  small  as  to  deaden  the 
wave  by  friction. 

Failing  these  checks,  capillary  pulsation  occurs : 
a  blood-reservoir  far  exceeding  the  capacity  of  the 
aorta,  is  put  under  systolic  tension  by  the  heart- 
wave.  Owing  to  its  great  thinness,  the  capillary 
wall  has  not  any  considerable  elastic  reaction  of  its 
own.  The  so-called  capillary  tension  and  elastic 
reaction  are  really  in  great  measure  those  of  the 
surrounding  juices,  tissues,  membranes,  and  especially 
of  the  skin  itself,  as  may  be  seen  and  felt,  in  these 
conditions,  at  the  tip  of  the  fingers.  The  amount  of 
energy  stored  up  at  each  beat  and  again  set  free 
into  the  arterial  system,  will  be  obviously  propor- 
tionate to  the  velocity  and  amount  of  the  systolic 
charge,  and  to  the  stretch  and  recoil  of  the  pulsating 
textures. 

By  transmitting  the  systolic  wave  to  the  relaxed 
capillaries,  the  arterioles  have  opened  up  not  only  a 
most  rapidly  receptive  and  ample  reservoir,  but  one 
possessing  an  extraordinary  power  of  recoil,  as  well 
as  of  expansion,  diflfering  of  course  in  each  subject. 

The  Venules  in  Helation  to  Capillarj  Pnlsation. 

This  great  individual  variety  might  alone  explain 
a  divergence  in  the  aspect  of  tracings ;  but  there  are 
other  modifying  agents  which  will  largely  influence 
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iae  kind  and  the  amount  of  dicrotism.  Chief  among 
these  is  the  share  of  the  capillary  recoil  expended  on 
the  venous  circulation.  Observation  suggests  that 
this  amount  may  be  a  very  variable  one. 

Let  us  consider  for  a  moment  the  venous  boundary 
of  a  capillary  district.  On  this,  as  on  the  arterial 
side,  although  perhaps  not  to  the  same  extent,  there 
is  a  large  excess  of  the  number  of  capillaries  over 
that  of  the  venules.  Under  ordinary  circumstances, 
the  latter  would  be  amply  supplied  by  the  blood 
output  from  the  capillaries.  Should,  however,  the 
capillaries  become  dilated,  relative  pre^ssure  might  be 
set  up  within  the  venules.  Now  the  greater  the 
pressure  within  the  venules,  so  much  the  lai'ger  will 
be  the  recoil  occurring  into  the  arterial  system.  In 
this  case  the  peripheral  resistance  has  shifted  one 
step  beyond  the  capillaries,  to  the  venules.  It  is 
possible,  however,  to  push  the  argument  yet  another 
step  {and  for  this  we  have  some  warrant  in 
clinical  peculiarities  actually  observed) ;  we  might 
suppose  that  at  times  a  contraction  of  the  venules 
takes  place  (analogous  to  that  constantly  recurring 
within  arterioles),  which  would  influence  distally  the 
capillary  circulation. 

Taking,  however,  the  simple  case  of  dilatation 
extending  to  capillaries  and  venules,  as  well  as  to 
arterioles,  the  systolic  wave  under  these  circum- 
stances (and  under  these  circumstances  alone)  would 
have  scope  to  develop  itself  onwards  Into  the  venous 
system.  Normally,  this  is  not  possible,  the  head  of 
the  wave  striking  against  the  capillaries  of  the 
periphery  before  its  hinder  extremity  has  left  the 
heart.     It  would  follow  that,  if  normally  the  head  of 
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the  wave  had  given  in  the  radial  tracing  any  sign 
of  its  rebound  from  the  periphery,  the  radial  tracing 
of  the  cases  in  question  (capillary  pulsation),  would 
give  no  visible  sign  of  such  rebound.  If  we  turn  to 
sphygmograms  of  fully  dicrotic  or  hyper-dicrotic 
pulses,  we  shall  verify  the  apparent  absence  of  a 
pre-dicrotic  rise  and  fall.  Its  absence  is  not,  how- 
ever, an  invariable  peculiarity  of  pulsation  in  the 
capillaries,  though  it  seems  to  be  a  constant  feature 
of  the  very  rapid  dicrotic  pulses. 

The  relaxation  of  both  sub-capillary  districts, 
coinciding  with  that  of  the  capillary  district,  would 
throw  upon  the  peripheral  soft  parts  very  consider- 
able systolic  stress,  whilst  rapidly  absorbing  the 
systolic  wave  into  a  widely  dilated  lumen  ;  conditions 
exactly  suited  to  produce  the  features  of  the  dicrotic 
pulse.  Though  the  blood  would  pass  through  at  an 
increased  rate,  thus  keeping  up  the  extremely  rapid 
heart-beat,  it  would  not  fail  to  excite  a  powerful 
peri- vascular  pressure  and  elastic  reaction.  Assuming 
the  latter  to  be  fairly  constant  in  its  time,  even  in 
different  individuals,  the  strange  anomaly  of  the 
hyper-dicrotic  and  of  the  monocrotic  tracings  would 
be  more  readily  explained  ;  the  waves  racing  each 
other  being  of  very  different  origin — ^the  one  due  to 
the  heart,  the  other  to  the  pulsating  tissues  at  the 
periphery. 

The  Hebonnd-Wave,  and  the  Wave  of 

Blastlo  Heooll. 

The  peripheral  throbbing  (e.gr.,  of  the  linger-tips) 
seen  in  the  bearers  of  a  dicrotic  pulse,  is  too  marked 
a  vascular  condition  to  fail  to  leave  an  unmistakable 
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record.  It  is,  we  would  suggest,  twice  registered  in 
the  tracing :  first,  as  a  great  fall  of  pressure ;  and, 
secondly,  as  the  great  dicrotic  rise ;  the  first  accom- 
panying the  visible  pulsation  or  stretch  ot  the  skin, 
the  second  the  visible  cutaneous  recoil ;  both  stretch 
and  recoil  being  of  course  understood  to  belong  also 
to  the  capillaries  and  to  the  tissues  of  the  part. 
The  great  elastic  oscillation  will  vary  in  size  accord- 
ing as  the  capillary  sluice  is  thrown  more  or  less 
widely  open.  If  much  widened,  the  capillary  way 
will  present  no  obstacle,  and  will  produce  no  re- 
bound, unless  it  be  a  negative  i-ebound,  which  might 
well  have  a  share  in  deepening  the  predicrotic 
trough.  If,  on  the  contrary,  access  to  the  capillaries 
be  much  limited,  there  will  be  little  elastic  oscilla- 
tion, but  much  wave  rebound,  of  the  positive  kind," 

Even  in  spite  of  arteriolar  constriction  the  capil- 
laries must  absorb  some  portion  of  the  systolic  blood, 
and  undergo  slight  distension  by  it,  leading  to  a 
return-wave  of  elasticity  ;  this  is  the  normal  dicrotic 
wave,  much  more  feeble  than  that  witnessed  in 
"  dicrotism."  the  more  obvious  event  being  that  of 
wave-reflection. 

This  view  diifers  from  on  older  one  which  localised 
the  elastic  reaction  in  the  aortic  and  in  the  arterial 
membrane.  Let  us  repeat  that  in  "dicrotism,"  this 
membrane  is  not  long  kept  under  tension.  It  is  on 
the  capillary  system  that  stress  is  mainly  thrown. 
At    the   same   time  we  are   familiar  with  powerful 


*  This  ik  ihe  combination  noticed  in  tj^icttl  oDComplicated  caae«  ot 
Konio  regorgitation,  wbere  the  predicrotic  wave  is  relAtivel;  the  Urger 
one.  It  cannot  be  said,  tiowever,  that  in  tbie  case  the  arterioleii  ue 
contracted,  more  probablj  tbe  veoalcH. 
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aortic  throbbings,  in  particular  with  the  so-called 
abdominal  pulsations ;  these  we  may  probably  regard 
as  the  counterpart  of  the  dicrotic  condition — viz.,  as 
the  result  of  capillary  constriction  (within  the 
visceral  area),  and  of  aortic  stretching.  Investigation 
of  this  point  might  lead  to  interesting  results  in  the 
future. 


CHAPTER  XV. 

FURTHER   ANALYSIS   OF   THE   DICROTIC 
EVENTS. 


On  the  Absenoe  of  a  FredioroUc  Blse  and  Fall 
In  "Dlcrotlo"  Tracings. 

Does  the  disappearance  of  any  indication  of  the 
predicrotic  wave  from  the  smooth  descent  of  the  first 
part  of  the  tracing  justify  a  conclusion  that  the  wave 
is  absent  ?  Some  collateral  importance  attaches  to 
this  question.     Roy  and  Adami  hold  that  the  wave 


In  the  dicrotic  pulse,  Roy  and  Adami  find  not  only 
a  more  rapid  and  deeper  drop,  but  also  an  earlier 
one.  According  to  them  there  is  no  outflow  re- 
mainder after  the  papillaiy  contraction,  which  is 
supposed  to  have  expelled  the  ventricular  contents 
at  one  jerk  ;  whilst,  somewhere  in  the  long  drop  that 
follows,  fits  the  time  of  the  sigmoid  valve  closure. 
In  other  words,  one  of  the  coiistltuent  parts  of  the 
pulse-wave  has  dropped  out,  as  the  result  of  increased 
rapidity  of  systole. 

This  apparent  loss  of  the  predicrotic  wave,  which 
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most  tracings  confirm,"^  is  an  argument  for  regarding 
it  as  produced  outside  the  heart,  as  a  wave  of 
rebound.  Had  it  been  a  direct  product  of  the 
heart's  contraction,  why  should  it  have  totally  dis- 
appeared? 

Viewed  merely  as  an  intra-arterial  rebound- wave, 
independent  of  intra-cardiac  pressure,  the  predicrotic 
wave  could  be  imagined,  without  calling  to  aid  so 
big  a  postulate,  to  be  open  to  varied  fortunes,  even 
to  the  point  of  total  eclipse.  For  it  is  conceivable 
that  the  wave  may  be  not  entirely  absent,  though 
submerged  by  some  great  fall  of  pressure,  or  caught 
up  by  some  great  rise  coinciding  with  it.  We  need 
hardly  look  for  it  at  any  point  in  the  tracing  beyond 
the  region  of  semilunar  closure,  since  the  quick  systole 
of  dicrotism  would  promote  its  early  rather  than  its 
late  appearance.  The  predicrotic  rise  could  hardly 
then  lie  disguised  at  the  bottom  of  the  broad  dicrotic 
depression,  or  be  included  within  the  dicrotic  wave 
itself.  Less  improbable  is  a  suggestion  that  it  may, 
by  reason  of  the  rapidity  of  the  events,  form  some 
part  of  the  slight  width  presented  by  the  primary 
summit  in  some  dicrotic  tracings.  The  majority, 
however,  of  the  latter  culminate  in  an  acute  angle 
rather  than  in  a  plateau. 

Bearing  in  mind  that  at  best  it  can  only  be  a  very 
small  wave,  owing  to  its  conjunction  with  lai^e 
dicrotism,  we  may  provisionally  assume  that,  although 
it  may  have  been  started  as  in  any  normal  pulse- 

*  Some  of  the  hjper-dicrotic  pulsations  in  Fig.  170,  p.  398,  (after 
inhalation  of  amyl  nitrite)  show  an  unmistakable  predicrotic  wave ;  and 
in  one  or  two  of  them  this  is  preceded  bj  an  undulation  in  the  primary 
downstroke. 
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wave,  it  has  become  lost  in  the  jijieat  post-Bystolic 
fall  of  pressure  which  combines  with  the  negative 
rebound  from  the  dilated  capillaries. 


The  Position  Ooonpled  in  the  Tracing  by  the 

Diorotio  Summit;   or  the  Relative  Time 

of  the  Diorotic  Wave. 

Arterial  conduction  and  peripheral  delay  are  the 
two  influences  which  must  tell  on  the  time  kept  by 
the  wave ;  and  of  tliese  the  latter  presents  the  more 
palpable  variations,  for  the  capillary  pulsation  asso- 
ciated with  extreme  dicrotism  has  an  appreciable 
duration.  The  rapidity  of  artei-ial  conduction  also 
varies  {cf.  p.  200),  but  in  a  less  important  degree, 
in  spite  of  the  nnich  greater  distance  involved.  Thus 
with  an  averags  intra- arterial  pressure  and  velocity 
the  relative  time  will  be  regulated  mainly  by  the 
peripheral  factor.  If  this  also  should  remain  un- 
changed, the  position  of  the  dicrotic  rise  in  the  tracing 
will  remain  constant. 

The  peripheral  delay  will  be  greatly  modified  if 
the  capillary  elastic  reaction,  instead  of  being  almost 
suppressed,  is  brought  into  full  play.  The  elastic 
reaction-tirae  seeras  to  be  less  variable  than  the 
rebound-time.  At  any  rate  it  is  not  ruled  like  the 
latter  by  the  intra-arterial  pressure  and  velocity. 
Hence  if  the  pulse  should  quicken,  the  dicrotic  wave 
need  not  keep  abreast  with  the  systolic  wave.  It 
is  relatively  late,  as  in  the  "dicrotic"  and  "  hyper- 
dicrotic "  pulses — it  may  even  be  absolutely  late, 
that  is,  too  late  to  be  recorded  in  the  tracing  of  the 
pulse-wave,  as  in  the  monocrotic  variety. 
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7%e  variations  in  t/ie  dicrotic  iime  under  pat/u>- 
logical  influences  will  probably  become  an  interesting 
subject  for  study.  For  the  present  let  us  merely 
allude  to  the  respective  time  differences  bi-ouglit 
about  by  obliterating  the  radial  artery  above  and 
below  the  sphygmograph  in  any  normal  subject. 


.pta.  I 


Variations  In   the  "  Dicrotic  Time "  In  Obliterm 
of  the  Artery  Above  or  Below  tbe  Sptarrmoffrapta. 

If  it  were  possible  to  cut  off  entb'ely  the  partial 
capillary  reaction  occurring  even  with  moderately 
constricted  arterioles,  the  peripheral  delay  would  be 
much  shortened  and  the  dicrotic  time  made  earlier. . 


Pulse  tracing  above  the  blcick  (same  as  Fig.  1J4|.  The 
vertical  lines  point  to  tbe  apex  of  the  dicrotic  wave,  enkbling 
tbe  distance  of  the  latter  from  both  ends  of  the  pulse-wave  to 

This  can  be  done  within  the  district  of  the  artery 
under  investigation ;  but,  since  the  dicrotic  wave  is 
supposed  {see  p.  256)  to  be  a  sum  of  peripheral  re- 
bounds from  the  whole  body,  focussed,  as  it  were, 
and  reflected  again  by  tbe  aorta,  so  slight  a  local 
perturbation  could  hardly  be  expected  to  affect  the 
wave-time.      An  inspection  of  the   tracings  shows, 


r 
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however,    that    an   appreciable   difference    is    made, 
which  will  need  some  explanation.     Thus  in  Marey's 
tracing    {loc.    cit.,    Fig.    159),   and  in   the    author's 
tracing  {Fig.  168),  both  taken  above  the  seat  of  com- 
pression, the  results  of  obliterating  the  artery  seems 
to  have  been : 

(1)  To  accelerate  the  dicrotic  summit ; 

(2)  To  narrow  and   render  sharper  tlie   dicrotic 

notch; 

(3)  To  broaden*  the  predicrotic   portion   of  the 

trace,  bringing  into  view  one  or  two  pre- 
dicrotic  waves  ; — results,  all  of  which  are 
opposed  to  those  observed  in  "  dicrotism." 
Tracings  of  the  anastomotic  pidae  {Fig.  169),  taJten 
iTc.  ira 

The  anastomotic  pulse  tracing   below  ll.e  block  ^mt-  as 
Vig.  153).     Tha  vertical  lines  facilitate  n  measuremeBt  of  the 
distacce  of  Ibe  diciotio  Bummit  from  the  neigbbQuring  up- 
strokes. 

immediately  below  the  obliteration,  display  the  same 
features  somewhat  toned  down. 

WaT«,  to  be  looked  for  in  the  Traolar  t 

These  observations  will  need  confirmation  in  view 
of  the  important  conclusions  which  may  be  based 

1 

i 

*  This  1>  not  iO  well  shown  in  Marej's  traoing. 

J 
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upon  them.  If  it  should  be  found  that  the  dicn 
time  is  altered  only  m  the  artery  compressed, 
not  in  those  of  the  other  limbs,  this  would  be  almost 
a  proof  that  the  modification  in  time  La  due  to  the 
local  phase  of  the  dicrotic  events — that  is,  to  the 
centripetal  wave,  which  by  its  reflection  (together 
with  other  waves)  at  the  root  of  the  aorta,  gives 
rise  to  the  dicrotic  wave. 

The  direction  of  the  dicrotic  wave  being  centri- 
fugal, where  is  the  centripetal  elastic  wave  of  \s'hich 
it  is  the  rebound  ? 

There  is  nothing  inconsistent  in  the  assumption 
that  the  dici-otic  rise  contains  not  only  the  centri- 
i'ugal  wave  rebounding  from  the  aortic  valves,  but 
also  the  centripetal  elastic  rebound-wave.  Slnca-H 
there  is  room  in  the  primary  wave  for  the  systolii 
wave  and  for  its  rebound  also,  we  shall  see  thai,  % 
fortiori,  there  should  be  room  for  a  double  wave  i 
the  dicrotic  elevation. 

Since  writing  these  pagee,  I  have  been  favoured  by  my  ■ 
clinioal  clerk,  Mr.  H.  F.  TnrobuU,  with  the  s 


ciDg  taken  before,  lower  tracing  a/ler,  the  inhal- 
le.     Pressure:  IDO  grms.   (MarcTs  Sphyg- 


the   normal   pulse,   and   of   its   serml    modifications    under 
influence  of  nitrite  of  amyl  (^.  p.  260),     The  dicrotic  i 


Hyper-dicrotio  stage 
normal  type  after  a  poriod  nF  simple  di 

The  last  tracing  shows  simple  dicrotism,  the  dicrotic  summiti 
lecoming  less  and  less  late,  until  it  almoet  regains  its  normal 
position. 

Some  SnrvefttiTe  F«atare>  of  tta«  Olorotio  Wave 
and  Motoh. 

{ 1 )  A  first  point  worthy  of  notice  is  the  much 
greater  proportion  of  space  occupied  by  the  dicrotic 
trough  and  rise  In  the  dicrotic  pulse  than  in  the 
healthy  one  ;  and, 

(2)  la  particular,  the  duration  as  well  as  the 
depth  of  the  trough.  In  sphygmograms  taken  under 
suificient  pressure  to  bring  out  the  full  height  of  the 
primary  wave,  it  is  seen  that  the  dicrotic  notch  at  the 
basal  line  Is  appreciably  broader  than  the  summit  of 
the  primary  wave.     Moreover,  it  can  be  shown*  that 


A  horizontal  lit 
the  Dotch  is,  in  aomt 
wave,  aometimos  eve 


B  drawn  throngh  the  dicrotic  aumniits  will  ahow  that 
oa«ca,  at  least  as  broad  at  thia  level  as  tbe  primary 
1  broader. 
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tbe  passage  of  the  wave  has  been  followed  by  an 
terval  not  less  than  its  own  length  ;  and  that,  th' 
fore,  the  systolic  wave  proper  has  passed  away,  and 
with  it  the  primary  or  immediate  peripheral  rebound- 


'^ 


(3)  The  fully  dicrotic  wave  starting  from  the  bai 
line  shows  an  important  peculiarity.     Its  rise  is  not 
parallel  with  the  primary,  but  more  or  less  strongly 
inclmed  away  from  it,  in  some  cases  very  strongly 

(4)  Moreover,  it  is  in  some  instances  visibly  ana- 
crotic;  and,  in  many  "dicrotic"  tracings,  more  or 
less  rounded  at  its  summit  (this  bluutness  is  also 
a  common  feature  of  the  minute  normal  dicrotic 
wave).  The  fall  of  the  wave  is  likewise  less  abrupt 
than  that  of  the  primary,  and  in  this  respect 
approaches  the  type  of  fall  of  the  normal  wave. 

(5)  Not  only  is  the  dicrotic  summit  often  broader 
than  the  primary  summit,  but  in  many  a  "  dicrotic  " 
trace  the  width  of  the  dicrotic  wave  exceeds  at  its 
foot  that  of  the  primary  wave. 
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These  peculiarities  are  not  incompatible  with  a 
view  that  the  great  dicrotic  wave  is  made  up  of  a 
series  of  waves,  the  first  of  which  would  be  the 
"  local  "   rebound  from  the  capillary  district  of  the 


Hj-per-dicrotio  tracing,  sliowiDg  feutur 
Been  iu  Fig.  171. 


i  aiialogoiis  to  tbose 


artery  sphygmographed.  The  slight  rise  initiated  by 
this  would  be  added  to  by  similar  rebounds  from 
neighbouring  districts.  These  rebounds,  likewise 
centripetal  in  their  main  direction,  would  reach  the 
aorta  in  rapid  succession,  and  be  reflected  as  the 
broad  wave,  the  direction  of  which  has  been  proved 
by  the  tachograph  to  be  centrifugal. 

According  to  this  interpretation,  the  centripetal 
wave  contributed  by  each  artery  would  start  the 
dicrotic  wave  in  that  artery ;  and  in  each  artery  the 
start  would  be  earlier  or  later  according  to  circum- 
stances ;  but  the  body  of  the  wave  would  be,  prac- 
ticidly  speaking,  the  same  in  all  arteries,  mutatis 
mutandis. 

The  anaciotic  character  of  some  dicrotic  waves  is 
also  rendered  intelligible.     Lastly,  there  would  be  a 
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general  similarity  between  the  primary  and  the 
secondary  wave  ;  but  in  the  latter  the  bigger  event, 
that  originating  centrally,  would  come  last,  instead 
of  forming  the  first  part  of  the  rise,  as  in  the  systolic 
wave.  The  dicrotic  wave  Would  be,  as  it  were,  the 
"  mirror-image  "  of  the  primary  wave. 


CHAPTER  XVI. 

EXPERIMENTAL  STUDY  OF  THE  CHANGES 
IN  THE  PULSE  DUE  TO  RAISING 

THE  ARM. 

The  theories  to  which  this  apparently  trivial  experi- 
ment has  given  rise  cannot  be  profitably  discussed 
before  its  conditions  are  better  defined. 

The  quotation  from  Marey  *  (see  p.  166),  as  well  as 
the  descriptions  given  by  other  authors,  simply 
mention  "raising  the  arm,"  but  make  no  reference 
to  the  way  in  which  this  is  to  be  done,  whether 
actively  or  passively,  moderately,  or  to  an  extreme 
extent,  vnth  rigid  or  with  loose  elbow.  Yet  the 
difference  in  the  results  justifies  these  distinctions. 

The  Feooliaritles  Observed,  and  their  Alleged 

Caiuies. 

Nevertheless  observers  are  agreed  as  to  the  chief 
effects  produced  on  the  pulse  by  raising  the  arm. 
These  consist  mainly : 

( 1 )  Of  a  diminished  tension  of  the  pulse ; 

(2)  Of  an  increased  size  of  its  oscillations ; 


*  Marey,  he.  eit.,  p.  287. 
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^.^)  i>f  fill  uxMTotic  type  of  its  traciDg ; 

(^  >  i>f  a  radiiction  in  the  sin  of  its  dicrotic  waiu 
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>ii»4»a  ."Tu^si^  Trpr«^diicied  from  Ton  Flrey  (/oc.  cit.,  p.  220). 
*!>r  i()v«n:  :::ftrji^  Takn  with  mnn  dependent ;   the  lower 

Wc  TiVAv  T)>^TefvM^  assume  that  the  oonditioiis  of 
t)?;\:  «\\jx^rin>onTsi  >»v.n?  fairly  even,  and  probably  not 

1^  ^vs5s  ,'.▼'  rrWi^9>,  which  renders  the  oscillations 
Xv.^vr,  hr:  a:  :he  ^«une  time  exposes  them  to  the 
v-s\  v>f  K  ;v*jr  ^\>r.^plotoly  extinguished  by  too  great  a 
i^:x^>fii;:^v  ^^:'  :  he  n:^r,  are  admitted  to  be  due  to  the 
i.v,v,v„i:;j;  A\x;\v  of  Wixxl  from  the  capillaries,  and  to 
t::o  vii:i*.inis}ic\i  i^irt^  and  ix^mpanitive  emptiness  of  the 
Ui:c*i\  wliils:  the  arteries  are  free  fix)m  any  muscular 
v.vi^iu  and  iwHot  nv^dily  by  means  of  their  elasticity 
iv*  evtTv  variaiion  of  their  contents. 

The  Kif,',ic*\*tt\^^fh  is  not  dwelt  upon  by  Marey. 
hia>auuoh  jis  he  s(H.'ak$  of  tlie  variation  in  pressure 
Kiu^  abrupt,  it  would  almost  seem  as  though  he 
had  failtxl  to  elicit  this  important  character  in  the 
jnilst\  AVo  sliall  see  presently  that  it  is  inseparable 
tuviu  the  other  events  when  the  arm  is  sufficiently 
vaisi^l. 
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Von  Kries,  as  stated  on  p.  232,  fully  recognises  the 
altered  aspect  of  the  wave,  its  laboured  and  pro- 
tracted growth,  and  its  anaci-otic  event.  But  he 
fails  to  make  us  clearly  understand  the  mechanism 
of  the  change,  though  the  theory  which  he  calls  to 
aid  is  explained  with  his  usual  lucidity.  He  glances 
at  the  question  of  the  arterial  diameter  possibly 
narrowed  by  stretching,  and  thus  influencing  the 
wave  ;  but  he  turns  with  less  uncertainty  to  the  wave- 
rebounds,  which  he  supposes  to  occur  in  an  increased 
degree  in  the  portions  of  the  limb  lying  higher  than 
the  arterial  distribution  in  question,  thus  causing  in 
the  latter  the  late  arrival  of  important  instalments  of 
pressure. 

By  way  of  preliminary  criticism  let  us  at  once 
point  out  a  necessai-y  distinction.  The  two  recog- 
nised features  of  this  pulse  are  so  dissimilar  and 
almost  contradictory,  that  they  could  hardly  be  due 
to  the  same  mechanism,  or  be  found  in  any  one  case 
associated  in  equal  proportions.  The  amplitude  of 
the  wave  is  increased ;  but,  on  the  other  hand,  the 
tension  is  greatly  reduced,  and  the  tracing  shows 
slowness  of  inflow  and  anacrotic  rise. 

Under  ordinary  circumstances  these  two  conditions 
■would  exclude  each  other.  Pulses  giving  the  most 
ample  waves  are,  as  a  rule,  those  in  which  the  latter 
run  the  most  i"apid  course  ;  whilst  slow  anacrotic 
pulses  usually  perfonn  but  moderate  oscillations. 
We  specially  refer  to  the  tall  and  perpendicular 
wave  of  aortic  regurgitation,  and  to  the  moderately 
elevated,  but  broad  and  anacrotic,  wave  of  aortic 
stenosis. 

In  the  pulse  under  consideration  both  results  are 
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observed  ;  might  not  alao  both  mechanisDis  be  present, 
or  at  least  represented  by  some  equivalent  combina- 
tion ? 

Regurgitation  through  the  valves,  which,  in  aortic 
valvular  insufficiency,  abruptly  lessens  the  arteiial 
pressure,  is  represented  here  by  gravitation.  Where 
is  the  element  of  stenosis,  the  presence  of  which  is 
so  plainly  shown  in  the  tracing  ?  The  following  ex- 
periments demonsti-ate  that  we  are  not  dealing  merely 
■with  the  friction  within  arteries  narrowed  by  stretch- 
ing, nor  with  the  resistance  of  collapsed  arterioles, 
and  of  capillaries  needing  to  be  reopened  by  each 
systolic  wave. 

Expei-i7nc7it  xli.* 

The  patient  ie  supposed  to  be  standing  :  his  arm 
hanging  loosely  in  the  ordinary  neutral  attitude,  and 
his  pulse,  which  will  be  found  to  be  heating  strongly, 
held  under  the  continuous  and  somewhat  tirm 
pressure  of  the  observer's  fingers.  He  is  now  directed 
to  turn  the  palm  forcibly  outwards,  without  lifting 
or  moving  the  ai-ra  from  the  side.  The  immediate 
effect  on  the  pulse  is  that  it  ceases  to  be  felt,  and 
is  not  felt  so  long  as  the  previous  firm  pressure  is 
kept  up ;  but  with  lighter  pressure  it  is  readily  per- 
ceived, and  with  very  light  pressure  it  yields  ample 
pulsations,  contrasting  in  their  duration  and  round- 
ness with  the  sharper  and  shorter  style  of  the  previous 
pulse. 

If,  instead  of  rotation  of  the  hand  outwards,  rota- 
tion Inwards  and  backwards  be  performed,  likewise 

*  These  experimeatB  nil)  pcobablr  succeed  best  if  the  tinned  oIm 

be  his  own  subject. 
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with  powerful  strain,  precisely  tlie  same  results  will 
occur. 

In  this  experiment  tlie  clianges  observed  in  the 
pulse  were  iilmost  identical  with  those  induced  by 
raising  the  arm  ;  yet  the  arm  was  kept  dependent. 

ExjMTiriient   XLn. 

An  easier  way  of  ai-riving  at  the  same  result 
(especially  when  the  observer  acts  as  his  own  subject) 
is  to  watch  the  pulse  changes,  seated  in  front  of  a 
table,  the  right  forearm  and  hand  resting  at  ease  with 
their  ulnar  border  on  the  table.  The  same  straining 
movements  may  now  be  performed  in  the  horizontal 
attitude  of  the  arm.  In  proportion  to  the  strain  the 
pulse  will  be  extinguished  at  the  wrist  as  in  the 
previous  case. 

Experivu'iit  xliii. 

The  subject  is  made  to  Ue  at  full  length  on  his  face 
on  the  floor,  with  arms  gently  curved  so  that  the 
hands  hardly  extend  beyond  the  level  of  the  vertex. 
In  this  attitude  the  pulse  will  be  normal  and  full, 
and  firm  pressure  is  to  be  kept  on  it.  The  subject  is 
now  directed  to  stretch  the  arm  to  its  fuU  length 
along  the  lioor  ;  the  pulse  will  immediately  disappear 
for  strong  pressures  of  tJie  finger,  reappearing  when 
the  pressure  is  diminished. 

In  this  case  the  same  result  Is  obtained  as  in 
raising  the  arm,  and  by  the  identical  manoeuvre ;  but 
gravitation  is  excluded. 

N.R — In  all  these  experiments,  but  especially  in 
the  present  one,  it  will  he  observed  that  the  effect 
will  be  proportionate  to  the  effort.     In  this  instance. 
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if  the  subject  should  not  only  stretch  the  arm  at  full 
length,  but  should  endeavour  to  reach  beyond  its 
length,  the  pulse  may  become  absolutely  extinguished 
so  that  even  the  lightest  pressure  fails  to  perceive  its 
beat.  This  ultimate  result  is  best  obtained  by  com- 
bining with  the  muscular  effort  just  mentioned  either 
extreme  rotation  of  the  arm  outwards,  or  especially 
extreme  rotation  inwards. 

Experiment  XLiv. 

We  may  now  repeat  the  original  experiment,  in 
the  upright  position  of  the  trunk,  using  in  succe^ssion 
the  three  degrees  of  extension  previously  hinted  at : 

(1)  K  the  subject's  arm  be  simply  raised  by  the 
observer,  the  modification  in  the  pulse  will  be  of  the 
kind  usually  described ;  and  the  pulsations,  under 
suitable  pressure,  will  be  amplified. 

(2)  If  the  arm  be  pulled  up  forcibly,  the  pulse  will 
be  much  reduced,  and  it  would  be  hard  to  say  that, 
even  under  the  lightest  touch,  the  pulsations  were 
amplified. 

(3)  If  instead  of  passive  extension,  the  subject  be 
made  to  raise  the  arm  with  the  utmost  voluntary 
effort,  the  radial  pulse  will  almost  cease  to  be  felt ; 
and  this  result  will  be  the  more  marked  if  with 
elevation  be  combined  a  forcible  rotation  of  the  arm 
outwards  or  better  still  inwards. 


CHAPTER  XVn. 

CONCLUSIONS  FROM  THE  EXPERIMENTS 

WITH  RAISED  ARM. 

Stenosis  the  Chief  Agent. 

Thb  co-operation  of  some  form  of  local  stenosis,  in 
modifying  the  pulse  in  the  way  which  authors  have 
described,  has  now  been  fairly  demonstrated.  So 
obvious  is  this  conclusion  that  we  begin  to  doubt 
whether  the  original  idea  as  to  the  nature  of  the 
phenomenon  was  not  got  from  a  fialse  point  of  view, 
and  whether  the  whole  process  is  not  from  beginning 
to  end  connected  with  stenosis,  the  results  varying 
with  the  degree  of  the  latter.  This  doubt  is  strength- 
ened by  the  feet  that  every  detail  of  the  pulse-change 
in  question  can  be  brought  about  independently  of 
gravitation.  That  gravitation  does,  more  rapidly  and 
more  effectually  than  any  other  means,  reduce  the 
eontents  and  the  size  of  the  capillaries,  will  be  at 
once  admitted ;  but  a  moderate  narrowing  of  the 
arterial  supply  clearly  tends  in  the  same  direction, 
nnce  total  cessation  of  inflow  would  leave  the  limbs 
Uoodleas. 


auBgemted  Interpretation  of  tbe  Sptanri 


Sphygmograms,  such  as  tliose  given  by  Marey  and 
by  vou  KrJes,  which,  we  must  assume,  represent  a 
moderate  degree  of  the  stenotic  effect,  might  then  be 
read  as  follows :  SHght  narrowing  of  the  arterial 
channel  (together  with  the  draining  effect  of  raising 
the  arm)  would  lead  to  a  diminution  of  the  contents 
and  calibre  of  cajnllaries,  with  probable  increase  of 
their  frictional  resistance  and  of  the  wave- rebound, 
and  with  great  diminution  or  total  loss  of  their  elastic 
distension  and  recoil,  and  therefore  of  dlcrotism  in 
the  pulse-trace. 

The  systolic  wave  would  take  a  longer  time  in 
passing  through ; — the  tirst  rebound  would  occur 
early  ; — and  the  upstroke  would  become  anacrotic. 
Owing  to  the  slow  fall  of  the  systolic  wave,  a  series 
of  wave-rebounds  would  combine  with  it ;  and  pres- 
sure, although  not  high,  would  be  kept  from  falling 
early,  and  the  downstroke  would  be  very  gradual 
and  hardly  notched  by  any  dierotism.  This  well- 
maintained  pressure  might  be  regarded  as  directly 
due  to  the  relative  smallness  of  the  capillary  calibre, 
whereby  blood  would  be  longer  retained  within  the 
artery. 

Nevertheless  the  wide  oscillations,  under  a  feeble 
extra-arterial  pressure,  clearly  point  to  low  wall- 
tension  and  to  low  intra-arterial  pressure,  and  to  a 
high  degree  of  elastic  mobility  of  the  arterial  waU. 
This,  with  the  restricted  blood  supply,  becomes  in  a 
measure  a  substitute  for  the  elastic  mobility  of  the 
capillaries  seen  in  "  dicrotic  "  pulses. 

By  lowering  the  wrist  completely,  all  these  features 
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would  be  reversed,  as  shown  in  von  Kries'  sphygmo- 
gram. 

Had  the  ann  been  raised  i'orcilily,  tlie  pulse-tracing, 
far  from  yielding  more  ample  oscillations,  would  pro- 
bably have  been  very  small.  The  blood  supply  being 
greatly  diminished,  muscular  constrictive  spasm 
would  be  set  up  in  the  artery,  and  the  freedom  of 
oscillation  would  cease.  We  are  not  aware  of  the 
existence  of  any  sphygmograras  taken  in  the  extreme 
positions  which  have  been  described  above. 

As  regards  the  tactile  appreciation  of  the  changes 
in  the  pulse,  we  suspect  that  the  impression  of  in- 
creased amplitude  may  often  have  been  intensitied  by 
its  longer  duration.  This  would  be  an  instance 
of  those  tactile  fallacies  which  Marey  "  has  described 
under  the  name  of  "  illusions  du  toucher."  The 
sphygmogram  shows  a  sufficient  cause  for  this  possible 
error.  Concerning  the  reality  of  the  dwindling  of  the 
pulse  under  extreme  conditions  no  doubt  can  be 
entertained,  although  tactile  appreciation  is  not  in 
this  case  checked  by  the  sphygraograph. 

The  Mechanism  of  the  Arterial  Stenosis. 

The  remaining  question,  as  to  the  mode  of  pro- 
duction of  stenosis,  can  be  answered  at  least  in  part. 
We  shall  deal  with  it  comprehensively,  the  case  of 
the  raised  ai-m  bemg  regarded  as  only  one  variety  in 
the  group. 

In  the  first  place  muscular  action  enters  into  the 
mechanism  of  all  varieties,  except  that  in  which  the 
arm  is  raised  passively ;  secondly,  the  ofiect  on  the 
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pulse  is  proportionate  to  the  amount  of  muscular 
effort ;  and  thirdly,  the  effect  is  moBt  marked  when 
the  muscular  effort  is  made  in  certain  directions 
(rotation  inwards  or  outwards). 

Tbe  Site  of  the  StenoslB,  fl 

Which  is  the  Artery  affected  ?     If  the  ulnai*  pulse 
should  be  found  altered  in    the  same  way  as    the 
radial,  the  suspected  interference  must  take  place  at 
or  above  the  elbow.     The  ulnar  pulse  at  the  wrist  i 
not,  in  most  subjects,  well  adapted  for  the  inquiryvl 
We  have  at  times,  however,  opportunities  of  feelintf* 
an  abnormal    ulnar   artery,    with  superficial  course,  fl 
From  cases  of  this  kind  we  learn  that  the  ulnar  pulseJ 
suffers  the  same  changes  as  the  radial,  and  thereforoi  { 
that  the  brachial  ai-tery  must  be  implicated.     The^ 
latter  is  easy  to  feel  from    elbow  to    shoulder.      If 
gradually  explored  in  that  direction  by  the  finger,  its 
pulse  will  be  found  to  share,  as  high  as  the  finger  can 
feel,  in  the  alterations  induced  in  the  radial  and  in  the  , 
ulnar  arteries. 

On  turning  to  the  anatomy  of  the  axilla  we  realise  J 
that  the  brachial  artery  passes  here  through  a  region,  1 
full  of  powerful  muscles,  tendons  and  fascife.     Behind  * 
it  are  the  subscapularis,  and  the  blended  tendons  of 
the  teres  major  and  latissimus  dorsi ;  behind  and  to 
its  outer  side,  the  coraco-brachialis ;  in  front  and  to 
its  outer  side,  the  coracoid  head  of  the  biceps ;  and  , 
crossing  it  anteriorly  the  insertion  of  the  pectoralia 
major. 

An  important  relation  is  the  powei-ful  and  ehaip  i 
edged  tendinous  web  which  connects  the  two  last  j 
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named  tendons  just  below  their  insertion  (at  an  acute 
angle  with  each  other)  into  the  tip  of  the  coracoid 
process.  The  brachial  artery  passes  behind  this  web, 
and,  in  the  elevated  position,  would  be  received  in  the 
angle  between  the  two  muscles.  It  had  occurred  to 
the  writer  that  this  sharp  edge  might  be  tlie  means 
of  producing  direct  pressure  on  the  artery  either  by 
position  or  by  muscular  effort.  This  remains,  how- 
ever, unproved ;  and  it  appears  quite  as  likely  that  the 
muscles  themselves  are  the  agents  of  compression. 

Tbe  MuBcleB  Concerned  in  Its  Production. 

Supposing  all  the  muscles  which  have  been  enu- 
merated were  to  be  thrown  into  spasm  at  the  same 
moment,  the  arm  would  be  approximated  to  the  side 
and  the  artery  more  or  less  compressed  between 
musculai'  masses  projecting,  owing  to  their  contractile 
increase  in  thickness,  forwards  and  backwards,  in- 
wards and  outwards,  respectively. 

One  muscle,  however,  appears  to  be  more  intimately 
concerned  than  others  with  the  movements  which 
produce  partial  stoppage  of  the  pulse.  The  effect 
can  be  obtained  with  flexed  elbow,  without  moving 
the  arm  from  the  side.  The  requisite  is  then  powerful 
supination  or  powerful  pronation  of  the  wrist.  The 
effect  can  also  be  obtained  with  straight  elbow  and 
slightly  abducted  arm,  but  in  that  case  the  move- 
ment must  be  one  of  extreme  rotation,  outwai^ds  or 
inwards,  of  the  arm  at  the  shoulder- joint-  In  all 
these  cases  effect  is  taken  either  by  or  on  the  biceps. 
The  influence  of  the  contraction  may  be  direct ; 
but  from  the  sensation  communicated,  during  the 
performance  of  arm-strain,  to  the  Hngei-s  ap])Ued  to 


414  MECHANICAL  EXPLANATION. 

the  brachial   artery  in   its   middle  third,    it    \^ouId 
seem  as  though  tension  of  the  fascia  itself  \^ere  in* 
duced.     Any  possible  influence  of  this  kind,  and  any 
influence  exerted  on  the  brachia]  artery  duriDg*  mus- 
cular  action  by  the   aponeurosis  of  the  arm,    are 
matters  deserving  attention  in  the  future.     Again, 
the  large  and  numerous  branches  distributed  to  the 
muscles  of  the  arm,  are  capable  of  influencing*  the 
position  and  of  controlling  the  displacements  of  the 
vessel. 

At  an  earlier  date  the  author  had  imagined  that 
tension  of  the  bicipital  fascia  at  the  elbow  was  the 
cause  of  the  extinction  of  the  pulse  at  the  wrist ;  but 
ftirther  inquiry  convinced  him  that  the  arterial  com- 
pression occurred  at  a  higher  level. 

The  following  facts  tend  to  show  that  the  axillary 
artery  is  the  vessel  involved,  and  that  pressure  is 
exerted  by  the  muscles  themselves  and  probably 
from  before  backwards  rather  than  from  side  to 
side: 

(1)  Throughout  the  course  of  the  brachial  the 
venae  comites  are  placed  on  either  side  of  the  vessel ; 

(2)  Just  below  the  level  of  the  subscapularis 
muscle  the  veins  pass  to  the  inner  side  of  the  artery 
and  are  joined  by  the  basilic  vein ; 

(3)  Valves  occur  at  this  spot,  suggesting  the  pro- 
bable occurrence  and  the  utilisation  of  pressure ; 

(4)  The  cephalic  vein,  after  receiving  the  acromial 
thoracic  blood,  enters  the  axillary  vein  on  its  inner 
aspect,  some  distance  above  the  upper  margin  of  the 
pectoralis  minor:  in  arching  over  this  muscle,  it 
imitates  the  suggestive  curve  taken  nearer  the  latter 
by  the  acromial  thoracic  artery  ; 
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(5)  The  relations  of  parts  are  such  that  pressure 
exerted  od  the  axillary  artery  from  the  front,  &om 
behind  or  from  the  outer  side,  but  not  from  the 
inner  or  the  inferior  side,  would  not  interfere  with  the 
venous  flow. 

Tlius  the  group  of  muscles  *  surrounding  the 
axillary  artery  on  three  of  its  sides  would,  during 
their  simultaneous  contraction,  almost  represent  a 
sphincter  for  the  axillary  artery.  If  during  the 
spaam  the  humerus  were  rotated,  the  head  of  the 
bone  might  become  more  prominent,  and  add  to  the 
effect  of  muscular  pressure. 

Ib  there  anj  Pnrpoae  In  tlie  Arterial  Stenosis  t 

The  fact  that  the  brachial  pulse  is  greatly  reduced 
or  almost  suppressed  during  violent  action  of  the 
muscles  of  the  arm  is  strongly  su^estive  of  the 
probability  of  similar  results  elsewhere.  Wardrop.t 
who  appears  to  have  been  the  first  to  describe 
them,  long  before  the  author's  own  independent 
observations,  held  and  very  ably  argued  that  the 
blood  supply  to  muscles  in  general  was  automatically 
checked  or  diminished  by  their  contraction  ;  and  that 
the  purpose  of  this  arrangement,  to  which  he  gave 
the  name  of  tlie  miisculo-cardiac  function,  was  to 
stimulate  the  heart,  by  so  much  additional  blood, 
to  stronger  contractions.  Teleological  questions 
are  dangerous ;  more  particularly  in  relation  to  the 


*  laclading  the  long  Uead  of  the  triceps. 

+  "On  the  Nature  imd  Treatioent  of  the  DiseoMS  of  the  Heart  :  con- 
taining also  an  account  of  the  Musculo -Cud  lac,  the  Pulcuo-Cardiac,  and 
the  Veno-Pulmotiarj'  Fnnctiona."  B;  .Tames  Wartlrop,  M.D.,  Ice,  London, 
1851, 
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circulatioii  and  to  muscular  action,  their  scope  is  too 
extensive  for  the  pages  of  this  work.  Still  the  subject 
is  one  worthy  of  renewed  inquiry,  all  the  more  since 
Wardrop's  ideas  do  not  seem  to  have  been  taken  up, 
and  that  physiological  teaching  has  rather  tended  in 
a  different  direction. 


PART  VI. 

THE  OBSERVATIONS    AND  THEOKIES   OF 
HENRI  FOUQUET  (1727-1806). 

CHAPTER  I. 

FOUQUET'S    METHOD    AND 
CLASSIFICATION. 

On  the  Uses  of  the  Ghraphlo  Method. 

As  a  preliminary  to  a  description  of  Fouquet  s  dia- 
grams of  the  pulse  and  to  a  brief  account  of  his 
views,  a  further  quotation  from  his  book,  in  connec- 
tion with  the  advantages  of  the  graphic  method,  will 
be  found  of  interest : 

**  Quoi  qu*il  en  soit  des  premiers  risques  de  ce  travail  qui  a  ^t^ 
suivi  constammcnt  |)endant  plu8ieui*es  ann^es,  je  n'aurai  point  k 
me  plaindre  du  produit,  s'il  pent  supplier,  jusqu'^  un  certain 
|X)iiit,  ce  qui  manque  sur  cette  mati^re  dans  les  auteurs." 

*'  Les  decouvertes  qu*on  propose  done  ici  au  public,  consistent 
en  des  caract^res  ou  des  modifications  varices  du  Fouls,  relative- 
iiieiit  aux  dififerens  organes  qui  sont  actuellement  affect^s  ou 
meiuices  dans  les  maladies ;  c'est-4-dire,  en  des  notions  particuli^res 
sur  le  syst^me  entier  des  Fouls  nan-critiques,  qui,  dans  leur  sens 
pi'opre,  doivent  etre  appell^  Fouls  des  organes.  Fouls  organiques  ; 
denomination  d'autant  plus  exacte,  qu'on  verra  dans  la  suite,  que 
ces  modifications  peuvent  encore  s*etendre  k  certaines  dispositions 

2d 
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dea  orgnnes,  dans  I'^tnt  de  sanW  ou  de  Ugbn  iiicommodit6.  D  y 
a  pIuK,  les  experiences  qui  ont  f  oumi  la  decouverte  de  ces  csimcttrea. 
leu  ont  en  m^me  temps  reprSsent^  si  distinct^,  ej  sensiblee,  et  ra 
que]que  fa^n  ei  palpables  dans  I 'observation,  qu'iudependammeDt 
des  analyses  ou  explications  raisonn6es  qu'on  en  donne,  on  a  era 
pouvoir  encore  parler  aux  yeux,  et  rendre  ees  differens  cantcteras 
par  des  figures." 

"  Cette  Douvelle  m^tbode  prfsente,  comme  on  peut  en  juger,  les 
plus  grandes  fat-ilitfia.  1,  Avec  le  tact  le  moins  exerc^,  tout 
Medecin,  toute  persotine  m@me  qui  n'est  pas  de  I'Art,  peut 
apprendre  d'elle-mfime  a  connoitre  I'eaptee  de  Pouls,  affect^ 
individuellement  k  cbaqite  organe  ;  du  moins,  puis-je  bien  certifier 
qu'une  simple  expohitiou  orale,  ou  quelques  traits  jettte  u  la  h&te 
sur  du  papier,  aur  une  carte,  aupr^s  du  lit  des  moJades,  out  sudi  it 
beaucoup  de  jeunes  gens  poor  qu'ils  soient  parvenus  dans  trto-pen 
de  temps,  jk  acquirir  sur  ces  caractferes  particuliera  du  Poids,  les 
notions  majeures  et  foudainentales." 

2.  "  II  n'eat  surement  pas  de  moyen  plus  commode,  pour  aalEir 
et  retenir  les  compbcations  qui  ae  rencontrent  dans  un  seul  «t  mema 
Pouls,  lorsque  la  maladie  int^resse  plusieura  organes  k  la  fois  ;  ce 
qui  n'est  pan  aise,  k  beaucoup  pr^,  par  les  signes  indiqu^s  dans  1m 
ouvrages  des  modemeti,  toute  excellente  qu'est  leur  m^tbode,  touW 
sup^rieure  sans  doute  qu'on  la  trouve,  une  fois  qu'on  la  poesMe. 
On  peut  remarquer  en  effet,  qus  ces  signes  consistent  uniquemeat 
en  des  combinatsons  tr^s-rapides  de  plusieurs  monleres  (l*&tT«  d« 
I'ai't^re,  soit  dans  ees  mouvemens,  soit  dans  ses  dimensions; 
corabinaisons  toujours  embarrassantes  qu'il  faut  savoir  decomposer 
pour  en  tirer  un  prognostic ;  ce  qui  demande,  quoi  qu'on  en  dise, 
beaucoup  de  sngncitc,  beaucoup  de  finesse  dans  le  tact,  et  un  long 
exercice  de  la  part  de  I'observateur." 

S.  "  Cette  metbode  est  de  la  plus  grande  ressource  pour  Im 
jeunes  gena,  qui,  outre  les  difficult^s  d^ji  exposeee  de  la  method* 
des  modemes,  sout  sujets  a  se  d^gouter  de  I'observntion  en  tomliaiit 
sur  des  maladies  dont  la  marche  est  forc^e,  c'est-a-dire,  denature 
par  des  manteuvres  violentea  et  continues:  au  lieu  qu'avec  la 
nouvelle  m^thode,  ils  peuvent  attraj^er,  cbemin  faisant,  leM 
ciu-HCt^res  de  quelques  Pouls  noTir^rttiqicee,  et  par-lil,  se  trout*^-  en 
etat  de  discerner  lea  plus  legers  mouvemens  de  la  nature  ;  ce  qui  Ism 
arrete  utilemeut  et  les  rappelle  aupris  des  malados,  en  excitttnt 
leur  curiosity." 


AND   THEORIES. 


The  Theories  on  the  Pulse  Adopted  by 
Fouqaet. 

The  Critical  Pulses  of  Solano. 

Fouquet  was  not  tempted  to  originate  any  novel 
theory,  being  strongly  swayed  by  authority,  but 
placed  his  great  powers  of  observation  entirely  at  the 
Service  of  the  theories  of  the  day  and  especially  of 
that  of  his  teacher  and  patron,  T.  de  Borden ;  at  the 
.same  time  striving  to  show  that  these  theories  were 
inot  truly  novel  but  revived  from  Galen  and  his 
successors  after  a  period  of  oblivion. 

Solano's  critical  jnilses  and  de  Bordeu's  organic 
pidscs  supplied  the  basis  and  the  material  for  his 
■work,  the  first  relating  to  prognosis,  and  the  second, 
the  study  of  wliich  he  made  more  specially  his  own, 
to  diagnosis. 

From  an  obscure  town  in  Andalusia,  Solano 
de  Luque  *  (1685-1738)  revolutionised  the  clinical 
teaching  on  the  pulse.  His  disciple  Nihell  t  brought 
the  new  doctrine  to  this  country,  whence  it  was 
gradually  diffused.  Briefly  stated,  Solano's  theory 
assumed  that  the  several  crises,  by  hremorrhage,  by 
vomiting  and  diarrhcea,  by  diaphoresis,  and  by 
diuresis,  were  announced  by  definite  changes  in  the 
pulse.  An  account  of  the  varieties  described  by  him 
and  of  other  interesting  particulars  will  be  found  in 
Ozauam's  work  (loc.  cit.  pp.  112-118). 


•  ■'  Lapis  Ljdias  Apolliuia,-  in  (ol.  Madrid,  1731. 

t  "  Kew  and  Kitraordiniry  ObservatiooB,  Concerniog  tbe  Predictions 

the  Vsrions  Crises,  by  (be  Ueona  oF  the  Pulse,"  8vo,  London,  1T41. 
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The  Oreranlo  Pulses  of  de  Borden. 

In  the  absence  of  crises,  the  many  abnormalities  of 
the  pulse  remained  to  be  accounted  for.  These  non- 
critical  pulses  Th^ophile  de  Bordeu*  (1722-1756) 
classified  into  groups  under  the  name  of  the  Organic 
Pulses. 

Reviving  the  errors  of  the  Greek  physician  Actu- 
arius  (eleventh  century),  although  little  conscious  of 
the  prophetic  truth  of  the  principle  upon  which  they 
had  been  based, 

"  The  more  sensitive  parts  of  the  body  modify  the  pulse  in 
consequence  of  the  pain  which  they  feel ;  and  the  leas  sensitive 
modify  it  in  relation  to  the  special  affection  from  which  they 
suffer  " — ("  De  Method.  Med.,"  lib.  L  c.  ix  [Venetiis],  quoted  by 
Ozanam,  he,  cU.  p.  26). 

he  conceived  that  the  varieties  in  the  pulse  were 
determined  by  the  various  organs.  Actuarius  had 
professed  to  identify  the  seat  of  disease  in  the 
liver,  the  spleen,  the  kidneys,  the  bladder,  the 
stomach  and  the  intestines.  De  Bordeu  carried  this 
analysis  further,  but  began  by  dividing  the  pulses 
into  superior  or  supra-phrenic ^  and  inferior  or  sub- 
phrenic. The  superior  was  supposed  to  be  rebound- 
ing or  dicrotic,  its  chief  varieties  being  the  pectoral, 
the  guttural,  and  the  nasal.  The  inferior,  distin- 
guished by  inequality  and  skipping  action,  was 
specialised  into  organic  varieties  as  the  stomachal, 
the  intestinal,  the  hepatic,  the  splenic,  the  renal,  the 
uterine,  and  the  haemorrhoidal  pulse. 


*  Th.  de  Bordeu,  '*Recherches  sur  le  Pouls,  par  rapport  aux  crises." 
Paris,  1756. 
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AND   THEORIES. 


The  Individual  Features  of  the  Organlo  Fulsea 
Studied  by  Fouqaet. 

Beyond  attributiug  to  these  varieties  the  general 
characters  of  "a  pulse  of  irritation"  de  Bordeu  had 
failed  to  assign  clearly  to  each  of  thera  individual 
and  distinctive  tactile  chai-acters.  Fouquet  set  him- 
self the  task  of  supplying  this  deficiency,  and  he 
refers  to  his  results  in  the  following  terms : 

"  Or,  c'eat  prtciaement  dans  ces  modifications,  aoit  isolees,  soit 
compljqii^es  de  I'art^re  ou  de  sa  surface,  que  cousistent  las  nouveaux 
caract^res  des  Poiils  iion-erilique»  ou  organiqiies,*  et  il  n'eat  beeoii. 
que  de  les  combiner  avec  le  rehondisiement,  le  developpemeut  du 
Pouls,  et  quelques  nutres  circonstances  d6taiil^  dans  le  livre  dee 
Reehereka,  jiour  avoir  en  m@me-temps  la  connoiesance  la  plus 
positive  et  la  plus  complette  du  Pouls  critique  des  modemes,  et  dea 
organes  par  ou  les  criees  doiveut  se  faire  (loe.  cil.  p.  xv). 

Fonqnet's  Tactile  BEetliod. 

The  more  important  rules  laid  down  by  Fouquet 
{loc.  cil.  chap,  i.)  are  the  following  : 

"  The  index  should  always  be  nearest  the  hand,  and  should  take 
its  bearing  oti  the  base  of  the  styloid  process,  the  wrist  being 
grasped  from  its  radial  side," 

"  Two  or  three  fingers  are  essential ;  but,  more  veterum,  Fouquet 
recommends  four  for  the  sake  of  a  better  hold  and  of  a  more 
ample  contact.  They  should  be  gently  pressed  against  each 
other,  and  applied  to  the  artery  either  vertically,  or  on  the  flat 

*  Within  the  clais  of  ihe  organic  pulses,  Fouquet  Coc  eil.  p.  21) 
diaUoguishes  those  which  ore  assooiated  with  morbid  Btat«ti  of  organs,  and 
which  be  t«rma  the  "  sjinptoinatic  "  or  "  non^critical "  pulses,  and  the 
larger  gronp  of  "  organic "  pulses  pure  and  simple,  which  are  connected 
with  a  merdj  exaggerated  function  of  the  organs. 

'Fho  "  oritica) "  pulses  present  three  phases  corresponding  to  the  flirt 
and  second  oootlon,  and  to  excretion  or  expulsion  (loe.  til.  p.  il). 
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(when  the  thumb  more  fully  encircles  the  wrist),  and  their  indi- 
vidual pressure  should,  with  occasional  exceptions,  be  the  same." 
*'  Gradations  and  alternations  of  pressure  are  to  be  so  arranged 
that  the  freedom  of  pulsation  or  the  arterial  diameter  are  not 
interfered  with,  even  when  the  deep  situation  of  the  artery 
necessitates  considerable  pressure.'' 


Fouquet's  Olasslfioatlon  of  the  Organlo  Pnlsesy 
and  Desoription  of  their  Taotile  Features. 

« 

The  individual  features  of  each  variety  are  best 
studied  in  the  uncomplicated  phase ;  that  is,  in  the 
organic  pulses  pure  and  simple. 

Fouquet's  classification,  differing  little  from  that  of 
de  Bordeu,  distinguishes  a  superior  and  an  inferior 
type  of  pulse — the  thoracic  type  being  usually  large, 
tall,  and  strong  in  comparison  with  the  small,  con- 
tracted, and  less  easily  felt  abdominal  type — and  the 
following  organic  varieties  :  the  capital,  the  guttural, 
the  pectoral,  the  epigastric  or  gastric,  the  hepatic,  the 
splenic,  the  abdominal  or  intestinal,  the  renal,  the 
diaphoretic,  the  hsemorrhagic  (including  the  nasal, 
the  uterine,  and  the  hsemorrhoidal),  and  lastly  the 
dysenteric. 

Of  all  these  varieties  not  one  has  kept  its  place  in 
our  clinical  terminology.  There  is  indeed  but  one 
organ,  the  heart — and  this  is  not  represented  in 
Fouquet's  nomenclature — of  which  the  affections  are 
at  the  present  time  studied  in  the  pulse. 

It  is  a  matter  for  our  consideration  whether  this 
neglect  of  the  pulse-indications  relating  to  other 
organs  may  not  have  been  pushed  too  far.  Of  the 
diagnostic  value  of  the  pulse  in  cardiac  affections  no 
doubt  can  exist. 


CHAPTEIl  II. 

FOUQUET'S    PULSE-TYPES— WITH 

CRITICISMS. 

Tbe  •' Caplt&l  "-Pulse. 

This  pulse,  observed  in  cases  of  head  affections,  is 
distinguished  by  a  rise  of  the  distal  portion  of  the 
vessel,  as  shown  in  Fouquet's  illustration. 


TLe  mdial  pulse,  under  four  flngcra  ;  C,  heart  side ;  D,  wrist  aide, 
"  L'urUre  semble  fix6e  sur  le  niven.u  tie  son  plan  suus  let)  doigtB 
nnnulaire  et  auriculaire ;  tandis  que  la  partie  aiit^rieure  s'eUve 
cousid^rablemeat  au  dessus  de  ce  niveau  souvent  avec  une  liberty, 
une  pit'nitude,  et  une  force  trfes  marquee-s.  Quelquefois,  cette 
ilivHtiun  se  prend  de  plus  loin,  par  exemple  d^s  le  dojgt  annulaire, 
d'oil  pat-  grailation  il  augment«  juequ'^  I'lndex,  et  par  de  lik  en 
frnppfLnt  dans  cette  proportion  la  rang^  des  doigte  ;  de  sorte  que 
I'artire  dans  son  Elevation  forme  un  angle  aigu  avec  la  ligne 
borizontale  de  son  plan  nature!" 

"  L'art^re  y  est  ordinuirement  fort  roide  et  fort  tendue  ;  vet's 
I'eztromit^  digitale  surtout,  I'impresaion  en  est  s^che  et  vive,  comme 
le  serait  celle  d'une  corde  mince  on  d'une  fic6le.  Environ  boub  le 
mMius  ft  Vinii-ix,  I'art^re  fait  sontir  quelque  chose  de  pawif  et  dt 
p^nible,  comme  m  elle  ^tait  soulevSe  m^chaniquement,  o'est-^-dii-e 
BUie  parottre  s'aider  de  son  activity  ou  de  sa  fooulte  propre." 
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"  Ce  Pouls  fait  encore  appercevoir  quelquefois  un  renjUmeni 
leger  ou  ^largissement  plus  ou  moins  sensible,  line  esp^oe  de  large 
peu  ddcid^  de  la  partie  brachiale  ou  post^rioure  do  Tart^re,  tandis 
qu'^  la  partie  ant^rieure,  elle  reparoit  sous  sa  forme  cylindrique, 
en  se  soulevant  assez  fortement  on  assez  brusquement  pour  en  re- 
pousserlemec^tt^e^  Vindex  .  . .  Ce  Pouls . . .  est  tantot  ^lev^ . . .  tantot 
profond  et  concentre  au  point  de  ne  laisser  sentir  que  le  bout 
digital  de  Tartere,  dont  la  sensation  sur  les  doigts  est  comparable 
k  cello  d'une  portion  de  ver  lumbrical  qui  souleverait  par  intervalles 
le  rrvediua  et  Vindex,  mais  qui  forceroit  principalement  sous  le 
dernier,  ayant  tout  le  reste  du  corps  cach6  ou  immobile." 

Coinnieiit. 

The  sensations  so  graphically  described  have  been 
fiiUy  analysed  in  these  pages ;  and  this  description 
alone  would  prove  that  Fouquet  was  familiar  with 
the  feel  of  the  proximal,  of  the  distal,  and  of  the 
intermediate  ictus,  although  he  had  not  clearly 
defined  them  nor  isolated  one  from  the  other.  The 
laboured  progress  of  the  wave  under  the  central 
fingers  is  precisely  what  is  felt  when  four  fingers  are 
used ;  the  worm-like  and  **  underground  "  motion  are 
well  contrasted  with  the  free,  upheaving  distal  ictus, 
which  he  correctly  localises  mainly  under  the  index. 
Again  Fouquet  had  felt  the  expansion  of  the  artery 
behind  the  pressure  of  the  fingers,  as  well  as  its 
partly  flattened  condition,  whilst  the  "cylindrical 
feel"  he  obtained  at  the  distal  segment  of  the 
pidsation  informs  us  that  the  pressure  he  employed 
was  of  the  moderate  kind  described  as  pressure  ii. 

It  is  obvious,  however,  that  this  pulse-type  is  com- 
posite, inasmuch  as  its  several  features  must  have 
been  obtained  with  diSerent  degrees  of  pressure  ; 
and  also  essentially  composite,  as  pulses  are  when  felt 
with  several  fingers  concurrently  (see  p.  144). 


CRITICISED.  i 

As  to  the  clinical  value  of  the  type  very  little  need 
be  said.  Head  affections  and  injuries,  and  cerebral 
excitation  by  congestion,  by  drugs,  or  by  stimulants, 
often  provide  us  with  pulses  exactly  such  as  Fouquet 
describes,  and  in  this  case  his  imagination  did  not 
tar  outstep  observation. 


The  Oottural  c 


'  Tbroat-Pulse. 


The  annexed  figure  shows  some  of  the  points 
described  by  Fouquet : 

"  Ce  Pouls  est  caract^rise  par  une  ^mineDce  ou  renflement 
conaideruble  en  forme  d'onde,  de  !n  partie  un  peu  postSrieure  de 
I'arWre  ou  de  I'espace  pulsant,  et  par  la  durete  le  mouvement  Ubre 
et  en  quelque  fa^ti  detach^  de  I'aiitre  partie  qui  retient  sa  forme 
cylindrique  asset  d^pouill^  en  a'eluvant  avec  force,  le  tout  k  peu 
pr^  comme  dans  le  PouIb  capital." 


The  throat-pulse  differs  from  the  head-pulse  in 
presenting  less  of  a  peripheral  rise,  and  a  more  decided 
and  centred  proximal  swelling,  often  encroaching  on 
the  distal  region  of  the  pulse  ; 


"  Sous  ce  renflement  mtme  on  sent  I'artfcre  conservant  sa  forme 
ronde  ou  cytindriqne,  comme  si  elle  £tait  engualn^e  dans  une  autre 
artire  vuide,  dont  leu  parois  aeroient  trte-minces,  tria-diSliiee  et 
renflees  par  le  milieu,  c'eet  augsi  ce  qui  fait  paroitre  ce  Fouls  un 
pen  redouble  et  un  peu  mulojjaTU  .  .  ,  ." 

" ,  ,  .  .  Dans  la  partie  la  plus  dure  et  la  plus  ^troite  de  Tartdiv, 
c'est-i-dire  dane  son  extrfimit^  digitale  on  sent  quelquefois  comme 
uneespice  de  jwswd  mobiU  onbourleC  trS8-16ger,quiparoIt  environner 
I'artiire  en  snivaiit  le  mouvement  progressif  de  la  colonne  du  sang, 
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k  chaque  diastoley*  et  qui  commence  k  environ  Tendroit  de  Tart^re 
ou  porte  le  medius,  en  s'effa^ant  de  plus  en  plus  dans  sa  progres- 
sion." 

Fouquet  remarks  that  the  features  of  this  pulse 
might  have  been  almost  compounded  of  those  of  the 
capital  and  of  the  pectoral  varieties. 

Comments. 

The  features  so-  accurately  described  are  those 
which  may  be  obtained  in  any  pulse  fairly  strong  and 
full,  by  using,  for  palpation, .  three  or  four  fingera 
The  fact  that  the  middle  finger  is  the  centre  of 
sensation  shows  that  pressure  iii  must  have  been 
employed.  The  double  feeling,  as  of  a  bulging  sheath 
around  a  cylindrical  artery,  must  have  been  obtained 
either  through  a  rapid  variation  in  the  pressure  of 
the  fingers,  or  more  probably  as  part  of  a  blended 
sensation,  the  intermediate  fingers  perceiving  the 
ictus,  and  the  distal  finger  the  cylindrical  shape  of  a 
rather  tense  vessel.  In  the  distinct  appreciation 
of  these  overlapping  sensations  we  have  another 
proof  of  Fouquet's  keen  powers  of  observation,  which 
are  also  shown  in  his  remarks  on  the  '' travelling 
knot "  felt  in  the  art€>ry. 

The  Pectoral  or  Chest-Pulse. 

This  variety  is  easily  recognised  by  its  ample  rise, 
its  fulness,  and  its  suppleness. 

''  II  est  principalement  marqu^  par  un  soul^vement  ou  ^l^vation 
du  milieu  de  Tart^re  ou  espace  pulsant,  qui  paroit  sous  les  doigts 
comme  une  petite  montagne  unie,  bien  figur^e  et  im  peu  molette, 

*  <<  Diastole  "  is  nsed  bj  Foaqaet  in  the  arterial  sense. 


I'une  et  Vautre  estrfmit^  de  I'artire  i 
plan  et  sous  la  forme  ordinaii'e  ou 
profil  auperieur  de  rartcre  ddcrive  un 


e  mouvant  au  niveau  de  leur 
naturehe ;  en  Eorte  que  le 
)  esp^ce  d'arc." 


"  This  was  probably  the  pulse  described  by  the 
ancients  as  ^;?t/si«  cminuli,  prommuli.  The  "  little 
mountain  in  the  pulse"  is  more  sharply  contoured, 
although  with  increased  hardness  puch  as  belongs  to 
"  irritatiou,"  in  pleurisy,  haemoptysis,  penetrating 
chest  wounds,  etc. ;  but  in  pneumonia  it  is  much 
softer  as  well  as  wider,  so  that  the  pulsating  surface 
feels  like  a  small  gut  inflated  with  air  at  each  beat. 
The  pectoral  pulse  is  also  olaserved  on  the  ofF-days  of 
malarial  fevers,  probably  under  the  influence  of  cin- 
chona, known  to  give  rise  to  a  tall  and  strong  pulse 
which  is  at  the  same  time  soft." 

C(»7ime7its. 
Every  physician  will  subscribe  to  the  accuracy  of 
this  descripuon  in  connection  with  many  acute  or 
subacute  affections  of  the  chest.  Renewed  clinical 
investigations  into  the  tactile  characters  of  morbid 
pulses  may  perhaps  in  the  future  lead  to  this  pulse- 
type  being  once  more  recognised. 

The  Bplpaatrlo  or  Stomacli-Pulae. 

Fouquet  describes  the  stomach-pulse  as  the  main 
type  of  the  epigastric  group  of  pulses,  comprising  the 
hepatic,  the  splenic,  and  the  colic  pulses. 
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*'  Le  Fouls  de  Testomac  ou  stomachal  est  invariablement 
caract^ris^  par  line  petite  Eminence  qui  s'^l^ve  entre  Findex  et  le 
m^dius  ;  cette  Eminence  paroit  luSme  quelquefois  entrer  ou  monter 
assez  avant  dans  Tintervalle  des  extrSmit^s  de  ces  deux  doigts,  k 
peu  pr^s  comme  une  petite  piramide  dont  la  pointe  serait  mousse 
on  un  peu  arrondie." 

Fig.  178. 


Belonging  to  the  inferior  (subphrenic)  variety,  this 
pulse  IS  much  less  tall ;  it  is  cylindrical  throughout 
except  where  it  rises  into  a  small  pyramid.  More- 
over it  is  usually  stiflF,  and  contracted  as  though  by 
spasm,  and  displaying  "  irritation,"  although  the 
beats  are  of  moderate  size  and  not  unequal.  Nausea, 
vomiting,  and  cardialgia  occasion  more  and  more 
contraction  with  stiffness,  to  which  are  added  in- 
equality and  "  concentration."  The  immediate  ap* 
proach  of  vomiting,  as  may  be  easily  observed  after 
the  use  of  emetics,  and  after  the  first  effects  of  the 
dose,  causes  a  remarkable  change  : 

*'  La  petite  Eminence  piramidale  paroit  comme  s'arrondir  avec 
unesp^cedetremblotementdeTart^remeUde  convulsion  ....  J'ai 
observe  dans  plusieurs  occasions  une  esp^  A*  ascenaus  et  de 
descensus  du  Fouls  stomachal  tr^s  marques.  Dans  le  premier  cas 
I'^minence  piramidale  f rappe  beaucoup  plus  vers  le  c6t^  du  mi^ius^ 
et  presque  point  sur  le  c6t^  de  Vindex  ;  elle  paroit  meme  vouloir 
s'^tendre,  s'^largir  et  s'arrondir  de  plus  en  plus  comme  pour  se 
fondre  ou  se  transformer  en  pectoral^  en  gagnant  tou jours  vers  le 
m^us  ....  on  pourrait  le  qualifier  de  Pouls  du  ca/rdia  ou  Pauls 
stomachal  superieur." 

"Dans  le  second  cas,  la  petite  Eminence   piramidale  fait   le 

contraire ;  elle  paroit  se  retr^dr  et  s'afifaisser  en  se  rangeant  de 

plus  en  plus  du  c6t^  de  Vindex,  et  ne  se  faisant  presque  pas  sentir 

du  c6t^  du  msdius  ....  on  pourrait  Fappeller  de  son  contraste 

avec  Tautre,  Pouls  stomachal  inferieiw. 


CRITICISED. 
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B  caracWre  stomaehal  est  foi-tement  marque  sui-  le  Fouls 
aprte  le  repas,  malgre  le  trouble  et  I'espice  de  convulsion  febrile 
qu'y  i^pand  le  trnvail  de  la  digeHtion.  J'ajouterai  que  la  een- 
Bation  (le  la  faiin  raodilio  encore  te  Fouls  au  caract^re  stomachal : 
tl  depend  d'un  chacuD  de  reootinoitre  le  fiut." 

A  description  of  the  influence  produced  on  the 
pulse  by  drinking  is  interesting  in  connection  with 
the  attention  given  by  modern  physiologists,  and  in 
particular  by  Dr.  Lauder  Brunton,  to  the  agency  of 
sipping  in  its  relation  to  cardiac  action : 

"  Chez  ces  aujets  lea  mieux  constittifs  et  les  mieux  portana,  j'ai 
obeerr^  ptusieurs  fois  que  la  boisson  d'un  verre  d'eau  ou  de 
ptisane  ordinaire  troubloit  eoudaineinent  le  calme  ou  la  e^r^nite 
du  Fouls,  et  lui  imprimoit  le  earactfere  particulier  quoique 
momentani^  du  Hmnachal  ou  meme  de  rintestmal,  lorsque  cette 
boissou  venoit  A  occafiioner  quelque  detente  dans  le  bos-ventre  ou 
quelque  mouveioeiit  d'entraillefi ;  ce  pb^nom^ne  m'a  paru  beaucoup 
plus  sensible  ou  plus  rdek  k  observer  sur  les  Fouls  dee  conraleecens" 
(foe.  «■(.  pp.  36-37). 

Conimvnts. 

We  have  found  Fouquet's  observations  so  correct 
hitherto  that  we  exj>ect  him  to  be  right  in  a  matter 
of  direct  exjieriment  repeated,  as  that  of  emesis, 
almost  every  day  in  his  practice.  We  cannot  follow 
him  in  the  distinction  which  he  draws  between  the 
superior  and  the  inferior  stomach-pulse.  These  dif- 
ferences we  note  as  probably  real,  but  we  do  not 
trust  the  localisation. 

The  descriptions  are  remarkable  for  their  graphic 
precision.  We  notice  the  expression  "frappe  beau- 
coup  plus  vers  le  c6te  du  medius"  etc.,  which  supplies 
an  adequate  and  complete  picture  of  the  distal  ictus. 


I 
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The  Bepatic  or  AiTer  Pnlsa. 

It  is  much  to  his  credit  that  Fouquet  devotes  but 
a  few  lines  to  th^  description  of  this  variety,  in  ad- 
dition to  the  illustration  supplied* 

Flo.  179. 


"  Ce  caract^re  est  remarquable  par  une  ^minenoe  k  peu  pr^  la 
meme  dans  le  fond  que  oelle  da  Ponls  de  restomac  et  qni  s'el^ve 
an  meme  endroit,  en  frappant  ^galement  entre  le  doigt  indioe  et 
celui  da  miliea.  Cette  Eminence  differe  poartant  de  celle  da 
stomachal  par  quelques  circonstanpes ;  elle  n'est  ni  si  marqa^,  ni 
si  forte,  ni  si  ^lev^e ;  elle  est  plas  Ugere,  plus  r^tr6cie,  plus  s^che, 
ainsi  que  le  porte  la  Fig.  5*. 

''  D^ailleurSy  I'art^re  est  dans  oe  Fouls  inoomparablement  plus 
tendue,  plus  r6tr^e  et  plus  conoentrde  que  dans  le  stomachal ; 
les  pulsations  moins  vives  et  plus  irr6gulidres." 

The  Splenic  or  Spleen-Poise. 

This  variety  also  belongs  to  the  epigastric  class  of 
pulses : 

*^  C*est  toujours  une  petite  Eminence  qui  frappe  ou  s'dl^ve  entre 
le  mediua  et  Vindex  comme  dans  le  stomachal,  mais  qui  paroit 
monter  ou  s'allonger  un  peu  plus  dans  Tintervalle  de  ces  deux 


'^ID 


doigts,  comme  si  elle  etoit  ou  plus  haute  ou  moins  arrondie ;  ce 
qui  la  distingue  sur-tout,  c'est  qu'elle  paroit  couple  verticalement 
du  cotd  qui  rdpond  a  Tindez,  et  que  vers  la  base  ou  le  pied  de  cette 
coupe  verticale,  on  sent  comme  une  dchancrure,  tandis  que   du 
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r  SSe  oonaerve  sa  dcclinaiaon  jusquea  gous  le  mediiiB, 
comme  une  moiti^  d'liD  petit  pectoral." 

"  On  trouve  souvent  dans  ce  Fouls  I'extremite  digitals  de  I'artire 
fort  rctr^cie  comme  dans  Vintestmal ;  mais  la  partie  post«rieure  ou 
brachiale  reste  large  ou  conserve  son  diam£)ti«  naturel." 


Comments. 

If  we  overlook  the  localisation  and  the  name,  the 
description,  for  its  own  sake,  excites  our  astonishment. 
Such  an  expression  as  the  "  half  of  a  small  pectoral 
pulse"  proclaims  that  Fouquet's  mental  conception  of 
the  shape  of  hia  tactile  pulse-wave  was  as  clear  as 
that  we  now  have  of  the  sphygmographic  pulse- wave. 
It  seems  the  more  incredible  that  impressions  capable 
of  so  definite  an  expression  should  have  been,  as  far 
as  we  know,  exclusively  obtained  and  described  by 
one  man,  125  years  ago,  and  never  noticed  again  to 
the  present  day,  in  spite  of  his  lucid  description. 

The  vertical  line,  which  he  depicts  in  words  more 
fully  than  in  the  engraving,  and  the  indentation  at 
its  base  suggest  to  us  the  first  dawning  upon  htm  of 
a  perception,  soon  to  be  more  completely  realised. 
He  perceives  that  the  ictus  does  not  travel  onwards  ; 
and  he  is  beginning  to  perceive  that  its  march  is 
retrograde. 


CHAPTER  III. 

THE    ABDOMINAL    AND    THE    HiEMORR- 
HAGIC  PULSES  OF  FOUQUET— WITH 

CRITICISMS. 

The  Abdominal  Pulse  and,  In  Particular,  its 

Intestinal  Variety. 

FouQUBT  includes  in  a  capacious  group  the  pulses 
corresponding  to  all  the  organs,  (even  the  kidneys), 
contained  within  the  abdomen.  The  general  ah- 
domincd  feature  of  the  pulse  is  "  concentration,  hard- 
ness, and  contraction  of  the  artery  especially  in  its 
digital  portion,  and  briskness  of  its  pulsations  with 
inequality."  The  intestinal  feature  is  more  fully 
described  : 

*'  On  distingue  d'abord  un  r^tr^cissement  singulier  du  bout 
digital  de  I'art^re.  lA  se  trouve,  dans  presque  toutes  les  pulsations, 
comme  un  ossolet  ou  petit  grain  de  sezame  mal  f orm^,  qui  depuis 

Fig.  181. 

7 


environ  le  point  de  Tart^re  qui  r^pond  k  Tintervalle  entre  les  bouts 
du  mJediua  et  de  Vindex  (quoiqu'en  se  rapprochant  davantage  de 
ce  dernier)  qui,  dis-je,  depuis  cet  endroit  oil  il  se  fait  sentir  sous 
une  forme  k  peu  pr^s  globuleuse,  se  porteroit  ou  glisseroit  avec 
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rapidity  k  travers  I'arUre  sous  tout  Tindes,  jueque  par  de-lA 
I'apophyee  du  rayon,  en  paroissant  s'allonger  ou  a'amin^ir  de  plus 
en  plus  dans  ce  trajet,  en  forme  de  petit  dart  ou  d'aiguille  ; 
semblnblo  eo  quelque  sorte  k  un  globule  ductile  tel  que  quelques 
observftteurs  se  plaisent  A  representer  lea  globules  eanguins,  qui  se 
modiiieruit  de  la  mani^re  exposie  pour  passer  a  travers  cette 
exlremite  ritr&;ie  de  I'art^re,  comme  A  travers  un  vaiseeau 
capillaire  ou  lymphatique.  On  potirmit  encore  se  peiodre 
riinpressioQ  de  ce  globule  dans  m.  forme  et  ses  mouvemens,  par 
I'exempte  d'une  dpingle  dont  la  tete  frapperoit  le  bout  du  doigt 
indice,  h  commencer  environ  au  cot£  qui  avoisine  Ic  m^dius,  ou 
mi-me  n  I'intervalle  enti-e  ces  deus  doigtH,  et  le  reste  ou  la  hanse 
sY'tendroit  ult^rieurement  vers  la  main  du  malade,  en  paroissant 
fuir  sous  le  doi^  comme  un  petit  trait  ou  une  aiguille  fine." 


"  Dana  ce  Pouls  I'artire  est  fort  r^trecie  et  fort  roide,  aur-tout 
&  rextrSmit^digitalequi  renferme  le  petit  dard;  ....  bienHouvent 
lapartie  post^rieureou  bmchiale  He  sentiV  peine;  .  .  . — d'autrefois 
il  faut  presser  fortement  les  doigts.  pour  reconnoitre  I'estr6mit6 
digitale  qui  ue  donne  que  comme  uu  petit  filet  dur  dans  ses 
puUations." 

Tbe  Pulse  of  Ascites. 


The  pulse  of  Ascites  is  harder  and  more  tense  and 
contracted  than  the  intestinal  pulse.  The  distal  end 
of  the  artery  is  more  contracted  than  the  proximal, 
and  the  pulse  is  unequal,  with  usually  a  slight  fre- 
mitus at  its  termination. 

Owing  to  the  pressure  on  the  diaphragm,  and  to 
the  cough  and  expectoration  due  to  the  resulting 
serous  accumulations,  a  pectoral  quality  is  often 
combined  with  this  pulse. 
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•The  Senal  Pulse. 

Concerning  the  renal  pvlse  Fouquet  says : 

<<  Nous  n'avons  pii  d^couvrir  sur  le  Fouls  des  uiiues  des  signee 
assez  m^chaniques  ou  assoz  distincts,  pour  les  r^pr^senter  par  des 
figuros  ou  les  dessiner  oomme  les  autres  pouls.  Tout  ce  que  nous 
avons  a  remarquer  sur  ce  Pouls,  c*est  qu*il  est  souvent  dur^  serr^ ; 
•  .  .  .  Dans  quelques  flux  d'urine  occasionn6s  par  I'usage  des  rem^des 
diur^tiques  et  aperitifs,  oe  Pouls  avoit  beaucoup  de  duret^  et  une 
esp^ce  de  gene  dans  ses  pulsations.  II  paroissoit  k  oe  Pouls  qu*on 
faisoit,  pour  ainsi  dire,  violence  k  la  nature  ou  qu'elle  se  faisoit 
violence  k  elle  mSme.'' 

Comments. 

Judged  in  the  light  of  our  present  knowledge 
Fouquet's  descriptions  are  remarkably  correct.  To 
the  present  day  we  speak  of  the  filiform  or  wiry  pulse 
of  peritonitis ;  only,  Fouquet  was  also  able  to  recog- 
nise the  ictus,  which  our  description  neglects.  His 
remarks  on  the  mechanical  effects  of  ascites,  and  on 
the  resulting  modification  of  the  pulse  are  true  to 
nature*  His  reticence  as  to  the  renal  pulse  is  dis- 
tinctive of  his  accuracy  of  observation.  The  one 
character  which  he  discovers  in  it  is  that  which  now 
often  guides  our  diagnosis  in  the  absence  of  other 
helps  :  "  it  is  hard  and  it  is  laboured." 

The  written  description  of  the  intestinal  pulse  does 
not  in  its  entirety  agree  with  the  drawing ;  it  does, 
however,  agree  with  the  latter  in  its  concluding  part. 
It  is  noteworthy  that  the  simile  of  the  pin,  and  the 
drawing  itself,  both  suggest  that  the  round  body  or 
head  is  felt  under  the  index,  but  that  it  is  not  felt 
elsewhere,  and  that  it  is  the  point  and  the  shank  of 
the  pin  which  appear  to  escape  towards  the  hand. 


TIi«  Pnlsa  of  Dlapboreila. 

The  name  Pulsiis  Unclosus  belonged  to  this  pulse 
in  antiquity  ;  Solano  calls  it  inculmis.  Fouquet  pro- 
poses to  term  it  in  a  more  general  way,  thf  Pul/w  of 
the  cutaneous  organ,  or  of  the  -penphvry  of  (he  body, 
an  expression  which  reminds  us  of  the  recent  remarks 
of  von  Frey  {see  p.  252)  on  the  dicrotic  pulse.  Here 
again,  as  in  the  renal  pulse,  Fouquet  finds  nothing  to 
delineate,  and  little  to  describe. 

"  L'lirttre  est  renflee  au  milieu  de  I'espace  pulsant  dans  la 
forme  k  peu  pi-cs  du  caractSre  pectoral,  mnis  beaucoiip  plus  ijue 
dans  ce  dernier  Fouls  ;  elle  est  d'un  large,  qiielquefois  meme  d'tiii 
l&che  qui  la  fait  paroitre  comme  on^vrismatist'e ;  de  sort«  que  dnna 
eea  premiers  soulSvements  on  premieres  puWtions.  elle  fait  lious 
l«s  doigts  la  sensation  d'une  courbe  molle  et  un  peu  ondoytinte." 

This  pulse  is  observed  in  some  continued  fevers,  in 
small-pox  before  or  during  the  eruption,  in  various 
acute  maladies,  and  in  phthisis,  associated  with 
abundiint  expectoration  and  night  sweats. 


Tlie  Pnlses  of  Hasmorrliage. 
1.  Tbe  Hasal  Pulse. 

Fouquet  distinguishes  four  pulses  of  hfemorrh^e, 
the  nasal,  the  uterine,  the  hieraorrhoidal,  and  the 
dysenteric.  In  some  cases  of  htemateraesis  he  hud 
found  a  trace  of  the  same  pulse-character ;  but  from 
their  limited  number  he  could  not  venture  to  evolve 
a,  special  type. 

"  La  Fouls  general  des  hiimorrhagies  est  principalement 
remarqusble  dans  notre  miithode  ])ar  rimpresHJon  d'une  Rotte  de 
petits  corps  ronds  ou  petite  grains  tr6s-fluxiles  et  trte-rapidw 
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dans  leur  transition,  qui  se  font  sentir  k  rextrdmit^  digitale  de 
I'art^re,  comme  k  la  file  Ton  de  I'autre ;  parvenus  k  environ  la 
base  de  Fapophyse  du  radius,  oes  petite  ocnrps  ronds  semUent  se 
briser  en  heurtant  contre  oette  apophyse,  ou  se  diviaer  et  se 
r^pandre  ck  et  1^  en  ^lats  plus  ou  moins  nombreuz,  plus  ou  moins 
marques;  d'oii  r6sulte  dans  oet  endroit  c'est-&-dire,  au  bout  de 
TextrSmit^  digitale  de  Tart^re,  une  esp^ce  de  fourmUlement  plus 
ou  moins  sensible,  k  cbaque  diastole.  .  .  . 

Le  FatUs  nasal  simple,  se  fait  reconnoitre  pour  rordinaire  par 
un  renflement  ou  ^largissement  de  la  partie  brachiale  de  Fart^re, 
et  par  une  esp^ce  d'applatissement  k  son  extrSmit^  digitale,  qui, 
80US  tout  rindex  la  fait  parottre  k  peu  pr^  comme  un  petit  encan 
nerveux  ou  un  nerf  plus  ou  moins  applati.  A  Tendroit  m^me  de 
cet  applatissement,  on  sent  les  petits  corps  ronds,  dont  nous  avons 
parte  plus  haut,  qui  paroissent  comme  cdlonges,  en  filant  k  la 
queiie  Tun  de  I'autre,  et  tr^-fluxiles  ou  peu  marques  dans  leor 
forme,  tels  qu'on  peut  se  repr^senter  dee  gouttelettes  d'eau 
press^es  entre  deux  lames  quarries  de  verre,  qui  iroient  et 
viendroient  s^par6mont  entre  ces  deux  lametf,  par  les  pressions 
alternatives  aux  angles  opposes. 

Fig.  183. 


*^  Ce  Folds  a  encore  oela  de  pa/rticvlier  que  les  petits  corps  ronds 
semblent  heurter  contre  un  obstacle  vers  Tapophyse  du  rayon  qui 
les  hnse  et  en  refl^chit  les  Eclats  en  arri^re  sur  la  s6rie  meme  de 
ces  petits  corps ;  aussi  sur  quelques  Fouls,  Tart^re  en,  paroit<elle 
dans  son  extremity  digitale  comme  l^g^rement  f  estonnee  si  on  peut 
employer  ce  terme,  k  sa  surface,  et  comme  d^chir^e  en  petits 
lambeaux  tout-4-fait  au  bout,  quoique  le  plus  ordinairement  cela 
se  reduise  k  un  fourmillement  grenu  tr^s-marqu6,  un  peu  au- 
delu  du  doigt  indice  ou  au  c6t^  de  ce  doigt  vers  la  main,  lequel  four- 
millement semble  distendre  et  amincir  en  cet  endroit  les  parois  de 
Fart^re." 

'*  Quelquefois  on  diroit  qui  il  n'y  a  dans  la  portion  applatie  ou 
digitale  de  Fart^re  qu'un  ou  deux  de  ces  petits  corps  ronds  assez 
bien  form^  qui  passent  prestement  sous  les  doigts,  k  peu-pr^ 
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eomme  s'ils  tenoient  au  bout  d'uD  reeaort  trfes-d^li^,  trte-mince, 
ou  knguette  tr^a-^lastique  qui  les  lasce,  en  se  <l£tendfttit,  coatre  le 
pr^Mndu  obstacle  de  I'apophiBe  du  radius." 

"  Lea  occidens  particuliers  au  caract^re  du  Pools  nazal,  sont 
I'^Mvation  des  Pouls  auperieure ;  la  durete  et  une  esp^ce  de  vuide 
dans  I'extruinit^  applatie  de  I'art^re,  un  soulivemeut  tuut  a  fait  au 
bout  qui  approche  de  celui  du  capital,  avec  de  la  ruideur  et  une 
cert&ine  fougtie  daua  quelques  pulsations  ....  Quelquefoi? 
encore  ce  Fouls  se  trouve  fort  concentre,  embarraso^,  avec  un 
rthondiiaemeiit  obecur Le  dicrotit*  appartient  sp^cialement 

au  Poulli  criliqut." 

The  nasal  pulse  is  also  observed  in  coryza,  etc. 
Hsemorrhage  need  not  occur  unless  the  vessels  he 
predisposed  to  excretion.  Fouquet,  indeed,  recom- 
mends much  caution  \i\  venturing  to  predict  epistaxis. 

Z.  Tb«  nterlae  PnlBe. 

"  Ce  Pauls  est  en  general  b«raucoiip  moine  ^lev£  et  moine  fort 
que  le  nazal,  quelqueefois  mStne  ou  le  trouve  si  concentre  qu'il  eet 
besoin  d'une  preseion  pai'ticuli^re  dee  doigte,  principalement  de 
Vindex,  pour  seulir  lee  petite  corps  on  le  foumiillement  grenu  de 
rextrftmit^  de  I'arttre.  Souvent  ce  Pouls  est  lent,  I'estremiti 
digitale  de  I'art^re  n'y  eet  po-s  Eensiblement  applatie  comme  dana 
le  noMtl,  elle  paroit  au  oontraire  conserver  sa  fonne  cylindrique  ; 
mais  aussi  eat-elle  r6trecie,  un  pen  profonde,  et  ses  pulsations  nn 
peu  tn^galcB  comme  dans  un  leger  tnUatinal.  De  plu^  les  petite 
rorps  ronds  ne  sout  pour  I'ordinaire  dans  ce  Pouls,  ni  si  sees  ni  si 
fonn^s  que  dans  le  nazal," 

FIQ.   184. 
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Then  follow  remarkable  descriptions  of  the  varieties 
of  the  uterine  pulse ;  of  these  only  short  passages 
can  be  quoted : 

"  Quelquefoi^  le  premier  de  ces  petits  cut-pa  runds  ou  le  pluu 
Mneible  fait  aur  les  doigts,  en  partant,  une  impreasion  k  peu  pris 
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^gale  a  celle  du  petit  bouton  de  la  sourdine  d'une  montre  qui  bat 
actuellement  et  dont  on  sent  en  mSme  temps  la  petite  detente.'' 


*^  Sur  d'autres  on  remarque  oomme  une  esp^ce  d'intersection 
entre  le  premier  dee  petits  corps  ronds  et  Toxtremit^  de  la 
languotte  ^lastique  qui  les  lance  k  peu  pr^s  a  I'intervalle  entre 
Vindex  et  le  doigt  du  milieu  en  se  rapprochant  d'avantage  de 
Vindex  ....  «rai  encore  senti  dans  certains  de  ces  Fouls  comme 
une  esp^ce  de  oaaawre  en  zic  zac,  tr^s-l^gere,  tr^s-fugitive,  k 
Textremit^  digitale  de  I'art^re,  laquelle  revenoit  k  chaque  diastole. 

FiOt  186. 


"  D'autres  fois,  il  semble  que  la  colomne  du  sang  parvenue  k 
Feztr^mit^  digitale  de  Tart^re,  recule  en  arri^re  en  lan^ant  en  avant 
le  petit  corps  qui  se  brise  vers  Tapophyse  du  rayon,  etc " 

The  pulses  of  pregnancy,  of  the  lochia,  and  of  leu- 
corrhoea  are  sub-varieties  of  the  uterine. 


3.  The  BaBinorrholdal  Pulse. 

Here  again  we  find  the  specific  character  of  the 
pulses  of  haemorrhage,  a  fine  formication  at  the  digital 
extremity  of  the  pulse.  The  distinguishing  features 
are  the  following  : — 

'*  Les  petits  corps  ronds  paroissent  beaucoup  plus  petits  et  en 
meme  temps  tr^s-secs,  le  fourmillement  semble  plus  resserre  ou 
s'exercer  dans  un  plus  petit  espace,  et  les  fragmens  des  petits 
corps  ronds  sont  tr^peu  marqu^ ;  en  sorte  que  c'est  plut6t  un 
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leger  fr^missement  qu'uu  fourmiUement  grenu  qui  se  fait  sentir 
sous  rindex  et  par  delk.*' 

Fig.  187. 


Moreover  the  artery  presents  a  swell  not  unlike, 
though  smaller  than,  that  special  to  the  pectoral 
pulse ;  and  at  the  same  time  some  hardness  and  con- 
traction of  the  distal  portion ;  the  proportion  as  to 
thickness  or  volume  between  the  distal  and  the 
proximal  portions  being  often  as  2  to  8.  The  rhythm 
is  sometimes  irregular  (impar  citatus). 

€.  The  Djrsenterio  Pulse. 

This  pulse  agrees  very  closely  with  the  preceding, 
but  has  less  height  and  fulness,  and  is  more  frequent 
and  unequal,  or  even  intermittent. 

'*  On  y  sent  par  intervalles  Faiguille  ou  clard  de  rintestinal 
viui ;  les  petits  corps  ronds  et  leur  fragmens  sont  peu  sensibles, 
et  souvent  ces  fragmens  paroissent  assez  nombreux  et  assez  fins, 
pour  figurer  le  bout  de  Tart^re  a  cot^  de  i'indej-  ou  au-dela,  en 
une  esp^ce  de  petite  brosse  de  peintre,  ou  manidre  de  petite 
aigr^te,  comme  s'ils  s'^parpilloient  en  divergeant." 

Fio.  188. 


A  similar  pulse  has  been  observed  by  Fouquet  in 
connection  w^ith  the  colicky  pains  often  preceding  or 
accompanying  the  onset  of  a  menstruation. 

It  should  be  noted  that  in  violent  dysentery  the 
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pulse  is  apt  to  be  much  taller,  with  a  sort  of  rebound, 
more  frequent  and  tense,  and  the  small  round  bodies 
more  marked. 


Comments  on  the  Last  Four  Descriptions. 

The  pulse-sensations  described  by  Fouquet  under 
the  heading  of  the  Hsemorrhagic  Pulses,  and  the 
drawings  in  which  these  sensations  are  expressed, 
have  probably  excited  more  incredulity  and  ridicule 
than  the  apparently  lees  imaginary  varieties  pre- 
viously detailed.  Fouquet's  powers  of  observation 
are  now  so  well  known  to  us  that  we  should  feel  it 
rash  to  doubt  their  correct  working  in  this  case.  It 
will  be  found  that  the  sensation  described  is  a 
reality,  though  one  of  the  similes  used,  that  of 
spherules,  is  somewhat  misleading.  The  other 
simile  will  be  recognised  by  the  dullest  touch.  The 
elaborate  descriptions  of  Fouquet  obviously  relate  to 
the  pulse-thrill,  of  which  he  has  probably  made 
observations  more  extensive  and  searching  than 
any  man.  When  in  the  future  closer  attention  is 
bestowed  upon  this  peculiarity  of  the  pulse,  we  may 
perhaps  discover  unsuspected  value  in  his  descrip- 
tions. For  the  present  it  is  clear  that  the  spherules 
which  he  delineates  are  the  eddies  producing  the 
thrill,  and  that  their  summit  would  convey  to  the 
finger  the  impression  of  a  number  of  convex  particles 
in  motion.  Fouquet's  mistake  was  merely  one  of 
interpretation. 

The  expression  "  petits  flots  "  constantly  recurs  in 
the  individual  accounts  of  cases,  as  in  the  following 
{loc.  cit.  p.  185): 
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'^  .  .  .  L'^l^vation  tombe  et  laifise  sentir  sous  Tindioe,  k  oommenoer 
dte  le  c6t^  voisin  du  m^ius,  une  file  de  peiits  corps  roods  ou  de 
petits  flots  bien  marquds  qui  se  suivent  rapidementy  en  paroissant 
s'alloDger  sous  oe  dernier  doigt,  et  vont  former  un  peu  au-del4, 
un  f ourmillement  grenu  qui  semble  dilator  Tart^re,  en  cet  endroit.'* 

Had  Fouquet  been  content  with  the  notion  of 
wavelets,  his  description  of  the  pulse-thrill  would 
have  been  strictly  correct;  but  in  spite  of  this 
partial  misinterpretation,  the  objective  genuineness 
of  his  sensations  remain& 

Lastly,  it  is  in  connection  with  this  pulse,  the 
most  difficult  to  analyse  and  to  depict,  that  Fouquet 
becomes  dimly  conscious  of  a  retrograde  process 
under  the  finger.  The  following  statement  is  most 
explicit  in  this  connection  : 

''Dans  cette  extrdmit^  Ton  sent  une  trafn^  de  petits  corps 
ronds  ou  de  petite  flots  qui  semblent  aller  se  briser  vers  Tapophyse 
du  rayon,  en  faisant,  pour  ainsi  dire,  rectder  la  colonne  du  sang^  et 
fonnant,  dans  oet  endroit,  un  fourmillement  grenu." 


CHAPTER  IV. 

CONCLUDING  REMARKS  ON  FOUQUET 

AND  HIS  WORK. 

So  close  an  observer  cannot  fail  to  have  been  a 
good  physician,  and,  of  this,  indications  appear  in  the 
clinical  histories  appended  to  his  work.  As  a  thinker 
he  does  not  reveal  himself  to  us ;  there  was  probably 
more  originality  in  the  man  than  is  allowed  to  tran- 
spire  in  his  writings,  where  authority  is  used  as  a 
fulcrum  to  establish  the  correctness  of  his  views  with 
an  incredulous  profession.  Conflict  with  the  latter, 
and  the  striving  after  unanswerable  proofs  which  the 
physiology  of  his  day  was  incapable  of  giving,  con- 
fined his  attention  to  his  one  object  of  study,  and 
caused  him  to  accept  without  question  erroneous 
doctrines,  conformity  with  which  was  held  to  be  the 
only  test  for  the  value  of  new  ideas,  and  to  cling  the 
more  strongly  to  teachings  which  his  independent 
thought  might  otherwise  have  mistrusted. 

The  Theor  J  of  the  Orpanio  Pal»e». 

This  faulty  basis  marred  the  clinical  usefiilness 
and  the  success  of  his  discoveries.  De  Borden's 
theory  of  the  organic  pulses  contained  a  greater  pro- 
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portion  of  truth  than  it  is  generally  believed  to 
sees.  The  influence  of  particular  diseases  on  the 
pulse  is  undeniable,  as  for  instance  that  of  Bright's 
disease,  that  of  enteric  fever,  etc.,  and  their  recog- 
nised connection  with  certain  organs  goes  far  to 
justify  the  theory.  Unfortunately  the  latter  was 
urged  beyond  the  limits  of  general  conclusions.  The 
organic  influence  was  erroneously  thought  to  act 
directly  on  the  pulse,  whereas  its  action  is  un  the 
blood  or  on  the  nervous  system,  and  only  through 
these  on  the  pulse. 

In  the  measure  in  which  its  applications  were  of 
a  general  kind  the  theory  worked  "true."  In  broad 
outUne,  the  puLse  varieties  described  as  the  Superior 
and  the  Inferior,  the  Pectoral,  the  Capital,  the  Intes- 
tinal, the  Renal,  and  the  Pulse  of  Diaphoresis,  all 
correspond  to  types  with  which  we  are  familiar. 
Definite  pulse-peculiarities  also  accompany  visceral 
hfemorrhage.  Indeed,  without  renewed  study,  it 
would  be  i-ash  to  draw  the  limit  at  which  the  theory- 
ceases  to  be  applicable. 

With  this  reservation,  the  organic  theoi-y,  in  the 
detailed  application  which  was  attempted  by  Fouquet, 
is  wrong  and  utterly  misleading. 

It  remains  for  us  to  explain  how  this  feet  is  com- 
patible with  the  correctness  of  the  observations 
recoi-ded  and  with  the  experience  and  skill  of  the 
observer. 

Tbe  Factitious  MaturB  of  Some  of  the  FuIbc. 
Characters  DoRorlbed  bj  Fouquet. 

Quite  unconsciously  Fouquet  was  something  more 
than  a  fine  observer — he  was  a  great  virtuoso  on  the 
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pulse.  The  pulse  may  be  played  on,  and  Fouquet 
acquired  unrivalled  proficiency  in  the  art,  without 
ever  suspecting  his  self-deception. 

The  remarks  on  Pulse-thrill  (see  p.  376)  give  a 
practical  illustration  in  point.  Any  one  can,  by 
sufficient  appUcation  and  by  sufficiently  varied  tactile 
manoeuvres,  obtain  a  pulse-thrill  in  a  proportion  of 
subjects,  which  will  yield  no  thrill  with  the  ordinary 
methods.  Any  doubt  would  be  cleared  up  by 
Fouquet's  own  words  {Joe.  cit.  p.  104) : 

"II  convient  maintenant  d'observer  que  pour  bien  saisir  le 
caractdre  du  Fouls  vierin  suivaut  noire  m^thode,  on  doit,  la  pld- 
part  du  temps,  pencher  un  peu  en  avant  la  rang^e  des  doigts,  one 
fois  qu'ils  sont  plac^  sur  I'art^re,  et  presser  de  Vindex  un  peu  plus 
que  des  autres,  en  le  relevant  de  temps  en  temps  ou  suspendant 
la  pression  de  ce  doigt,  sans  n^anmoins  lui  faire  quitter  Fart^re ; 
en  un  mot,  varier  la  pression  des  doigts,  principalement  de  Vindex^ 
jusqu*^  ce  qu'on  ait  bien  reconnu  tout  ce  qui  est  essentiel  au 
caract^re  qui  vient  d'etre  d^crit." 

By  using  four  fingers,  the  range  of  the  variations 
to  be  obtained  by  manipulations  was  much  increased. 
Had  Fouquet  used  one  finger  only,  he  would  have 
avoided  this  fallacy.  The  peculiarities  which  his 
method  enabled  him  not  only  to  observe,  but  also  to 
elicit,  were  doubtless  more  conspicuously,  as  well  as 
more  readily,  yielded  by  certain  pulses  ;  and  his  fine 
appreciation  was  thus  enabled  to  make  real  dis- 
tinctions as  well  as  those  which  were  unconsciously 
manufactured  ;  and  again  spontaneously  objective 
features  of  the  pulse  (such  as  may  be  obvious  to  one 
finger)  dovetailed  with  others  purely  artificial.  Thus 
it  is  hard  to  say  of  any  one  of  the  types  that  it  is 
false  in  all  points.     This  obvious  partial  correctness 
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must  have  helped  to  confinn  him  in  a  belief  in  his 
own  results ;  and  these  probably  seldom  failed  him, 
since  he  was  generally  able  to  produce  by  the  touch 
the  pulse  character  he  was  expecting  to  find. 


Fouquet'a  AdUsTemantR. 

In  spite  of  these  mistakes,  Fouquet  achieved  a  great 
work  in  vindicating  for  the  touch  a  province  which 
had  been  ahuost  wholly  neglected  since  GJalen,  and 
which  was  in  this  century  to  be  exclusively  claimed 
for  the  instrumental  method  :  and  he  made  good  the 
title,  by  himself  setting  the  first  example  of  a 
systematic  and  searching  tactile  analysis.  None 
have  been  found  to  follow  it,  and  his  ideas  have  slept 
in  oblivion.  Still  after  upwards  of  a  century  his 
work  revives  fresh  and  fruitful,  fit  to  be  taken  up 
and  completed  by  a  generation  of  clinical  students 
more  able,  more  hopeful,  and  more  appreciative. 

We  cannot  more  fitly  conclude  this  imperfect  sur- 
vey than  with  a  passage  fromFouquet's  own  epilogue 
(loc.  cit.  p.  126)  : 

"  Si  on  a  vu  un  observiiteur  tie  tromper  rtiellemeiit  ilans  ses 
premiere  essoin,  s'il  se  trompe  encore  quelquefois  en  cheivhaat  a 
perfectionner  une  invention,  il  n'y  arien  Ih.  cjui  ne  puisse  toumer 
&u  profit  de  ceux  qui  vieudront  apr^s  lui,  qui  se  tromperont 
d'autant  moins.*  Une  verite  est  ordinairetnent  pny^e  de  mille 
orreurs,  et  eUe  n'est  pas  ub^re  a  ce  pns  :  tnaia  il  y  aurait  une 
injustice  afli-euee  k  groseir  ees  eiTeuru  presentes  de  sea  erreurB 
passeea.  Que  Hi  >sa  persevonince  ne  voutt  touclie,  du  moina  ne 
mirite-t-elle  jjas  que  voua  le  decourngies. 

"  Pour  ca  qui  me  regajrde,  je  ne  pritenda  pas  passer  pom-  plus 
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habile  que  je  ne  suis ;  j'avoue  sinc^rement  que  je  me  suis  m^pris 
au  Fouls  et  que  je  m'y  m^prends  encore  quelquefois  (quoique  plus 
rarement  qu'on  ne  s'obstine  k  le  publier),  soit  par  mon  imprudence, 
soit  par  des  circonstances  qui  sont  audessus  de  mes  forces.  Apr^ 
un  pai*eil  aveu,  nous  nous  fl&tons  que  tout  Lecteur  impartial  et 
^lair^  rendra  justice  k  la  puret^  de  nos  intentions  en  publiant  cet 
ouvrage,  et  il  doit  peu  nous  importer  ce  qu'en  penseront  les 
autres." 


PART   VII. 

EPITOME  OF  RESULTS   AND  FINAL 

CONCLUSIONS. 

The    results    of   this    elementary    study    may    be 
looked  for  in  three  directions  : 

I.  In  connection  with  the  tactile  method  ; 
II.  In  connection  with  the  theory  of  the  pulse ; 
III.  In  connection   with    the   practice   of   tactile 
sphygmology. 

I.    THE   ANALYTICAL   TACTILE   METHOD. 

The  chief  object  of  this  work  has  been  the  vindi- 
cation of  the  tactile  exploration  of  the  pulse  as  a 
means  of  scientific  analysis.  Methods  are  best  judged 
by  their  fruits.  The  chief  fruits  of  this  method  can 
only  be  developed  from  its  application  to  the  clinical 
study  of  disease,  which  has  not  been  attempted  in 
these  pages.  Thus  the  future  alone  can  show 
whether  the  attempt  has  been  successful.  Mean- 
while the  observations  which  have  served  as  a  basis 
in  the  elaboration  of  the  method,  and  as  tests  for  its 
efficiency,  although  few  in  number,  are  not  without 
weight.  These  may  fairly  be  classed  among  the 
results,  and  included  among  those  which  we  shall 
now  briefly  review. 
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n.    THE   RESULTS    BEARING   UPON  THEORY  OBTAINED 

BY  TACTILE  ANALYSIS. 

We  may  conveniently  divide  the  theoretical  results 
into  two  groups :  those  immediately  connected  with 
the  pulse- wave,  and  others  having  reference  to  the 
more  distant  relations  of  the  pulse  to  the  cardiac 
mechanisms.  The  connection  between  the  two  groups 
is  really  very  close,  since  according  to  some  autho- 
rities the  shape  of  the  pulse  is  explained  by  the 
mode  of  the  heart's  contraction,  whilst  others  look 
to  the  pulse  for  information  as  to  some  of  the  intra- 
cardial  events. 


CHAPTER  I. 

THE  TACTILE  METHOD  AS  ANALYZER  OF 

THE  PULSE- WAVE. 

Data  Supplied  hj  the  TaotUe  Method  as  to 
the  Nature  of  the  Poise- Wave. 

A  Postidate, 

Before  any  of  the  conclusions  which  we  have  to 
submit  can  be  put  forward,  the  acceptance  of  the 
following  postulate  is  a  necessary  preliminary :  The 
ichisfelt  by  the  finger  is  identical  toith  the  summit 
of  the  pidse-ivave,  as  displayed  in  the  sphygm^ram. 
If  this  be  granted,  tactile  analysis  is  capable  of 
supplying  most  valuable  data.  Indeed  the  touch 
affords  a  simple  answer  to  some  of  the  pulse  problems 
which  von  Kries  and  von  Frey  have  laboriously 
worked  out  by  instrumental  methods.  It  opens  up 
an  unsuspected  reserve  of  evidence,  upon  which  these 
observers  have  not  drawn,  and  which,  even  at  this 
stage,  may  provide  for  their  views  that  obvious  de- 
monstration which  alone  secures  for  new  ideas  a 
general  recognition.  Lastly,  the  interpretation  of  the 
sphygmogram  is  another  work  needing  assistance  such 
as  this  method  can  give. 

2   F 
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Among  the  general  features  of  the  pulse,  sizCy 
strength^  consistence  and  rate  have  always  been,  by 
common  consent,  within  the  competence  of  the  finger. 
Improvement  of  our  previous  knowledge  on  these 
points  was  the  only  need  ;  and  this,  the  tactile 
method  has  to  a  large  extent  supplied.  The  nature 
of  the pulse-wavCy  its  relative  time,  and  its  direction 
were  new  subjects  for  tactile  study  ;  it  is  chiefly  in 
this  direction  that  fresh  ground  has  been  broken. 

The  Dlreotion  of  the  Pulse- Wave. 

Since  Harvey's  demonstration  of  the  circulation 
the  direction  followed  by  the  intra-arterial  pulse- 
wave  has  been  self-evident.  That  of  the  pulse-beat 
seems  to  have  been  regarded  as  hardly  less  obvious. 
As  far  as  known  to  the  writer,  doubt  has  never 
been  felt  as  to  the  relation  existing  between  the 
ictus  and  the  pulse-wave.  At  any  rate  modem 
literature  contains  no  hint  that  the  beat  might  be 
anything  but  a  direct  expression  of  the  pulse- wave, 
strictly  identical  with  it  in  time,  and  therefore 
centrifugal. 

This  conclusion  appears  to  have  been  taken  for 
granted  by  physiologists,  since  the  question  is  not 
even  raised  by  the  numerous  observers  who  have 
recorded  their  experimental  estimates  of  the  time- 
intervals  corresponding  to  the  progress  of  the  wave 
from  proximal  to  distant  points.  The  most  recent 
author,  M.  von  Frey,  makes  no  mention  of  the  sub- 
ject. Von  Kries  is  also  sUent,  and  this  is  the  more 
strange  since  he  reproduces  {loc.  cit.  p.  67)  and 
analyses  Hurthle  s  sphygmograms,  in  which  the  facts 
are  displayed  which  raise  the  question. 
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The  tracings,  (Fig.  192,  p.  477)  copied  from  voa 
Kries'  book,  were  obtaioed  by  Hurthle  from  a 
proximal  and  from  a  distal  point  of  the  carotid 
respectively.  They  show  that  the  summit  of  the 
wave  is  reached  earlier  at  the  periphery  than  at 
points  nearer  the  heart.  This  is  precisely  what  the 
tactile  method  has  taught  us  {c^  p.  321)  in  the  case 
of  the  radial  artery. 

This  then  is  our  first  important  contribution  to  the 
theory  of  the  pulse-wave : 

(l)  Although  the  progress  of  the  pulse-wave  ia 
centrifugal,  Oieprogress  of  the  pulse-heat  or  ictus  is 
centripetal;  ifie  heat  is  felt  earliest  at  the  peripheral 
and  latest  at  the  central  end  of  arteries. 

Ab  seen  from  the  tracings,  this  can  be  demon- 
strated by  the  sphygmograph  also.  Our  next  point, 
however,  lies  beyond  its  scope.  The  inatniment  is 
unable  to  show  us  the  direction  of  the  waves  which 
it  registers :  the  finger  does  this  with  ease  whenever 
the  waves  are  perceptible  to  the  touch.  Again  there 
is  no  selective  power,  in  the  sphygmograph,  for 
certain  waves  to  the  exclusion  of  others ;  all  are 
registered  alike,  without  any  possibility  of  distinction. 
This  double  disability  is  one  of  the  gravest  short- 
comings of  the  sphygmograph,  and  is  answerable  for 
much  delay  in  the  advance  of  our  knowledge  of  the 
pulse-wave. 

The  superiority  of  the  finger  as  an  instrument  of 
analysis  shines  forth ;  and  we  are  provided  with  two 
further  results  in  confirmation  of  the  first : 

k(2)  The  pulse-wave  and  the  pulse-heat  are  capable 
of  being  felt  as  distinct  from  each  other;  arid 
(3)  Tiieir  opposite  directions  can  be  identijied. 
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The  ftelative  Time  of  the  Pulse. 

The  earlier  time  of  the  beat  at  the  peripheral, 
instead  of  at  the  central  end  of  arteries  is,  up  to  the 
present  date,  an  exclusively  tactile  result,  and  much 
to  the  credit  of  the  method.  It  is  not  supported, 
but  directly  opposed,  by  the  accepted  experimental 
data.  Still  it  is  a  hard  fact,  and  should  be  capable 
of  an  objective  demonstration  even  more  striking  than 
that  given  on  p.  323.  Dr.  G.  A.  Buckmaster,  of 
St.  George's  Hospital,  is  kindly  lending  his  skill  and 
physiological  experience  to  the  graphic  determination 
of  the  facts. 

The  conflict  in  results  is  more  apparent  than  real 
Donders'  method  by  air  conduction,  and  the  electro- 
magnetic method,  both  register  the  transit  of  the 
head  of  the  pulse-wave: — the  finger  is  concerned 
with  the  ictuLS  only.  Comparison  with  our  results  is 
therefore  only  possible  in  the  case  of  methods  which 
have  employed  the  finger  as  the  receiving  agent. 
E.  H.  Weber's  original  method  was  of  that  kind.  He 
estimated  the  velocity  of  the  pulse-wave  at  7*92  to 
9 '24  metres  per  second. 

Although  most  probably  counting  the  moment  of 
the  pulse-beat,  he  did  not  succeed  in  timing  its  pro- 
gress, nor  has  any  physiologist,  so  far  as  known  to 
the  writer,  hitherto  timed  it.  His  method,  which 
was  copied  by  Donders,  Czermak,  and  others,  con- 
sisted in  observing  the  pulse  at  extreme  points  in  the 
body,  instead  of  at  extreme  points  in  any  one  arterial 
highway,  and  of  calculating  the  velocity  from  ob- 
servations taken  on  two  arteries,  instead  of  obtaining 
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It  directly  from  a  single  one.  E.  H.  Weber 
used  a  chronometer  beating  the  thii-d  of  a  second, 
and  felt  the  pulse  of  the  External  maxillary  artery 
with  one  hand,  and  that  of  the  Dorsalis  pedis  artery 
with  the  other ;  he  found  an  interval  of  J  to  f  of  a 
second  between  them  ;  but  no  appreciable  difference 
could  be  made  out  between  the  pulses  of  the  Ex- 
ternal maxillary  and  of  the  Axillary  arteries. 

Assuming  that  his  guide  was  the  pulse-beat  it  is 
equally  remarkable  that  he  should  have  failed  to 
recognize  the  centripetal  direction -of  the  beat,  and 
that,  from  the  centripetal  wave,  he  should  have  been 
able,  without  gross  error,  to  determine  the  velocity 
of  the  centrifugal  wave. 

Instrumental  registration  was  employed  by  later 
observers,  Czermak  using  sphygmographs,  and  in 
other  experiments  the  reflection  of  a  ray  of  light  on 
a  glass  surface  set  in  motion  by  the  artery ;  and 
LandoiB,  electro  magnets.  All  those  observations, 
however,  were  made  on  two  arteries  belonging  to 
diflerent  arterial  districts,  and  this  was  also  the  case 
with  Grunmach's  experiments. 

Alone  Hiirtlde  *  confined  himself  to  a  single 
artery,  the  external  carotid,  taking  tracings  from  its 
proximal  extremity,  and  from  the  point  of  origin  of 
the  lingual  artery.  He  seems  to  have  concluded  that 
the  summit  of  the  wave  occurred  earlier  at  the 
proximcd  extremity ;  but  his  ti-acings  do  uot  afford 
complete  evidence  on  this  point.  {See  Fig.  104, 
p.  226.) 

JTie  discrepancies  in  the  estimates  obtained  with 
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varioos  methods  by  various  obserreiB,  are  in  part 
due  to  tme  variations  in  the  intra-arterial  velocities, 
firom  causes  {cf.  p.  200)  which  have  been  pointed  out 
by  von  Kries  and  others. 

But  with  any  method  it  must  be  difficult  to  en- 
sure that  in  each  experiment  the  eaiiiest  phase  of 
the  pulse-wave  is  registered.  The  inherent  doubt  as 
to  whether  the  first  arterial  movement  roistered 
was  also  the  earliest  intra- arterial  wave-movement, 
and  the  uncertainty  as  to  the  extent  of  the  possible 
delay  in  each  case,  cannot  but  cause  diffidence  in 
connection  with  the  great  disparity  in  the  figures  of 
various  observers,  {e.g.  K  H.  Weber,  9*24  metres 
per  sec. ;  Garrod,  9-10*8  ;  Grashey,  8*5  ;  Moens,  8-3, 
and  with  diminished  pressure  during  Valsalva's  ex- 
periment, 7"3)  (Landois'  Physiology). 

Von  Frey  (loc.  cit.  p.  127)  has  reckoned  out  and 
tabulated  the  velocities  (in  the  upper  and  the  lower 
limb  respectively)  corresponding  to  the  figures  ob- 
tained  by  the  several  experimenters  : 

Velocities  of  the  Pulse- Wave — in  Metbes  per  Second. 


In  the 

In  the 

upper  limb. 

lower  limb. 

Czennak  . 

.     6-70 

11-16 

Landois  . 

.     5-77 

6  43 

Grunmach 

.90 

11-  0 

Keyt 

.     7-37 

6-83 

TiV  J           - 

,7-63 

6-20 

Juklgren 

•   17-32 

6-59 

The  comparative  evenness  in  velocity  obtained  in 
the  two  limbs  by  Landois,  Keyt,  and  Edgren  must 
raise  a  suspicion  that  such  disparities  as  those  found 
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by  Grunmach,  and  especially  by  Czermak,  were  due 
to  some  fundamental  error  in  experiment ;  especially 
as  they  find  the  wave  travelling  faster  in  the  tower 
extremity  than  in  the  upper. 

This  radical  contradiction  between  authorities 
seems  to  have  been  accepted  as  a  mystery  beyond 
the  pale  of  discussion.  The  clue  to  its  explanatioa 
is  probably  contained  in  the  following  fact  contributed 
by  the  tactile  method  : 

(4)  AUhvttgh  the  pulse-wave  i-eac/ies  the  peripliery 
latest,  the  pulse-heat  occurs  earliest  at  the  periphery ; 
a/nd,  within  the  same  arterial  conduction,  earlier 
at  any  mare  distal  than  at  any  more  proximal 
spot. 

An  interesting  corollary,  which  at  the  same  tune 
ttflfords  striking  confirmation  to  the  observation 
that  the  distal  beat  occurs  earlier  than  the  proximal, 
is  also  derived  from  the  method : 

(5)  Jlie  anastomotic  beat  at  the  tvrist,  although 
sometinies  later,  is  most  often  earlier  than  the 
brachial  heat. 

Passing  over  minor  gains  we  learn  the  important 
fact  that : 

(6)  The  toiich  can  appreciate  extremely  small 
differences  (?i  time. 

And  moreover : 

(7)  The  visual  perception  of  tjie  heat  is  markedly 
delayed  as  compared  with  the  tactile  perception. 


The  Mode  of  Production  of  tbe  Pulae-Wave. 

The    preceding   statements   concerning   the    time 
and  direction  of  the  pulse-beat  have  a  far-reaching 
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significance.  If  confirmed  by  experiment  they  pledge 
us  to  one  of  the  theories  of  the  pulse-wave;  nay, 
they  are  in  themselves  a  practical  confirmation  of  the 
theoretical  and  experimental  evidence  accumulated 
in  favour  of  the  peripheral  rebound  theory,  and  which 
can  be  summed  up  as  follows  : 

SpeaJdng  of  the  first  of  the  two  predicrotic  waves,  von  Kries 
{loe,  cit,  p.  95)  says  :  *'  Dass  gerade  hier  die  riicklaufige  Welle  zur 
Beobachtung  kommt,  und  dass  dieselbe  gelegentlich  die  Form 
eines  markierten  Gipfels  im  Sphygmogramm  annehmen  kann. 
Unter  diesen  Umstanden  k6iinte  man  also  sagen,  dass  gewisse 
Formen  des  ersten  Zwischenschlages  als  Ausdruck  der  einmal 
reflectierten  riicklaufigen  Welle  anzusehen  sind.'^  He  therefore 
regards  the  wave  immediately  adjoining  the  main  summit  as  a 
wave  of  peripheral  rebound,  whilst  the  second  predicrotic  wave  is, 
according  to  him,  a  descending  wave  of  rebound. 

Since  the  dicrotic  wave  is  unquestionably  also  a 
reflected  wave,  the  pulse-wave  is  essentially  made 
up  of  reflected  waves.  Although  this  view  was 
formed  and  formulated  before  the  tactile  method  was 
thought  of,  still  the  latter  has  supplied  the  practical 
confirmation ;  and  the  following  statement  may  be 
reckoned  as  one  of  its  fruits  : 

(8)  The  configuration  of  the  pulseAracing  arises 
from  the  conjunction  with  the  systolic  wave  of  a 
series  of  rebound- waves,  the  first  of  which  is  refected 
from  the  periphery. 

So   strongly   does    tactile    analysis   support   this 
view,  that  throughout  these  pages   our  facts  have 
been  recorded  in  terms  of  the  pempheral  theory  of 
the   pulse-wave.      Our   adhesion   to   this  theory  is 
therefore  a  foregone  conclusion. 


CHAPTER  II. 

THE  TACTILE  METHOD  IN    CONNECTION 

WITH  THE  HEAET  AND  WITH 

BLOOD-PEESSURE. 

Data  Supplied  by  the  TaotUe  Method  as  to 
the  Meohaniam  of  the  Oardlao  Ssrstole. 

The  acceptance  of  the  peripheral  theory  practically 
excludes  the  central  theory.  Tactile  analysis  of  the 
pulse  provides  us,  however,  with  something  more 
than  merely  negative  arguments.  Any  cardiac 
events  capable  of  arterial  transmission  must  keep 
accurate  step  with  the  heart-wave.  If  the  ictus  be 
entitled  to  the  name  of  percussion-wave  (in  the 
sense  of  systolic  percussion)  or  to  that  of  papillary 
wave,  it  must  satisfy  this  test  throughout  the 
arterial  system.  The  foregoing  observations  would 
show  that  it  does  not.  Far  from  running  hand-in- 
hand  with  the  systolic  wave,  the  ictus  has  been 
found  to  take  an  opposite  course.  The  retrograde 
march  of  the  ictus  would  therefore  enable  us  to  state 
in  general  terms  that : 

(9)  The  percussion-ivave  is  not  directly  produced 
by  the  cardiac  systole^  or  hy  the  contraction  of  the 
papillary  muscles ;  and  that 
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(10)  Conclusions  hosed  upon  the  configuration  of 
the  early  part  of  the  sphygmogram,  as  to  the  mode 
of  the  cardiac  contraction^  hick  secure  foundation. 

If  this  be  true  in  the  case  of  the  ictus,  the 
probability  is  great  that  it  is  also  true  of  the  pre- 
dicrotic  wave.  But  the  tactile  method  not  being  com- 
petent to  judge  of  the  latter,  we  are  restricted  to  the 
a  fortiori  argument.  The  absence  of  this  wave  in 
some  pulses  and  its  accentuation  in  others  are  satis- 
factorily explained  in  the  theory  of  peripheral 
rebound,  less  easily  in  the  central  theory. 


Other  Results  bearing  on  tlie  Theory  of 

the  Poise- Wave. 

Oierotisxo. 

The  contributions  of  the  tactile  method  to  tins 
subject  have  hitherto  been  indirect  only,  yet  impor- 
tant. Suggestions  have  been  made  which  are  based 
upon,  and  derive  their  probability  from,  our  better 
acquaintance  with  other  arterial  rebounds.  It  would 
be  premature,  however,  to  put  forward  as  proved 
these  and  other  points  of  theory  which  may  even- 
tually be  seen  to  have  owed  their  proof  to  the  tactile 
method. 

The  Gluutres  in  the  Pulse  due  to  Posture. 

In  this  wide  class  one  instance  only  has  been 
singled  out  for  study  by  physiologists,'  and  to  this  we 
have  confined  our  attention.     The  pulse-changes  in- 
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duced  in  the  radial  artery  by  raising  the  arm,  had 
given  rise  to  many  theories,  until  the  whole  subject 
was  a  hopeless  tangle.  For  this,  the  tactile  method 
has  the  credit  of  having  substituted  a  few  plain 
fetcts : 

(11)  The  changes  in  question  are  not  due  to  gravi- 
tation ; 

(12)  They  are  equally  obtainable,  by  tlie  sam/t 
movements^  in  an  absolutely  horizontal,  instead  of  a 
vertical,  position,  of  the  whole  body  and  of  the  limb ; 

(13)  They  are  not  special  to  the  movement  and 
posture  in  question ;  but  mxxy  be  also  obtained  at  will 
with  the  arm  dependent,  and  in  other  positions ; 

(14)  I%ey  are  induced  by  constriction  of  the 
artery;  their  features  are  those  of  the  pulse  of 
stenosis. 

(15)  Arfeinal  consti^ction  is  partly  due  to  pressure 
of  the  contracting  muscles,  partly  OrS  an  indirect  re- 
sult, to  the  tension  of  fibrous  stru^ctures  and  of 
tendons. 

( 1 6)  Constriction  sufficient  to  obliterate  the  pvlse 
may  be  brought  about  by  raising  the  arm,  in  a  special 
way,  or  by  definite  contraction  of  the  muscles  withovi 
any  elevation  of  the  arm. 

(17)  The  changes  v^svxilly  described  have  not  the 
value  of  a  definite  and  independent  arterial  condi- 
tion ;  tJiey  are  merely  a  stage  on  the  way  to  arterial 
obliteration.  The  results  of  individual  experiments 
are  therefore  essentially  variable. 

It  is  needless  to  point  out  that  these  &cts  facili- 
tate a  correct  interpretation  of  the  sphygmogram, 
and  that  they  throw  light  upon  the  subject  of  pulse- 
pressure. 


PULSE   PRESSURE. 


Pulse-Preisnra. 


Important  conclusions  are  contained  in  the  faj 
stated  below : 

(18)  Pulse-pressure  in  one  limb  is  not  alivays  a 
safe  guide  to  the  general  pulse -pressui'e  of  tlie  body, 
nor  even  to  that  of  t}ie  other  limb. 

(19)  TTie  pulse-pressure,  wheresoever  determined^ 
mo/y  he  purely  local,  and  therefore  due  to  local 
causes. 

These  results  cannot  be  claimed  as  exclusively  due 
to  the  tactile    method ;    the    demonstration   only  is 


Its  Seplatratlon. 


ied, 
'stera,       I 


Again,  of  late,  the  failure  of  the  sphygmogram  as 
a  record  of  pressure  has  been  more  widely  recognised, 
but  the  tactile  method  has  brought  into  great  ] 
minence  the  fact  that : 

(20)  TJie  sphygmograph  is  incapable  ofindicati 
the  direction  of  the  waves  of  pressure  which  it  registers. 

Of  this  the  demonstration  has  been  given  in  a 
very  striking  way  by  our  observations  on  the  proxi- 
mal and  distal  ictus,  and  on  the  anastomotic  pulse : 
events  of  which  the  sphymogi-aph  entirely  fails  to 
notice  the  direction. 

(21)  TTie  construction  of  the  sphygmograph  lays 
it  specially  open  to  faulty  registration  of  the  degree, 
of  pulse-pressure. 

Marey  {loc.  cit.  p.  286),  in  selecting  the  shape  a 
size  of  the  button  of  the  sphygmograph,  had  in  view  " 
to  cover  as  much  of  the  artery  as  possible,  and  thus 
to  obtain  a  greater  rise  of  the  lever,  and  the  refflstra- 


,e  regiatra^^J 
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tion  of  vibrations  otherwise  scarcely  appreciable  to 
the  finger.  This  is  not  an  unmixed  gain,  so  long  as 
the  derivation  and  direction  of  the  vibrations  are  not 
indicated. 

It  will  be  .noticed  that  the  shape  and  curvature  of 
the  button  are  precisely  such  as  would  give  to  the 
proximal  or  the  distal  ictus  a  specif  advantage  in 
registration  over  the  more  central  pulse.    And  again, 


A.  Diagram  of  wa  utorj  teating  on  boue  ;  ahowing  tbe  way 
in  which  the  wavas  take  effect  on  the  battOD,  in  ipite  of  the 
pressttre  used. 


as  we  have  learnt  from  palpation,  we  shall  be  dealing 
with  a  difierent  kind  of  pulse  at  each  variation  of 
extra-arterial  pressure. 

If  it  be  attempted  to  determine  the  intra-arterial 
pressure  by  loading  the  lever  progressively  to  the 
point  of  obliteration,  the  pressure  of  the  button 
would  tend  to  obliterate  only  the  central  portion 
of  the  pulse ;  the  sides  of  the  button  would  remain 
subject  to  the  lateral  influence  of  the  ictus.  Even 
though  it  may  not  be  liiled  by  this  influence,  the 
lever  may  be  sufficiently  disturbed  to  record  oscilla- 
tions. 
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The  diagrams  represent  the  two  cases  which  may 
occur. 

-  If  the  artery  rests  on  bone  as  in  (A),  although  ob- 
literation may  be  effected  in  a  line  with  the  vertical 
axis  of  the  button,  the  lateral  portions  (a)  and  (a) 
will  not  be  obliterated ;  and  the  lever  may  move, 
though  hardly  any  blood  passes.  An  accurate  record 
of  the  pressure  is  not  obtained. 

If  the  ivory  button  should  not  be  resisted  by  bone, 

Fig.  190. 


a 


a 


B.  Diagram  of  an  artery  supported  bj  soft  parts.    The  pres- 
sure from  the  button  is  in  large  part  expended  upon  the  latter. 


but  by  soft  parts,  though  complete  occlusion  may  be 
ultimately  achieved,  it  will  be  impossible  to  tell  how 
much  of  the  pressure  employed  went  to  neutralise 
the  intra-arterial  pressure,  and  how  much  was  used 
in  condensing  the  soft  parts  and  depressing  the 
artery. 

Zts  Nature. 

From  tactile  observation  alone,  showing  the  ascend- 
ing direction  of  the  ictus,  it  was  possible  to  have  traced 
the  intra-arterial  pressure  to  one  of  its  sources. 
This,  however,  had  already  been  achieved,  on  much 
more  difficult  lines  of  research,  by  von  Kries,  von 
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Trey,  and  others.  The  tactile  method  may,  at  any 
rate,  be  said  to  have  furnished  the  demonstration  of 
the  view  that : 

(22)  Some  part  of  the  intra-arterial  pressure  is 
due  to  the  sumniation  of  the  peripheral  rebounds. 

The  tactile  method  has  also  been  the  means  of 
supplying  confirmatory  evidence  that  : 

(23)  The  duration  of  the  pressure,  and  iherefm-e 
of  the  arterial  tension,  also  partly  depends  on  re- 
hounds. 

The  SjBtoUo  PnlB«-PresBnre. 

Tactile  observations,  combined  with  a  study  of 
Bphygmographic  tracings,  have  suggested  that : 

(24)  /(  is  desirable  to  emphasize  the  distinction 
between  systolic  pulse-pressure  and  mean  pulse- 
jyressure. 

The  combination  of  a  high  systolic  pressure  at  the 
onset,  with  a  low  pressure  during  the  remainder  of 
the  wave,  is  the  rule  in  the  fully  "dicrotic"  pulse, 
and  in  aortic  regurgitation.  Pressure,  in  the  case  of 
the  dicrotic  pulse,  is  absorbed  in  the  capillary  dis- 
trict, rather  than  deficient  at  the  heart  (allowance 
being  made  for  the  sraaUness  of  the  ventricular  out- 
put). In  aortic  reflux,  in  spite  of  a  large  output, 
pressure  fails  centrally,  after  the  systole,  but  it  ia 
also  lost  peripherally  into  the  capillary  system ;  a 
double  depression  which  causes  this  to  be  the  most 
extreme  instance  of  an  abrupt  fall  of  the  systolic 
pressure. 

Piil»a-Preft8ur«  In  Relation  to  tlie  Perlpherj. 

Some  idea  of  the  extent  to  which  the  arterioles 
(as  ori^nally  shown  by  Sir  George  John»>n)  and  the 
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capillaries  are  capable  of  disposing  of  the  intra- 
arterial pressure,  may  be  gained  by  closing  the  way 
to  the  capillaries.  It  has  been  shown  that,  by 
pressing  the  finger  firmly  on  the  pulse,  a  proximal 
ictus  is  developed : 

(25)  The  relative  strength  of  this  ictus  vnll  he 
{ccBteris  parilms)  greater,  as  compared  tvith  the 
previous  strength  of  the  pulse,  according  to  the 
amnount  of  pressure  previously  absorbed  by  the 
capillaries. 

To  Dr.  George  Oliver  belongs  the  credit  of  having 
based  on  this  variation  in  the  size  *  of  the  proximal 
ictus  an  important  method  of  investigation,  from 
which  much  future  result  may  be  expected,  and  to 
which  we  already  owe  valuable  contributions  to  the 
study  of  the  variations  in  arterial  pressure  induced 
by  attitude,  temperature,  etc. 

Other  Results  more  strlotly  Olinloal. 

The  necessity  for  a  preliminary  review  of  recent 
theories,  the  elaboration  of  the  details  of  the  tactile 
method,  and  its  still  immature  state  have  hitherto 
deprived  the  writer  of  all  opportunity  of  applying  it 
to  its  ultimate  object,  the  study  of  disease.  Until  this 
has  been  done  practical  contributions  bearing  upon 
clinical  work  must  be  few.  To  this  class  may  be 
reckoned,  in  addition  to  the  more  usefiil  results,  the 
observations  which  have  been  made  on  the  Badial 
Thrill  and  on  the  Radial  Anastomotic  Pulse. 


*  In  connection  with  the  results  of  blocking  the  artery,  see  pp.  158,  163. 
(vaso-paralysis — proximal  ictus,  etc. ) 
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The  miUUftl  TbrUl. 

Pulse-thrill  has  been  shown  to  exist  in  some  pulses 
almost  independently  of  the  observer.  At  least,  it 
may  be  elicited  by  the  mere  application  of  the  finger 
at  definite  points.     These  cases  are  exceptional 

(26)  As  a  rule  the  radial  pvlse-thrill  is  the  result 
of  some  special  manipulation;  it  is  an  artificial 
prodiict. 

The  most  fitmiliar  pulse-thrills,  such  as  those  of  the 
carotid,  of  the  brachial,  and  of  the  popliteal  arteries 
are  due  to  accidental  pressure  occasioned  by  the 
attitudes  of  the  body  or  of  the  limbs. 

The  aadt»l  Anastomotic  Pulse. 

Hitherto,  the  study  of  the  anastomotic  pulse  be- 
longs exclusively  to  the  tactile  method.  We  have 
found  that : 

(27)  An  anastomotic  pvlse  is  mxyre  commonly 
perceptible  in  adults  than  in  children,  and  can  he 
recognised  in  a  majatnty  of  the  former. 

(28)  When  allowed  to  ascend  the  distal  end  of  the 
radial  artery,  by  an  artificial  exclusion  of  the  direct 
ptdse  from  the  latter,  the  anastomotic  pulse  presents 
all  the  attributes  of  the  ordinal^  descending  radial 
jndse. 

(29)  ITie  ascending  pulse  acquires,  hoivever,  in  its 
passage  through  the  narrow  channels  of  anastomosis 
a  stenotic  character. 

(30)  The  distal  rebound  {from,  the  hand)  instead 

of  being  in  conflict,  is  identical  in  direction,  ivith  the 

pulse-wave  in  its  radial  course, 

2o 
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(31)  In  spite  of  its  longer  journey^  and  of  all  re- 
tarding influences^  the  anastpmotic  pulse  commonly 
gives  to  the  obliterating  finger  an  earlier  stroke  than 
that  communicated  to  the  proximal  side  of  the  same 

finger  by  the  ordinary  descending  pulse. 

(32)  In  other  cases  the  time  of  the  two  events  is 
reversed;  in  a  few  only  it  is  identical. 

(33)  When  the  direct  radial  pulse  is  not  stopped 
by  an  artificial  blocks  the  anastomotic  reflux  is  sup- 
pressed by  the  stronger  descending  current ;  but  thi' 
anastomotic  wave  probably  ascends  the  radial  artery. 
The  effect  of  the  suppi^essed  current  would  be  to  raise 
the  intra-arterial  mean  pressure;  and  that  of  the 
wave,  to  increase  the  introrarteHal  systolic  pressure. 


CHAPTER  IIL 

THE    PRACTICE    OF    TACTILE 
SPHYGMOLOGY. 

The  Practical  Methods. 

1.  Feelinr  the  PnUie. 

Our  conclusions  relating  to  method  are  simple  and 
briefly  stated ;  their  importance  lies  in  the  future 
work  they  are  to  govern.  The  sum  of  the  lessons 
conveyed  in  this  study  is  given  in  two  words: 
Analysis — Definition.  Our  great  object  is  to  analyse 
the  pulse;  and  our  first  need  towards  that  end, 
definiteness  and,  therefore,  singleness  of  impressions. 

Hence  our  great  rule : 

(34)  Never  use  more  than  one  finger  to  the  ptdse 
except  for  special  objects. 

The  accident  that  there  should  be,  at  this  date, 
something  novel  to  record  in  pulse-sensations  seems 
to  be  entirely  due  to  the  neglect  of  this  rule  ;  and  to 
the  general  adoption  of  the  opposite  rule,  which 
effectually  prevented  Fouquet,  and  has  effectually 
prevented  other  observers,  from  perceiving  important 
tactile  features  of  the  pulse. 
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The  details  of  the  method  will  be  found  under  the 
corresponding  headings. 

2.  PetermJBlny  the  Presenoe  or  Absenoo  of  the 

Anastomotic  Pulse. 

(35)  To  recognise  the  presence  of  an  anastomotic 
pulse  the  single  finger  usually  suffices.  To  ascertain 
conclusively  its  absence  two  fingers  are  needed ^  and 
it  is  safest  to  use  both  hands. 

This  rule,  virtually  contained  in  the  earlier  state- 
ments by  Ozanam,  Douglas  Powell,  and  others,  needs 
to  be  stated  here  in  connection  with  the  description 
of  the  following  operation. 

3.  Bstlmatlnr  Pulse-Pressure  or  Arterial-Teasion. 

This  may  be  done  by  obliterating  the  pulse,  that 
is,  closing  the  artery  by  pressure.  In  carrying  this 
out  according  to  the  old  method,  the  possibility  of 
an  anastomotic  pulsation  being  mistaken  for  the 
direct  pulse,  and  of  the  pressure  being  thus  over- 
estimated, had  led  to  two  fingers  and  ev«i  three 
being  used.  This,  as  it  was  thought,  necessary  pre- 
caution is  a  rational  explanation  for  the  survival,  up 
to  the  present  day,  of  the  faulty  method  of  multiple 
fingering,  which  formerly  rested  mainly  on  tradition 
and  on  a  belief  that  more  could  be  felt  of  the  pulse 
in  proportion  to  the  number  of  the  fingers  used. 

In  view  of  the  importance  of  using  one  finger  only 
for  palpation,  any  method  of  satisfactorily  performing 
with  a  single  finger  the  universally  needed  test  for 
pulse-pressure  would  be  a  great  gain.  This  is 
supplied  by  the  tactile  method.  The  new  process 
for  roughly  estimating  pidse-pressure  is  based  on  the 
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peculiarities  of  the  three  kinds  of  ictus  ;  we  are,  how- 
ever, more  specially  concerned  with  the  proximal,  and 
with  the  distal  ictus  only. 

The  appearance  of  the  proximal  ictus,  that  is,  the 
perception  of  a  beat  un  the  heart-side  of  the  finger,  is 
a  reliable  proof  that  the  progress  of  the  pulse-wave 
has  been  stopped ;  and  this  again  implies  that  the 
way  through  the  artery  has  been  so  much  reduced  as 
no  longer  to  tmtismifr  a  wave  sufficient  to  yield  a 
perceptible  distal  rebound.  For  all  practical  purposes 
this  means  that  the  intra-arterial  pressure  haa 
been  overcome  by  the  extra-arterial  pressure.  In  the 
majority  of  subjects  a  moderate  pressure  of  the  finger 
will  dispose  of  the  distal  ictus,  and  at  the  same 
moment  the  proximal  ictus  will  be  felt,  the  ampli- 
tude of  which  will  afford  collateral  evidence  of  the 
successful  obliteration  of  the  artery.  In  a  smaller 
number,  considerable  pressure  will  be  needed  to 
suppress  the  distal  ictus ;  and  a  doubt  may  arise  its 
to  its  possibly  anastomotic  character.  This  doubt  is 
usually  set  aside  by  the  observation  that  the  full- 
sized  proximal  ictus  has  meanwhile  come  into  play. 

A  single  hnger  will  thus  suffice  to  decide  both  the 
question  as  to  tension,  and  also  that  as  to  the 
existence  of  any  markedly  anastomotic  pulsation. 
Nevertheless,  instances  may  occur,  but  their  number 
will  be  very  small,  in  which  the  observer  will  not 
feel  satisfied  until  he  haa  applied  the  classical  test 
for  the  presence  of  the  anastomotic  wave.  If  it  should 
be  absent,  or  hardly  perceptible,  the  case  falls  into 
the  usual  category,  and  may  be  dealt  with  confidently 
with  one  finger.  Thus  the  rule  for  estimating  arterial 
tension  may  be  stated  as  follows : 
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(36)  Apply  the  index  finger  lightly.  Having 
found  the  distal  ictus,  gradiudly  increase  the  press^a-^ 
until  the  distal  ictv^  vanishes ;  and  at  that  moment 
watch  for  the  ictus  at  the  proximal  side  of  the  finger. 
Tlie  amount  of  press^ire  used  nnll  he  a  mecunire  of 
the  tension  of  the  jndse. 

The  chief  recommendatious  of  this  method  are  its 
simplicity  and  its  definiteness.  It  is  purely  com- 
parative, and  aims  merely  at  an  approximative  result ; 
but  it  is  so  readily  performed  that  a  succession  of 
cases  can  be  rapidly  compared,  and  a  standard 
quickly  arrived  at.  With  the  sphygmometer  it  does 
not  pretend  to  compete ;  but  it  is  next  best  to  an 
instrumental  method  in  precision,  whilst  open  to 
none  of  the  attendant  objections.  With  its  aid  a 
practical  estimate  is  gained  of  the  tension  of  the 
pulse,  without  any  eflFort ;  for  the  operation,  capable 
of  repetition  many  times  in  a  minute,  consists  simply 
in  a  systematic  variation  of  the  pressure  of  the  finger ; 
whilst  the  same  position  of  the  finger  enables  us  to 
judge  of  almost  all  the  qualities  of  the  pulse. 

A  slight  qualification  is  needed  in  the  previous 
statements.  A  short  interval  does  occur  between  the 
relatively  sudden  disappearance  of  the  distal  ictus 
and  the  full  strength  of  the  proximal  ictus,  and  this 
is  occupied  by  the  intermediate  ictus.  In  the  soji 
pulse  the  first  event  needs  slight  pressure  and  time, 
the  second  event  a  very  slight  addition  of  both ;  the 
intermediate  ictus  is  fugitive  and  almost  impalpable. 

But  the  tense  artery,  which  has  long  and  strongly 
resisted  compression,  will  need  an  appreciable  incre- 
ment of  pressure  to  obliterate  it  completely  as  far  as 
the  proximal  border  of  the  finger.    Until  this  is  done 
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the  intermediate  ictus  will  continue  to  be  felt,  and 
the  proximal  ictus  will  not  acquire  its  full  strength. 
From  these  observations  we  derive  a  supplementary 
rule : 

(37)  Whenever^  during  gradual  application  of 
pi^essurCy  a  marked  intei^itdiate  ictus  is  obtained^ 
toe  have  further  evidence  of  sustained  pidse-press^ire. 
Hie  full  extent  of  tlut  latter  is  to  he  meai^ured  by  the 
disappearance  of  the  inteniwdiate  ictus,  ivhich  co- 
incides  tvith  the  moment  of  complete  evolution  of  the 
proximal  ictus. 

The  duration  of  the  intermediate  ictus  thus  acts  as 
a  confirmatory  test  for  the  correctness  of  the  result 
obtained  under  the  preceding  rule. 


Palpation  with  the  Thumb ;  and  Palpation 

with  Several  Tingers. 

The  general  rule  which  has  been  laid  down  should 
not  be  taken  to  imply  that  no  advantage  is  to  be  ob- 
tained by  examining  the  pulse  over  a  greater  length 
than  can  be  covered  by  the  tip  of  one  finger.  On 
the  contrary,  this  procedure  will  be  found  a  most 
useful  adjunct  to  the  ordinary  method,  in  the  ana- 
lytical study  of  the  pulse,  as  soon  as  the  elements 
of  tactile  sphygmology  shaU  have  been  thoroughly 
grasped.  It  enables  us  to  follow  the  waves  in  their 
progress ;  whereas  the  single  finger  takes  cognisance 
of  their  travvsit  only.  There  are  two  ways  in 
which  this  can  be  done :  by  applying  the  length  of 
the  thumb  to  the  radial  artery  ;  or  by  placing  on  it 
the  tip   of  two  or  three  fingers.     With  either  of 
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these  methods  many  of  the  peculiarities  which  have 
been  described  may  be  verified. 

(1)  The  thumb  is  more  often  applied  with  its  base 
at  the  wrist  and  its  extremity  towards  the  elbow. 
This  position  will  enable  it  to  feel  the  proximal  ictus 
with  great  nicety.  The  same  is  true  of  the  index 
finger  laid,  in  the  same  direction,  flat  over  the  length 
of  the  artery.  The  distal  ictus  will,  however,  not  be 
obtainable.  If  the  thumb,  or  the  finger,  be  placed  in 
the  opposite  direction,  with  the  tip  at  the  base  of  the 
styloid  process,  the  distal  ictus  will  be  perceived 
excellently  ;  and  the  proximal  ictus  can  also  be  felt 
by  the  base  of  the  phalanx  where  this  rises  from  its 
contact  with  the  arm.  Indeed,  there  is  no  better 
method  for  a  fine  tactile  appreciation  of  the  ictus ; 
the  latter  striking  a  very  sensitive  surface,  a  little  in 
advance  of  the  end  of  the  bony  phalanx  by  which 
pressure  is  exerted.  The  same  mode  of  palpation  is 
specially  adapted  for  the  study  of  the  intermediate 
ictus,  which,  in  the  ordinary  method,  is  a  little  diffi- 
cult to  secure.  The  travelling  events,  however,  are 
those  which  it  most  helps  us  to  perceive — viz.,  the 
systolic  pulse-wave  and  the  wave  of  the  ictus,  in 
their  opposite  propagation. 

(2)  The  second  method,  which  uses  the  tips  of 
several  fingers  in  loose  order,  supplies  us  with  a 
number  of  tactile  combinations,  and  with  an  almost 
inexhaustible  variety  of  observations.  The  various 
kinds  of  ictus,  the  anastomotic  pulse,  the  pulse-thrill, 
are  all  within  its  competence.  The  greatest  service 
which  it  renders  us  is  in  the  appreciation  of  the 
fundamental  fact  of  sphygmology,  which  we  must 
once  more  record :. 
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(38)  The  ictus  travels,  in  all  arteries  accessible 
to  the  touch,  in  the  shape  of  a  wave  fi'om  the 
periphery  towards  the  heart;  its  direction  being 
opposed  to  that  of  the  systolic  pulse-wave. 

If  four  fingers  be  applied  to  the  radial  artery  this 
retrograde  march  becomes  very  obvious,  especially  if 
they  be  slightly  spaced  from  each  other  ;  each  event 
is  then  perceived  eight  times  in  its  transit,  as  it 
reaches  and  as  it  leaves  each  of  the  fingers  in  suc- 
cession. The  perceptions  may  be  too  rapid  to  be 
individualised,  but  they  are  consolidated  by  theiv 
repetition  into  a  conclusion  which  leaves  no  doubt 
whatever  in  the  mind.  Indeed,  since  even  with  one 
finger  the  direction  of  the  waves  can  be  made  out, 
how  much  easier  must  this  be  when  a  longer  section 
of  their  journey  ia  observed.  There  is  in  the  feeling 
of  the  wave  rolling  under  finger  after  finger  a  com- 
pleteness of  sensory  evidence  which  nothing  can 
equal ;  but  much  experience  in  the  modulation  of 
finger-pressure  is  essential,  failing  which  the  oppo- 
site waves  might  both  be  allowed  to  come  into 
play  simultaneously ;  or,  unconsciously,  the  pressure 
corresponding  to  one  of  them  might  develop  into 
that  calling  forth  the  other  wave.  Rather  less  risk, 
in  this  respect,  attaches  to  the  alternative  method  of 
using  only  the  two  extreme  fingers  in  the  row, 
namely,  one  for  observing  the  moment  of  entrance, 
the  other  for  observing  the  moment  of  disappearance 
of  the  wave.  And  it  is  to  be  noted  that  with  the 
preceding  arrangement  also,  all  tactile  judgments 
are  largely  based  upon  the  perception  of  the  interval 
between  these  two  extreme  moments  of  time. 
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The  Methods  for  Observing  the  Priority 

between  Two  Polse-Bvents  without 

Instnunental  Aid. 

The  objection  to  sphygmographic  time-determin- 
ations is  that  we  have  no  means  of  identifying  some 
of  the  events  which  are  being  automaticalfy  timed 
The  pressure  made,  and  the  results  of  pressure  re- 
gistered by  the  button  of  the  instrument  lie  outside 
our  cognisance.  To  time  whilst  we  feel  is  more 
satisfactory,  so  long  as  our  timing  is  sufficiently 
accurate.  In  carrying  out  this  indication,  the  finger 
arrangement  in  question  assists  us  greatly.  The  ring 
finger  or  the  little  finger,  and  the  thumb  or  the 
index,  are  placed  respectively  at  the  two  distant 
points  of  observation,  and  two  moments  of  time  only 
are  kept  in  mind,  that  of  the  occurrence  of  the  sen- 
sation under  one  finger,  and  that  of  its  cessation 
under  the  other. 

The  correct  perception  of  intervals  of  time,  so  brief 
as  to  strike  us  at  first  as  Sjmchronous,  is  rendered 
possible  by  a  simple  method  which  deserves  to  be 
reckoned  among  the  practical  gains  from  tactile 
sphygmology. 

(39)  If  two  tcLCtUe  perceptions  be  almost  synchro- 
notiSy  so  as  to  partly  overlap,  a  distinction  in  time 
may  he  made  between  them,  by  concentrating  the 
attention  in  turns  upon  each  of  them,  say  first  upon 
(B).  If  (B)  should  not  possess  priority ,  then  the  other 
perception  vnll  be  completely  extinguished ;  a  single 
sensation,  that  at  {B\  will  be  felt.  If  the  attention 
he  now  concentrated  on  {A\  this,  being  the  earlier 
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of  the  two  sensatioiiSy  will  of  coiirse  he  felt ;  hut  {B) 
will  a.ssert  itself  also,  })ecmcse,  after  [A)  has  ceased, 
if  will  hold  tlw  field  alone. 

(40)  With  the  help  of  these  two  devices  we  can 
now  approach  our  last  and  most  difficult  experiment, 
thus  far,  our  highest  achievement  in  tactile  analysis. 


A   FINAL   EXPERIMENT. 

The  Time  of  the  Iotas,  and  of  the  TRTave^ 
Studied  in  the  Carotid. 

Although  not  a  very  convenient  pulse  to  feel,  the 
carotid  has  the  advantage  of  a  very  large  wave  and 
of  an  unmistakable  ictus. 

Experitnent  XL  v. 

If  the  finger  of  one  hand  be  placed  at  the  origin  of 
the  external  carotid,  and  a  finger  of  the  other  hand 
over  the  vessel  at  the  upper  level  of  the  larynx ,  the 
following  succession  of  events  may  be  recognised  : 

(1)  On  deep  pressure  the  rush  of  the  wave  is 
readily  traced  in  a  centrifugal  direction,  and  the 
distal  finger  Df  receives  the  later  impact. 

(2)  If  the  pressure  be  now  reduced  as  much  as 
this  can  be  done  without  losing  touch  of  the  pulse, 
the  beat  or  ictus  will  be  felt  instead  of  the  wave  ;  and 
the  order  in  which  it  will  strike  the  fingers  is  exactly 
the  reverse  of  what  it  had  been  for  the  wave.  In 
this  case  the  proximal  finger,  Cfi  is  perceptibly  the 
last  to  receive  the  stroke. 
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(3)  Any  observer  will  probably  succeed  in  tracing 
the  tactile  distinction  between  the  two  objects,  and 
the  contradiction  in  their  time.  The  third  observa- 
tion is  much  more  difficult.  It  aims  at  feeling  the 
ictvs  in  the  wave.  It  must  therefore  be  made  with 
the  stronger  pressure  of  the  finger.  The  wave  is  fi^t 
as  in   the  first  instance ;   but  the  attention   must 

Fig.  191. 
A       B 


^/ 


Cf 


Diagram  constructed  from  the  tactile  impressions  of  two 
fingers  placed  on  the  carotid  arteij,  Cf  near  its  origin,  and 
/>/near  its  bifurcation ;  showing  disparity  both  in  the  dura- 
tion of  the  wave  and  in  the  time  of  the  ictus. 

be  entirely  withdrawn  from  its  onset  and  progress, 
and  intently  bent  upon  its  finish.  The  apparently 
abrupt  cessation  of  the  wave  corresponds  to  the  ictus, 
and  will  be  felt  by  Df  before  being  felt  by  Cf. 

In  this  way  the  touch  is  able,  in  the  case  of  the 
carotid  pulse,  to  analyse  so  clearly  the  first  part  of 
the  wave,  that  a  diagram  could  be  drawn  by  the 
observer  of  the  relative  time  of  the  events,  showing 
for  each  finger  a  rise  and  a  subsequent  summit,  the 
rise  beginning  at  a  later  moment,  and  the  summit 
occurring  at  an  earlier  moment  for  Df  than  for  Cf ; 
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in  Other  words,  the  curve  for  Df  will  be  of  smaller 
width,  especially  at  its  upper  part,  than  the  curve 

forcy: 

This  diagrammatic  repreaentation  of  tactile  events 
is  the  nearest  approach  we  have  arrived  at,  to  an 
imitation  of  the  tracings  of  the  instrumental  method ; 
and  it  would  be  interesting  to  be  able  to  compare  it 
with  a  sphygmographic  tracing  in  this  particular  case. 

Fio.  192. 

I'f 

i 

Unfortunately  we  know  of  only  one  set  of  sphygmo- 
grams  taken  simultaneously  at  different  spots  of  the 
carotid,  those  of  Hiirthle  {Fig.  192);  and  these  are 
not  explicit  on  the  point  at  issue.     Nevertheless  it 
may  be  observed  that  the  wave  (reckoned  from  its 
foot  to  the  later  summit)  is  broader  at  Cf  than  at 
Df,  and  that  the  later  summit  for  Df  suffers  de- 
cidedly less  relative  delay  than    the    onset   of  the 
wave. 

The  carotid  artery  has  been  selected  for  this  final 
experiment  because  in  the  radial  pulse,  owing  to  the 
small  calibre  and  the  remoteness  of  the  artery,  the 
first   part  of  tlie  wave  is   much  narrower,  and   its 
events  less  tangible  and  less  easy  to  analyse. 

1 

1 

CONCLUDING  REMARKS  ON  THE  FUTURE 
OF  TACTILE  SPHYGMOLOGY. 

OuB  task  is  in  great  part  achieved,  since  we  have 
secured  recognition  for  the  laige  share  which  should 
belong  to  the  touch  in  clinical  sphygmology»  and 
established  a  few  fundamental  facts  in  such  a  way 
that  we  can  await  without  anxiety  the  verdict  of 
instrumental  verification,  when  this  can  be  obtained — 
for  it  would  be  rash  to  assume  that  existing  instru- 
ments are  able  to  deal  with  the  more  delicate  tactile 
experiments  claiming  registration. 

Whilst  in  progress  the  study  has  grown  beyond 
expectation,  and  already  exceeds  the  lines  of  this 
elementary  sketch.  Limits  are  not  easily  assigned  to 
its  future  development.  Physiology  will  find  in 
tactile  analysis  many  a  suggestive  problem.  It  is 
needless  to  enumerate  the  multiple  lines  of  research 
opened  up  in  connection  with  the  theory  of  the  pulse. 
Any  one  of  the  questions  raised  in  these  pages  might 
become  the  starting-point  for  systematic  investi- 
gations, the  end  of  which  cannot  be  even  guessed, 
and  which  might  call  into  existence  novel  instru- 
mental methods.  Indeed,  as  we  write,  this  has 
already  been  fulfilled  in  one  striking  instance.     Dr. 
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George  Oliver's  investigation,  so  fruitful  and  yet  only 
begun,  is  practically  based  on  one  of  the  phenomena 
of  tactile  sphygmology,  important  in  itself,  as  tbey 
all  miiat  be,  but  not  claiming  a  very  prominent 
position  in  connection  with  the  theory  of  the  natural 
pulse.  This  is  probably  but  a  foretaste  of  still  richer 
harvests  which  the  major  issues  might  yield  to  patient 
Investigation.  The  ictus,  pure  and  simple,  needs  to 
be  studied  as  to  its  time  and  direction,  as  to  its 
velocity  and  duration  and  otber  characters,  under 
vaiying  physiological  circumstances  ;  and  in  its  many- 
sided  relations  to  the  cardiac,  capillary,  and  venous 
influences.  The  forms  of  ictus  which  are  termed 
artificial,  because  modified  by  the  pressure  of  the 
finger,  will  supply  additional  series  of  inquiry. 

Again,  the  anastomotic  events  and  the  pulse-thrill 
are  studies  hitherto  barely  outlined. 

In  addition  to  inquiries  eucb  as  these,  which  may 
be  classed  as  novel,  the  old  stock  of  unanswered 
questions  remains,  calling  for  renewed  attempts  at 
solution. 

Beyond  all  this  lies  the  vast  and  practically  inex- 
haustible field  of  patholof/y,  a  soil  left  virgin  still  at 
the  close  of  this  inquiry. 

Looking,  then,  towards  the  future,  we  no  longer 
fear  a  continuance  of  the  neglect  and  stagnation  which 
have  prevailed  in  the  past.  Neither  the  material 
nor  the  means  need  fail  us  in  the  progressive  culti- 
vation of  clinical  sphygmology.  An  opposite  danger 
might  be  thought  to  threaten,  that  of  too  wide  an 
expansion  and  too  minute  a  detail.  This  is  an  evil 
which  carries  its  own  cure.  Distinct  and  even 
divergent  as  may  be,  at  their  origin,  the  paths  of 
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research,  we  see  them  rapidly  conveige  and  ultimately 
join.  This  assured  ooncurrenoe  of  aJl  isolated  efforts 
towards  a  final  \mity  in  results  should  encourage 
individual  observation.  Investigation  cannot  be  too 
much  varied,  nor  can  the  workers  be  too  many. 
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